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SUBSCRIPTION PRICE $45.00 PER YEAR INCLUDES 12 ISSUES OF 
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MONTHLY CATALOG SINGLE COPIES $3.25 $4.10 
SERIALS SUPPLEMENT $4.50 $5.65 
SEMIANNUAL INDEX $9.00 $11.25 
CUMULATIVE INDEX $16.00 $20.00 





A wide range of subjects 


is covered in Government publications 
For sale by the Superintendent of Documents 


The Possibility of Intelligent 
Life Elsewhere in the 
Universe 


A message to another galaxy 24,000 
light years away has already been sent 
by Earth scientists. They predict that we 
could receive an answer in 48,000 years. 
A written language has been developed 
for communicating with creatures from 
outer space. These and other fascinat- 
ing developments typify our changing 
attitudes about the possibility of extrater- 
restrial life. This congressional report 
analyzes the conceivability of the exis- 
tence of other intelligent life forms in the 
universe, and comes up with some sur- 
prising conclusions. The report also has 
an artist’s conception of animals that 
could exist on other planets, and an 
explanation and illustration of the actual 
space message sent out in 

1974. 1977. 126 pil. 

Y 4.Sci 2: 95/0 

S/N 052-070-04332-6 


$2.30 


Social Indicators, 1976: 
Selected Data on Social 
Conditions and Trends in 
the United States 


This is the second and most recent re- 
port of its type to be published by the 
U.S. Government. It contains a compre- 
hensive graphic collection of statistical 
data selected and organized to describe 
current social conditions and trends in 
the U.S. Eleven major social areas of 
American life are examined: Population; 
the family; housing; social security and 
welfare; health and nutrition; public safe- 
ty; education and training; work; income, 
wealth, and expenditures; culture, lei- 
Sure, and use of time; and social mobility 
and participation. Within each of those 
subject areas, certain topics of broad 
social interest—social concerns—are 


identified. All concerns relate, directly or 
indirectly, to the quality of our lives, and 
these relationships are probed by statis- 
tics (social indicators) that describe the 
general status of the popula- 

tion. 1977. 648 p.il. 

C 3.2: So 1/2/976 

S/N 041-001-00156-5 


$7.00 


Employment and Training 
Report of the President, 
1978 


This 16th annual report, reviews the em- 
ployment, unemployment, and labor 
force participation trends of calendar 
year 1977 and the Department of La- 
bor’s activities during fiscal year 1977. 
Portions of the report focus specifically 
on special employment problems of the 
Nation’s youth and middle-aged and 
older persons; examine labor market im- 
pacts of immigration to the United States 
since the late 19th century, with special 
emphasis upon the contributions of im- 
migrants to the labor force since 1965; 
and view the employment opportunity 
component of the administration’s wel- 
fare reform proposal. Two special re- 
ports dealing with employment and 
training services provided to the Na- 
tion’s veterans in 1977, and describing 
the cooperative program linkages be- 
tween the Labor Department and HEW 
are also included. The report closes with 
an updated statistical appendix contain- 
ing historical and projected data on size, 
characteristics, and work experience of 
the labor force. 1978. 342 p.il. 

L 1.42/2 : 978 

S/N 029-000-00305-0 


$5.25 


The Search for Extra- 
terrestrial Intelligence 


There are few questions that more ex- 
cite the curiosity, the imagination, and 
the exploratory bent of the modern age 
than that of the possibility of intelligent 
life in other solar systems. Throughout 
1975 and 1976 a series of workshops 
were held in locations across the coun- 
try to examine the validity of the funda- 
mental criteria associated with a 
program to detect extraterrestrial life, to 
select the best approaches for search- 
ing out signals from such intelligence, 
and to outline the scale of such a search 
and the resources required to undertake 
it. This publication presents the findings 
of those workshops, concluding that it is 
both timely and feasible to begin a seri- 
ous search for extraterrestrial intelli- 
gence. 1977. 276 p.il. 

NAS 1.21: 419 

S/N 033-000-00696-9 


$4.50 


America as Art 


This fine Smithsonian Institution publica- 
tion complements a 1976 exhibition of 
the same name at the Nationai Collec- 
tion of Fine Arts in Washington, D.C. 
Most of the works illustrated in this book 
were part of the exhibition, which 
showed how American artists changed 
their styles to reflect the continually 
changing social and cultural mores of 
the country. Examples of art from 
throughout our history are used to study 
eight important phases in America’s ar- 
tistic development, eight moments in 
which art and the identity of America 
became close either in the eyes of her 
citizens or those of the outside 

world. 1976. 320 p.il. 
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General information 


There is no free distribution by this Office. Regulations 


require remittance in advance of shipment of 


publications, either by check or money order payable 


to the Superintendent of Documents. Do not send 
currency (bills or coins) or postage stamps. 

With the exception of specially priced 
publications, a discount of 25 percent is allowed on 
quantity purchases (100 or more copies of a single 
publication). The same discount applies to orders 
from a bookdealer (any quantity) when the 
publications are mailed to the dealer's normal place 
of business. No discount will be allowed when 
publications are mailed to a third party (unless in 
quantities of 100 or more per title). 


NON U.S. CUSTOMERS—International 
mailing regulations require special handling for 
which we charge an additional 25 percent of the 
total cost of your order. Remittance is required in 
advance of shipping by draft on a United States or 
Canadian Bank, by UNESCO coupons or by 
International Postal Money Order made payable to 


These symbols will be used to explain how your 
order or inquiry was handled. 


Publication(s) enclosed. 

Publication is not sold by this Office. A copy 
may be available from the issuing agency 
indicated on your order. 

We are unable to identify the publication from 
the information furnished. 

Publications are being printed and will be 
mailed as soon as we receive stock. Cost has 
been included in charges on this order. 

Our stock of this publication is exhausted and 
it is no longer available. Consult your local 
library. 

New publication, we cannot accept your order 
at this time. Please reorder in 30 to 60 days. 
Publication is no longer available. We have 
indicated on your order another publication 
which supersedes it or contains 

similar information. 


the Superintendent of Documents. These orders are Do not order on this form after June 30, 1979. 
mailed via surface mail unless funds are sent to cover instead, write for information as to price and 
airmail postage. Foreign currency or checks will not availability of these publications since they may go 
be accepted. All orders must be in English. out of print or be superseded by a later edition. 





Ordering « Detach entire page, indicate quantity beside each publication desired, enclose remittance (check or money order payable 
. 


to the Superintendent of Documents—please do not send cash or stamps) 


4. ___ Search for Extraterrestrial intelligence 


1. ___Possibility of intelligent Life 
S/N 033-000-00696-9 


$2.30 S/N 052-070-04332-6 $4.50 


2. ___Social Indicators, 1976 5. —__America as Art 
$7.00 S/N 041-001-00156-5 $9.60 S/N 047-003-00039-3 
3. ___Employment and Training Report of Presi- 
dent, 1978 
$5.25 S/N 029-000-00305-0 


0) Check here if you would like your name added to the free list which announces Selected U.S. Government Publications on a regular basis. 
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Preface 


In response to requests by the library community and the Depository Library Council to 
the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 
1974 directed the Library Division to join the Ohio College Library Center's on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog utilizes AACR and Library of Congress main entries. Subjects are 


derived from Library of Congress Subject Headings 8th edition and its supplements. The catalog 
consists of text and four indexes—author, title, subject, and series/report number. 

The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 








Contents 








General Information 

How To Order Publications 

New Classification Numbers 
Corrections for Previous Monthly 


Monthly Catalog 
Indexes 
Author Index 
Title Index 
Subject Index 
Series/Report Index 











Users’ Guide 


ABBREVIATIONS 


addition, addendum, addenda. 
. amendment, amendments. 
appendix. appendixes. 
... book. books. 
... Chapter. chapters. 
... Congress. 
. Department. 
document. 
.. facsimile, facsimiles. 
fiscal year. 
_. Greenwich hour angle. 
House. 
. House concurrent resolution. 
. House document 


number. numbers. 


. . plate. plates. 
_ Portrait. portraits. 


part. parts. 
report. 


.... Senate. Senate bill. 
.... Senate concurrent resolution. 
... Senate document. 
.. Senate executive document. 


. Senate executive report. 
Senate joint resolution. 


... Senate resolution. 
. Senate report. 


.. House executive document. 
House joint resolution. 
House of Representatives. 
House bill. : volume. volumes. 


.. illustration, illustrations. 
inch, inches. 





Common abbreviations for the names of States. months. etc.. are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 

Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 

Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 
annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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General Information 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale, may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 
special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies, the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 
ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





How To Order Publications 


Publications entered in this catalog that are for sale by the Superintendent of Documents are indicated by 
a “for sale” statement in the text entries. Those Congressional Publications which are not for sale may be 
obtained from the responsible Committee, or from the House or Senate Documents Room. Entries for 
publications sold by National Technical Information Services include a statement to that effect. Unless 
otherwise indicated, publications are distributed by the issuing office which appears immediately before the 
publication date in each entry. Additional information necessary for procuring documents appears above or 
within text entries. Requests to issuing offices should contain titles and dates of publications. 

Do not use the L.C. card number in ordering publications. 


HOW TO REMIT 


Remittances for Government Printing Office sales documents should be made to the Superintendent of 
Documents, U.S. Government Printing Office, Washington, DC 20402, by check or money order. Publica- 
tions cannot be mailed in advance of receipt of remittance. Foreign remittances should be made by 
International Postal Money Order, by draft on a United States or Canadian bank, or by UNESCO Coupons. 
All remittances should be made payable to the Superintendent of Documents. 

Orders received with postage stamps, International Response Coupons, or foreign money will be returned. 

Persons who make frequent purchases from the Superintendent of Documents may find a deposit 
account convenient. Deposits of $50.00 or more are accepted against which orders may be placed without 
making individual remittances or first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the publications supplied, 
explanations regarding those not sent, and the amount of charge. 

No charge is made for postage on documents forwarded to points in United States and its possessions. 
There is a special handling charge on all orders mailed to other countries. The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is to cover the special handling 
required to comply with the customs and international mailing regulations. 


USE STOCK NUMBERS FOR BETTER SERVICE 


Because we now warehouse, store, and pick publications by their stock numbers (S/N), we can process 
your orders more quickly and accurately if you order by stock number and title. If you don’t know the stock 
number, then order by title and the classification number which appears above each entry. Congressional 
documents and reports should be ordered by title together with the document or report number and the 
Congress, e.g., 94-—1:H.doc.1. 


LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given above entries for departmental publication is that used in the Library Division of 
the Office of the Superintendent of Documents. The shilling mark (/) separates what ordinarily would be 
superior or inferior numbers or letters. It is not practicable to print these numbers or letters as superiors or 
inferiors in the Monthly Catalog. 
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New Classification Numbers 


Economic, Statistics, and Cooperative Service. 
Dairy products (monthly). 
Nore.—See, for earlier class, A 92.10/7: 
Dairy products, annual summary. @Item 24-F. 
Nore.—Designated Da 2-1. See, for earlier class, A 92.10/5:(date). 
Agricultural finance review (annual). @Item 18-A. 
Nore.—See, for earlier class, A 93.9/10. 
Poultry slaughter (monthly). 
Nore.—Designated Pou 2-1. See, for earlier class, A 92.9/5:(date). 
Cooperative information reports. @Item 65-B. 
Nore.—See, for earlier class, A 89.15:(nos.). 
Acreage (annual). @lItem 20-B. 
Nore.—See, for earlier class, A 92.39:(date). 
Science and Education Administration. 
Plant inventory (series). @lItem 101. 
NorTe.—See, for earlier class, A 77.515:(nos.). 
Commerce Department. 
Annual report, National Voluntary Laboratory Accreditation Program. 
Industry and Trade Administration. 
Trade Opportunities Program, TOP bulletin (weekly). 
National Telecommunications and Information Administraation. 
NTIA technical memorandum series. NTIA-TM-(nos.). 
Note.—Supersedes C 1.60/8:(nos.), OT technical memorandums. 
NTIA contractor reports, NTIA-CR-(nos.). @Item 126-D-5. 
Nore.—Supersedes OT contractor reports, C 1.60/7:(nos.). 
Civil Aeronautics Board. 
Fuel cost and consumption, certificated route and supplemental air carriers, domestic and 
international operations (annual). @lItem 177-A-3. 
Air carrier financial statistics (quarterly). @lItem 177-A-3. 
Nore.—See, for earlier class, C 31.240:(v.nos. & nos.). 
Civil Rights Commission. 
Working with your schools, (handbooks of State Advisory Committees). 
Civil Service Commission. 
Digest of significant decisions (bimonthly). @lItem 290-H-3. 
Defense Department. 
Soldier, sailor, airman, marine (SAM) (monthly). 
American Forces Press Service. 
Command. @Item 312-B. 
Note.—Formerly Commanders Digest, D 2.15/2: 
Army Department. 
U.S. Army Ordanance and Chemical Center and School: Job aids (numbered). 
Energy Department. 
U.S. Central Station Nuclear electric generating units: Significant milestones. @Item 
429-T-17. 
Norte.—Designated DOE/ET-0030/(nos.). 
Annual report of radiation exposures for DOE & DOE contractor employees. @Item 
429-T-16. 
Nore.—Designated DOE/EV-001 1/nos. 
Electric & hybrid vehicle program: EHV/quarterly report. @Item 429-T-19. 
NoTe.—Designated DOE/CS-0026. 
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Administrative services, DOE/OAS-(series). 
Office of Inspector General DOE/IG~-(series). 
Energy Information Administration. 
Handbooks, manuals, and guides. 
Statistics of privately owned electric utilities in the United States. @lItem 429-T-12. 
NorTE.—Designated DOE/EIA-0044. Earlier publications included in FPC S (series), FP 1.21:(nos.). 
Gas turbine electric plant construction cost and annual production expenses. 
NoTE.—Designated DOE/EIA-0048. Earlier publications included in FPC S (series) FP 1.21:(nos.). 
Environmental Protection Agency. 
Municipal Environmental Research Laboratory: Quarterly report. 
Office of Research and Development Research highlights (annual). 
Health, Education, and Welfare Department. 
Sharing (quarterly). @lItem 444-K-7. 
Education Office. 
Clearinghouse ADELL’s Catalog of adult education projects (annual). 
Public Health Service. 
Health Maintenance Organizations: Annual report to Congress. 
National Institutes of Health. 
Diabetes Mellitus Coordinating Committee: Annual report to Director, National Institutes 
of Health. @lItem 506-A-9. 
Nore.—See, for earlier class, HE 20.3317: 
National Cancer Institute. 
NCI fact book. 
National Library of Medicine. 
National Library of Medicine audiovisuals catalog (quarterly). 
Nore.—Formerly a part of National Library of Medicine Current Catalog HE 20.3609: 
Medical Devices Bureau. 
Rules, regulations and instructions. 
National Center for Health Statistics. 
Directory United States, Territories, and Canada (annual). 
NorTE.—Supplement to the News of the Cooperative Health Statistics System. 
National Institute for Occupational Safety and Health. 
Special occupational hazard review with control recommendations. 
Nore.—Earlier publications classified HE 20.7102: ET 3 and HE 20.7102:NS3. 
Bibliographies and lists of publications. @lItem 499-F-7. 
Alcohol, Drug Abuse, and Mental Health Administration. 
Summary proceedings of ADAMHA annual conference of State and territorial alcohol, 
drug abuse, and mental health authorities. 
National Institute on Drug Abuse. 
Drug abuse research and development, federally supported drug abuse and tobacco 
research and development (fiscal year). 
Childrens Bureau. 
Child abuse and neglect programs (annual). @lItem 445-L-1. 
Nore.—See, for earlier class, HE 1.480/4:(date). 
Aging Administration. 
Handbooks, manuals, guides. 
Note.—See, for earlier class, HE 1.208:(CT). 
National Park Service. 
Transactions and proceedings series. 
Justice Department. 
Report of the U.S. Department of Justice pursuant to section 8 of the Federal Coal Leasing 
Amendments Act of 1975 (annual). 
Administrative Office of the United States Courts. 
Report on applications for orders authorizing or approving the interception of wire or oral 
communications (annual). 
Note.—Earlier publications classified Ju 10.2:C 73/date. 
International Labor Affairs Bureau. 
Monograph (series). 
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Pr 39.13:date 





S 1.25/5:date 
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Y 3.T 25:1-15/date 





Y 4.Et 3/4:CT 
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Unemployment Insurance Service. 
Comparison of State unemployment insurance laws (semiannual). 
Nore.—For earlier publications, see L 33.2:St 2/2. 
United States Employment Service. 
Occupations in demand at job service offices, extra edition for students and recent 
graduates. 
American Folklife Center. 
Annual report. 
General publications. 


Publications of the American Folklife Centre (numbered). 
National Credit Union Administration. 
Manual of laws affecting Federal credit unions. 
United States Postal Service. 
USPS stamp posters (irregular). 
NoTE.—See, for earlier publications, P 1.26/2:(CT). 
President of the United States. 
Federal ocean program, annual report to Congress. @lItem 848-3. 
NoTE.—See, for earlier publications, Pr 38.11:(date). 
Annual report of the President on the Trade agreements program. @lItem 848-E. 


a aecaati es for earlier publications, Pr 38.13:(date). Some earlier annual reports issued as house documents 
only. 


State Department. 
Interviews. 
NoTEe.—Some earlier issues classified in address class, S 1.106:(CT). 
Statements. 
Note.—Some earlier issues classified in address class, S 1.106:(CT). 
National Transportation Safety Board. 
Listing of aircraft accidents/incidents by make and model, U.S. civil aviation (annual). 
NoTe.—Designated Report number: NTSB-AMM-(nos.). 
Report NTSB-AMM (series). @lItem 982-I-16. 
Federal Aviation Administration. 
Graphic notices and supplemental data (quarterly). @lItem 431-C-5. 
Norte.—Formerly issued as pt.4 of Airman’s Information manual, and classified TD 4.12:pt.4/(date). 
Federal Election Commission. 
Regulations, Rules, Instructions. 
Federal Election Commission record, index. 
Election case law (quarterly). 
Election directory (annual). 
Nuclear Regulatory Commission. 
Program summary report (monthly). 
NoTE.—Designated NUREG-0380. 
Tennessee Valley Authority. 
Office of Engineering Design and Construction: Annual report. 
Ethics, Select Committee on, Senate. 
Publications. @lItem 1009. 
Population, Select Committee on, House. 
Publications. @Item 1009. 


Corrections for Previous Monthly Catalogs 


Sept. 1977. Entry 77-9851, Manufacturers’ shipments, inventories . . . Change class to C 3.231:M 3-1.6. 
——Entry 77-11772, Fellowship grants for composers . . . Change class to NF 2.8:M 97/4/977. 
——Entry 77-12258, Driver licensing. . . At end of entry add: Subject bibliography—National Highway Traffic Safety Administration; 


SB-08. 


Feb. 1978. Entry 78-1473, Consideration of a waiver of the moratorium . . . Change class to C 55.328:W 13/v.2. 
Feb. 1978. Entry 78-2185, Power lawnmower . . . Change class to Y 3.C 76/3:8 M 87/6. 





Mar. 1978. New Classification Numbers p. xvii, Entry HE 20.8127:nos. . . . Mental health in deafness (irregular). Change @Item 
507-B-2 to 507-B-29. 

Apr. 1978. Entry 78-6116, Outdoor recreation research needs . . . Change class to A 13.35:R 31. 

——Entry 78-6197, Soil survey of Hartley County, Texas . . . Change class to A 57.38:H 25/2. 

——Delete duplicate entry 78-6344. Same entry 78-6343 is listed correctly. 

——Delete duplicate entry 78-6348. Same entry 78-6347 is listed correctly. 

——Entry 78-6355, On the Federal merit promotion policy . . . Change class to CS 1.59:5/6. 

——Entry 78-6443, Soldier’s manual: enlisted bandleader . . . Change class to D 101.20:12-02 Z 5. 

——Entry 78-6641, An analytical study of the irreversible losses . . . Change class to ER 1.11:COO/2895-2. 

——Entry 78-6877, Index to conference titles . . . Change class to ER 1.11:TID-4045-S 1. 

——Entry 78-6880, Coal feeder development program . . . Change class to ER 1.11:FE-1792-28. 

——Entry 78-7063, Violent schools . . . Change class to HE 19.202:Sch 6/3/sum. 

——Entry 78-7123, Tests of plastic plano safety spectacles . . . Change class to HE 20.7111/2:Sp 3. 

——Entry 78-7182, Victimization, fear of crime . . . Change class to HH 1.70:L 89. 

——Entry 78-7366, Relevance of the American experience . . . Change series note (R; 8-75) to (R; 7-76). 

——Entry 78-7370, The world raw materials . . . Change series note (R; 15-75) to (R; 10-75). 

——Entry 78-7385, The image of American society . . . Change class to IA 1.24/3:R-13-75. 

——Entry 78-7429, CRS—a national review 111. . . Change class to J 23.2:C 73/2. 

——Entry 78-7521, Essays on the history of rocketry . . . After @Item 830-H-10 add (microfiche). 

——Entry 78-7732, Revised aircraft accident report, Knob Hill Inc. . . . Change class to TD 1.112:77-11. 

——Entry 78-7938, Aviation’s well of knowledge . . . Change class to TD 4.25:Av 5/3. 

——Entry 78-7987, ATCRBS antenna modification kit . . . Change class to TD 4.509:75-40. In series note . . . Systems Research and 
Development Service; FAA-RD-76-40 Change to FAA-RD-75-40 and on last line Change FAA-RD-76-40 to FAA-RD-75-40. 

——Entry 78-8094, Maintenance division . . . Change class to TD 4.82:8300.4/ch.40. 

——Entry 78-8200, History of paperwork reform efforts . . . Change class to Y 3.P 19:2 R 25/2. 

——Delete entry 78-8231. Same entry is listed correctly in December Monthly Catalog, entry 77-16742. 

——Entry 78-8305, Final report/American Indian Policy Review Commission . . . Change class to Y 4.In 2/10:R 29/v.1. 

May 1978. Entry 78-8524, How to estimate defect in white fir. . . Change class to A 13.66/12:D 36/2. 

——Entry 78-8675, An empirical method of forecasting thunderstorms . . . Change class to D 111.9/4:5584. 

——Entry 78-8679. Commander’s manual : combat engineer, MOS 12B. . . Add for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
and S/N 008-020-00680-7, $4.15. 

——Entry 78-8723, U.S. Navy marine climatic atlas . . . Change class to D 202.2:At 6/977/v.2. 

——Entry 78-9033, Flood insurance study : town of Bardley, Maine . . . Change class to HH 10.9:B 72/2. 

——Entry 78-9034, Flood insurance study : village of Portville, New York . . . Change class to HH 10.9:P 83/4. 

——Entry 78-9051, Flood insurance study : Claiborne County, Mississippi . . . Change class to HH 10.9:C 52. 

——Entry 78-9450, Final environmental statement for the Space Shuttle . . . Change class to NAS 1.59:Sh 9/2. 

——Entry 78-9559, United States of America 7} percent treasury bonds . . . Change class to TD 1.4/3:11-77. 

——Entry 78-9597, Hazard classification of explosives . . . Change class to TD 1.35:20-73-2. 

——Delete entry 78-9614 classed TD 2.2:Ur 1/17/v.1-2. Entry 78-9620 is the correct entry. 

——Entry 78-9847, Safety, sales, and services . . . Change class to Y 3.C 76/3:8 M 87/7. 

——Entry 78-9882, Older Americans Programs oversight . . . Change class to Y 4.Ag 4/2:O1 1/2. 

——Entry 78-9883, Oversight hearings : Older Americans act . . . Change class to Y 4.Ag 4/2:01 1/3. 

——Entry 78-9894, Supplemental appropriations for fiscal year 1978 . . . Change class to Y 4.Ap 6/2:Ap 6/2/978. 

——Entry 78-10055, Study mission to Latin America . . . Change class to 95-1:S.doc.67 and on last line Change House to Senate. 

June 1978. Entry 78-10422, Soil survey of Contra Costa County . . . Change class to Delete second and third classes. 

——Delete entry 78-10543. Same entry is listed correctly in May Monthly Catalog, entry 78-8579. 

——Entry 78-10573, Consumer’s guide to travel information . . . Change class to C 47.12:T 64/2/978. 

——Entry 78-10575, Automated prediction of thunderstorms . . . Change class to C 55.13/2:NWS TDL-62. 

——Entry 78-10690, Soldier’s manual: MOS 41C . . . Change class to D 101.20:9-41 C 3. 

——Entry 78-10925, Impact of nearstream vegetation . . . Delete second 600/3-77-097 from class. 

——Entry 78-11085, Mission analysis of photovoltaic solar energy systems . . . Change class to ER 1.11:SAN/1101-76/3. 

——Entry 78-11230, Women and estrogens . . . Change class to HE 20.4010/a:W 84. 

——Entry 78-11935, Veterans Services Division operations . . . Change class to VA 1.18:27-1/pt.1/ch.2. 

——Entry 78-11962, Hearings before the Commission on Revision . . . Change class to Y 3.Ap 4/3:2 H 34/2. 

——Entry 78-12022, Administration’s welfare reform proposal . . . Change class to Y 4.Ag 8/1:W 45/pt.2-4. 

——Entry 78-12212, Subversion: Uruguayan Armed Forces summary . . . Change third class to Y 3.J 66:13/69596-1. 

——Entry 78-12213, Annual report—Ozarks Regional Commission . . . Change third class to Y 3.Oz 1:1/974. 

——Entry 78-12214, The Bankruptcy reform act. . . Change class to Y 4.J89/2:B 22/19/pt.3. 
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structure of red pine (Pinus resinosa Ait.) : torque stress / J. 
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Government Publications — August 1978 


1. Retired Senior Volunteer Program. I. Garrison, Bill, 
joint author. II. Schwartz, Charles, joint author. III. Fer- 
guson, Bruce, joint author. IV. Action (Service Corps). 
Division of Evaluation. V. Title. 


OCLC 3916891 


78-14836 
AA 1.11/2:4000.12 
Peace corps : the toughest job you'll ever love. — [Washington] 
: ACTION (Service Corps), 1978. 
folder (10 p.) : col. ill. ; 10 x23 cm. — (ACTION flyer ; 
4000.12) 
“278.” 
@ltem 74-C-6 
pbk. 
1. United States. Peace Corps. 2. United States. Volun- 
teers in Service to America. I. ACTION (Service Corps). 


OCLC 3898363 


PEACE CORPS 
ACTION 
Washington, DC 20525 


78-14837 
AA 4.10:A 
Peace Corps. Office of Multilateral & Special Programs. 

Peace Corps intermediate technology for 15 years. — 
Washington : ACTION (Service Corps), Peace Corps, Office 
of Multilateral & Special Programs, 1976. 

20425 

29 p. : ill. ; 27 cm. — (Peace Corps program & training 
journal reprint series ; no. A) 

“May 1976.” 

pbk. 

1. *Inventions. Il. Series. 


2. *Technology. I. Title. 


OCLC 3916959 


ARMS CONTROL AND DISARMAMENT 
AGENCY 
Washington, DC 20451 


78-14838 
AC 1.2:B 52 
Lambert, Robert W 
International negotiations on the biological-weapons and 
toxin convention / by Robert W. Lambert and Jean E. 
Mayer. — [Washington] : Arms Control and Disarmament 
Agency, Office of Public Affairs, 1975. 
20451 
xli, 324 p. ; 27 cm.— (Publication - Arms Control and 
Disarmament Agency ; 78) 

Includes bibliographical references. 

pbk. 

1. *Biological warfare. 2. *Toxins and antitoxins. I. 
Mayer, Jean E , joint author. II. United States. Arms Con- 
trol and Disarmament Agency. III. Title. IV. Series: 
United States. Arms Control and Disarmament Agency. 
Publication ; 78. 


OCLC 1660544 





Commerce Department 


COMMERCE DEPARTMENT 
Washington, DC 20230 


78-14839 
C 1.2:0p § 
United States. Office of Minority Business Enterprise. 

Opportunity : a guide to OMBE. — [Washington] : Dept. 
of Commerce, Office of Minority Business Enterprise, 
[19767] 

20230 

folder (6 p.) : ill. ; 23 cm. 

pbk. 

1. United States. Office of Minority Business Enterprise — 
Rules and practice. 2. *Discrimination in employment — 
Law and legislation — United States. I. Title. Il. Title: A 
guide to OMBE. 


OCLC 3953059 


78-14840 
C 1.8/3:Ex 7 
Joyner, Nelson T 

How to build an export business : an international market- 
ing guide for the minority-owned firm / Nelson T. Joyner, Jr. 
and Richard G. Lurie. — McLeon, Va. : Dept. of Commerce, 
Office of Minority Business Enterprise : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

{3}, iv, 158 p. ; 27 cm. 

Prepared by Rockville Consulting Group, Inc. 

Contract no. 5-36827. 

@ltem 128-A 

S/N 003-000-00532-1 

pbk. : $3.25 

1. “Minority business enterprises— United States. 2. 
*Export sales — United States — Handbooks, manuals, etc. 
3. *Marketing — United States — Handbooks, manuals, etc. 
I. Lurie, Richard G , joint author. II. United States. Office 
of Minority Business Enterprise. III. Rockville Consulting 
Group. IV. Title. 


OCLC 3885793 


78-14841 
C 1.60/3:77-133 
Gallawa, R L 

Operational and cost considerations in the use of optical 
waveguides in a local information transfer system / R. L. Gal- 
lawa, W. J. Hartman ; Institute for Telecommunication 
Sciences. — Washington : Dept. of Commerce, Office of 
Telecommunications, 1977. 

20005 

vi, 73, [1] p. : ill. ; 27 cm. — (OT report ; 77-133) 

Prepared by Institute for Telecommunication Sciences. 

Sponsored by U.S. ACCOM HQ. 

November 1977. 

Bibliography: p. 72-73. 

@ltem 126-D-3 

pbk. 

1. *Optical wave guides. 2. ‘Fiber optics. 3. 
*Telecommunication. I. Hartman, W J , joint author. II. 
Institute for Telecommunication Sciences. Ill. United 
States. Army Communications Command. IV. Title. V. Se- 
ries: United States. Office of Telecommunications. OT report 
; 77-133. 


OCLC 3850293 


Page 46 


78-14842 
C 1.60/3:77-134 
Dutton, E J 

Precipitation variability in the U.S.A. for microwave ter- 
restrial system design / E. J. Dutton. — Washington : Dept. of 
Commerce, Office of Telec« ications, 1977. 

20005 

vi, 126, [1] p.: ill. ; 27 cm. — (OT report ; 77-134) 

Prepared by Institute for Telecommunication Sciences. 

Sponsored by Army Communications Electronics Engineer- 
ing Installation Agency. 

November 1977. 

Bibliography: p. 32-34. 

@ltem 126-D-3 

pbk. 

1. *Radio waves — Scattering. 2. *Probability forecasts 
(Meteorology) — Data processing. 3. *Precipitation 
(Meteorology) — United States — Measurement — Data 
processing. 4. “Microwave communication systems. I. In- 
stitute for Telecommunication Sciences. II. United States. 
Army Communications Electronics-Engineering Installation 
Agency. Ill. Title. IV. Series: United States. Office of 
Telec« ications. OT report ; 77-134. 








OCLC 3960765 


78-14843 
C 1.60/3:77-135 
Johnson, Richard B 

Federal regulations relevant to the structural development 
of telecc ications industries / R. B. Johnson ; Policy 
Research Division. — Washington : Dept. of Commerce, Of- 
fice of Telecommunications, 1977. 

20005 

iv, 61, [1] p.: il; 27 cm. — (OT report ; 77-135) 

Prepared by Policy Research Division, Office of Telecom- 
munications. 

November 1977. 

Bibliography: p. 56-58. 

@ltem 126-D-3 

pbk. 

1. *Telecommunication — Law and legislation. I. United 
States. Office of Telec« ications. Policy Research Divi- 
sion. Il. Title. III. Series: United States. Office of Telecom- 
munications. OT report ; 77-135. 








OCLC 3688838 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


78-14844 
C 3.2:An 1 
National Bureau of Economic Research/Bureau of the Census 
Conference on Seasonal Analysis of Economic Time Series, 
Washington, D.C., 1976. 

The analysis of single and related time series into com- 
ponents proposals for improving X-11 : for presentation at 
the National Bureau of Economic Research/Bureau of the 
Census Conference on Seasonal Analysis of Economic Time 
Series, Washington, D.C. September 9-10, 1976 / by Raphael 
Raymond V. BarOn. — Washington : Dept. of Commerce, 
Bureau of the Census, 1976. 

20223 

(2], ii, 81 p. : ill. ; 28 cm. 

Bibliography: p. 60-64. 





@ltem 146 

pbk. 

1. Time-series analysis. 
II. United States. Bureau of the Census. 
reau of Economic Research, Inc. IV. Title. 


I. Baron, Raphael Raymond V 
III. National Bu- 


OCLC 2897913 


78-14845 
C 3.2:C 33/28/970 
United States. Bureau of the Census. 

A student’s workbook on the 1970 census. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1976. 

20402 

{1], 22 p. : ill. ; 28 cm. 

Revision of Student’s introduction to accessing the 1970 
census, by Cynthia Murray Taeuber. 

Prepared in Data User Services Division. 

@ltem 146 

S/N 003-024-01223-5 

pbk. : $0.55 

1. *United States— Census, 19th, 1970 — Handbooks, 
manuals, etc. I. United States. Bureau of the Census. Data 
User Services Division. 


OCLC 2496937 


78-14846 
C 3.2:Se 1 
National Bureau of Economic Research/Bureau of the Census 
Conference on Seasonal Analysis of Economic Time Series, 
Washingon, D.C., 1976. 

Seasonal adjustment when both deterministic and 
stochastic seasonality are present : for presentation at the 
National Bureau of Economic Research/Bureau of the Cen- 
sus Conference on Seasonal Analysis of Economic Times Se- 
ries, Washington, D.C., September 9-10, 1976. — Washington 
: Dept. of Commerce, Bureau of the Census, 1976. 

20233 

[1], 56, [8] p. ; 28 cm. 

Bibliography: p. [57-60]. 

@ltem 146 

pbk. 

1. Seasonal variations (Economics) 2. Time-series analy- 
sis. I. Pierce, David A_ II. United States. Bureau of the 
Census. III. National Bureau of Economic Research, Inc. 
IV. Title. 


OCLC 2881950 


78-14847 
C 3.2:So0 1/2/976 
United States. Bureau of the Census. 

Social indicators, 1976 : selected data on social conditions 
and trends in the United States. — Washington : Dept. of 
Commerce, Office of Federal Statistical Policy and Stan- 
dards, Bureau of the Census : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977. 

20402 

Ixxxiii, 564 p. : col. ill. ; 28 cm. 

Issued December 1977. 

Includes bibliographical references. 

@ltem 146 

S/N 041-001-00156-5 

pbk. : $7.00 

1. Social indicators — United States — Statistics. I. Title. 


OCLC 3444470 


Government Publications — August 1978 


78-14848 
C 3.6/2:In 2/2/977 
United States. Bureau of the Census. Economics Surveys Divi- 
sion. 

1977 industry and product classification manual. — 
[Suitland, Md.] : Dept. of Commerce, Bureau of the Census, 
1977. 

20233 

iv, 524 p. ; 28 cm. 

November 1977. 

@ltem 146-A 

pbk. 

1. *Commercial products — United States — Classification. 
2. *United States — Industries — Classification. I. Title. 


OCLC 3556i98 


78-14849 
C 3.134:977 
Statistical abstract of the United States. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

ill. 24 cm. 

$11.00 cloth $8.50 paper 

Ist- 1878- 

Issuing body varies: Ist-25th no., 1878-1902 issued by the 
Bureau of Statistics (Treasury Dept.); 26th-34th no., 1903-11 
by the Bureau of Statistics (Dept. of Commerce and Labor); 
35th no., 1912, by the Bureau of Foreign and Domestic 
Commerce (Dept. of Commerce and Labor); 36th-59th no., 
1913-37, by the Bureau of Foreign and Domestic Commerce 
(Dept. of Commerce); 60th- no., 1938- by the Bureau of the 
Census. 

lst-67th no.; 68th- ed. 

98th ed., 1977. 

@ltem 150 

S/N 003-024-01478-5 (cloth) 0a 003-024-01477-7 (paper) 

Has supplement: Congressional district data book; a 
Statistical abstract supplement 1961- 

Has supplement: County and city data book 1949- ISSN 
0082-9455 

Has supplement: Historical statistics of the United States 

Has supplement: Pocket data book, USA 1967- 

Has supplement: Congressional district data, CDD 1971- 

Has supplement: Directory of non-federal statistics for 
state and local areas; a guide to sources 1969- 

Has supplement: Directory of federal statistics for states; a 
guide to sources 1967- ISSN 0419-263X 

Has supplement: Directory of federal statistics for local 
areas; a guide to sources 1966- 

Has supplement: USA statistics in brief; a Statistical ab- 
stract supplement 1972- 

1. United States — Statistics. 
the Census. 


I. United States. Bureau of 


OCLC 1193890 


78-14850 
C 3.134/2 a:St 29/ch. 
United States. Bureau of the Census. 

Statistics for States and metropolitan areas : preprint from 
County and city data book, 1977 : [regions, divisions, states, 
metropolitan areas] Change sheet. — Washington : Dept. of 
Commerce, Bureau of the Census, 1978. 

20233 

1 p. ; 27 cm. 

Issued January 1978. 

pbk. 





Census Bureau — Commerce Dept. 


1. *Metropolitan areas — United States — Statistics. 2. 
*United States — Statistics — States. I. Title. 


OCLC 3741639 


78-14851 
C 3.205/3:DP-12 
United States. Bureau of the Census. 

Republic of China. — Washington : Dept. of Commerce, 
Bureau of the Census, Population Division : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

[1], 17 p. : ill. ; 28 em. — (Country demographic profiles : 
ISP-DP ; 12) 

Issued February 1978. 

Includes list of major sources. 

@ltem 146-F 

S/N 003-024-01492-1 

pbk. : $1.00 

1. *China — Population. 


I. Title. II. Series. 


OCLC 3953208 


78-14852 
C 3.205/3:TR-3A 
United States. Bureau of the Census. 

Mapping for censuses and surveys. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by Subscriber 
Services Section (Publications), 1977. 

20233 

iv, 30, [7] p. : ill, maps ; 28 cm. — (Statistical training 
document ; ISP-TR-3A) 

Prepared by International Statistical Programs Center 
under a resource support agreement with Agency for Interna- 
tional Development. 

Issued September 1977. 

Contents: Chapter 1. Need for maps.—Chapter 2. Organiz- 
ing a mapping program. 

@ltem 146-F 

pbk. 

1. *Census — Maps. 2. *Maps. I. United States. Bureau 
of the Census. International Statistical Programs Center. II. 
United States. Agency for International Development. _ III. 
Title. IV. Series: United States. Bureau of the Census. 
Statistical training document ; ISP-TR-3A. 


OCLC 3416620 


78-14853 
C 3.212:41 
United States. Bureau of the Census. 

An evaluation of 1970 census occupational classification : 
the postcensal manpower survey : census match study. — 
Washington : Dept. of Commerce, Bureau of the Census : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

iv, 42 p. : ill. ; 28 cm. — (Technical paper - Bureau of the 
Census ; 41) 

February 1978. 

@ltem 151-A 

S/N 003-024-01485-8 

pbk. : $1.60 

1. Occupations — Classification. 2. United States — Occu- 
pations. 3. Scientists — United States. I. Title. [l. Series: 
United States. Bureau of the Census. Technical paper - Bu- 
reau of the Census ; 41. 


OCLC 3542748 
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78-14854 
C 3.249/2:G 29 
United States. Bureau of the Census. Geography Division. 
The GBF/DIME system : description and uses : GBF/DIME 
system, CUE, correction, update, extension. — [Washington] 
: Dept. of Commerce, Bureau of the Census, Geography 
Division, 1978. 
20233 
[5], 12 p. : ill. ; 28 cm. 
Prepared and designed by Jacob Silver. 
Issued Februrary 1978. 
@ltem 131-E 
pbk. 
1. *Geographical 
Techniques. I. Silver, Jacob 
rection - update - extension. 


location codes — Data processing — 
Il. Title. II. Title: CUE, cor- 


OCLC 3922536 


78-14855 
C 3.252:1/2 
United States. Bureau of the Census. 

Factfinder for the Nation minority statistics. — 
[Washington] : Dept. of Commerce, Bureau of the Census, 
1978. 

20233 

[4] p. : ill. ; 28 cm. — (CFF; no. 1) 

Issued February 1978. 

@ltem 131-F 

pbk. 

1. *Minorities — United States — Statistics. 
Title: Minority statistics. 


I. Title. I. 


OCLC 3958536 


78-14856 
C 3.252:2 
United States. Bureau of the Census. 

Factfinder for the Nation : availability of census records 
about individuals. — [Washington] : Dept. of Commerce, Bu- 
reau of the Census, 1978. 

20233 

[4] p. : ill. ; 28 cm. — (CFF ; no. 2) 

Issued February 1978. 

Includes bibliographical references. 

@ltem 131-F 

pbk. 

1. United States. Bureau of the Census — Statistics. 2. 
*Public records—Law and legislation — United States — 
Statistics. I. Title. II. Title: Availability of census records 
about individuals. 


OCLC 3961106 


78-14857 
C 3.252:3 (Rev.) 
United States. Bureau of the Census. 

Factfinder for the Nation agricultural statistics. — 
[Washington] : Dept. of Commerce, Bureau of the Census, 
1978. 

20233 

[4] p. : ill. ; 28 cm. — (CFF ; no. 3) 

Issued February 1978. 

@ltem 131-F 

pbk. 

1. *Agriculture — United States — Statistics. 
Title: Agricultural statistics. 


I. Title. I. 


OCLC 3961063 





78-14858 
C 3.252:4 
United States. Bureau of the Census. 

Factfinder for the Nation : history and organization. — 
[Washington] : Dept. of Commerce, Bureau of the Census, 
1977. 

20233 

12 p. : ill., map ; 28 cm. — (CFF ; no. 4) 

Issued June 1977. 

@ltem 131-F 

pbk. 

1. United States. Bureau of the Census — Rules and prac- 
tice. 2. *United States — Census. I. Title. 


OCLC 3958438 


78-14859 
C 3.252:4/2 
United States. Bureau of the Census. 

Factfinder for the Nation : history and organization. — 
Rev. ed. — [Washington] : Dept. of Commerce, Bureau of 
the Census, 1978. 

20233 

12 p.: ill., map ; 28 cm. — (CFF ; no. 4) 

Issued February 1978. 

@ltem 131-F 

pbk. 

1. United States. Bureau of the Census — Rules and prac- 
tice. 2. United States Bureau of the Census — Rules and 
practice. 3. *United States — Census. I. Title. 


OCLC 3958453 


78-14860 
C 3.252:6 
United States. Bureau of the Census. 

Factfinder for the Nation housing _ statistics. — 
[Washington] : Dept. of Commerce, Bureau of the Census, 
1977. 

20322 

[4] p. : ill. ; 28 cm. — (CFF ; no. 6) 

Issued August 1977. 

Includes bibliographical references. 

@ltem 131-F 

pbk. 

1. *Housing — United States — Statistics. I. 
Title: Housing statistics. 


Title. 


OCLC 3944827 


78-14861 
C 3.252:7 
United States. Bureau of the Census. 

Factfinder for the Nation population statistics. — 
[Washington] : Dept. of Commerce, Bureau of the Census, 
1977. 

20233 

[4] p. : ill. ; 28 cm. — (CFF ; no. 7) 

Issued August 1977. 

Bibliography : p. [4] 

@ltem 131-F 

pbk. 

1. *United States — Population — Statistics. 2. *United 
States — Population — Statistics. 3. *United States — 
Statistics, Vital. I. Title. II. Title: Population statistics. 


OCLC 3944800 


Government Publications — August 1978 


78-14862 


C 3.252:8 


United States. Bureau of the Census. 


Factfinder for the Nation : geographic tools. — Washington 
: Dept. of Commerce, Bureau of the Census, 1977. 

20233 

[4] p.: ill. ; 28 cm. — (CFF ; no. 8) 

Issued September 1977. 

Includes bibliographical references. 

@ltem 131-F 

pbk. 

1. *Geography — Statistical methods. 2. 
Tables, etc. I. Title. 


*Geography — 


OCLC 3944902 


78-14863 
C 3.252:9 
United States. Bureau of the Census. 

Factfinder for the Nation construction statistics. — 
[Washington] : Dept. of Commerce, Bureau of the Census, 
1977. 

22033 

[4] p.: ill. ; 28 cm. — (CFF ; no. 9) 

Issued October 1977. 

Includes bibliographical references. 

@ltem 131-F 


pbk. 
1. *Construction industry — United States — Statistics. I. 


Title. II. Title: Construction statistics. 


OCLC 3961075 


78-14864 
C 3.252:12 
United States. Bureau of the Census. 
Factfinder for the Nation : statistics on service industries. 
— Washington : Dept. of Commerce, Bureau of the Census, 
1978. 
20233 
[4] p.: ill. ; 28 cm. — (CFF ; no. 12) 
Issued February 1978. 
Includes bibliographical references. 
@ltem 131-F 
pbk. 
1. *Service industries— United States — Statistics. I. 
Title. II. Title: Statistics on service industries. 


OCLC 3961088 


78-14865 
C 3.252:15 
United States. Bureau of the Census. 

Factfinder for the Nation : statistics on manufactures. — 
Washington : Dept. of Commerce, Bureau of the Census : for 
sale by Subscriber Services (Publications), Bureau of the 
Census, 1978. 

20233 

[4] p.: ill. ; 28 cm. — (CFF; no. 15) 

Issued March 1978. 

Includes bibliographical references. 

@ltem 131-F 

pbk. 

1. *United States — Manufactures — Statistics. 
II. Title: Statistics on manufactures. 


I. Title. 


OCLC 3953038 





Census Bureau — Commerce Dept. 


78-14866 
C 3.252:16 
United States. Bureau of the Census. 
Factfinder for the Nation : statistics on mineral industries. 
— [Washington] : Dept. of Commerce, Bureau of the Census 
: for sale by Subscriber Services (Publications), 1978. 
20233 
[4] p. : ill. ; 28 cm. — (CFF ; no. 16) 
Issued April 1978. 
Includes bibliographical references. 
@ltem 131-F 
pbk. 
1. *Mineral industries— United States — Statistics. I. 
Title. II. Title: Statistics on mineral industries. 


OCLC 3918730 


78-14867 
C 3.252:17 
United States. Bureau of the Census. 

Factfinder for the Nation : statistics on governments. — 
[Washington] : Dept. of Commerce, Bureau of the Census : 
for sale by the Subscriber Services [Publications], 1978. 

20233 

[4] p. : ill. ; 28 cm. — (CFF ; no. 17.) 

Issued April 1978. 

Includes bibliographical references. 

@ltem 131-F 

pbk. 

1. *United States — Politics and government. I. Title. II. 
Title: Statistics on governments. 


OCLC 3922515 


NATIONAL BUREAU OF STANDARDS 
Commerce Dept. 
Washington, DC 20234 


78-14868 
C 13.10:260-57 
Cali, J Paul. 

Standard reference materials : guide to United States 
reference materials / [by] J. Paul Cali and Thomasz Pleban- 
ski. — Washington : Dept. of Commerce, National Bureau of 
Standards, Institute for Materials Research, Office of Stan- 
dard Reference Materials : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

viii, 46, [1] p. ; 26 cm. — (Standard reference materials) 
(NBS special publication ; 260-57) 

Prepared by Institute for Materials Research, Office of 
Standard Reference Materials. 

Issued February 1978. 

Bibliography: p. 45 

@ltem 247 

S/N 003-003-01883-0 

pbk. : $2.20 
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1. Materials — Standards — United States. 2. Physical 
measurements. 3. Chemical tests and reagents — Specifica- 
tions — United States. I. Plebanski, Tomasz, joint author. 
II. Institute for Materials Research. Office of Standard 
Reference Materials. III. Title. [V. Series: United States. 
National Bureau of Standards. Standard reference materials ; 
260-57. V. Series: United States. National Bureau of Stan- 
dards. Special publication ; 260-57. 

QC100.U57 no. 260-57 
([TA404.5] 

602/.1 s 

[602/.1] 

OCLC 3831049 


78-14869 


C 13.10:400-30 


Christou, A 


Automated scanning low-energy electron probe (ASLEEP) 
for semiconductor wafer diagnostics / A. Christou ; Naval 
Research Laboratory. — Washington : Dept. of Commerce, 
National Bureau of Standards : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

v, 32, [1] p. : ill. ; 26 cm.— (Semiconductor measure- 
ment technology) (NBS special publication ; 400-30) 

Prepared by Naval Research Laboratory. 

Activity sponsored by the Defense Advanced Research 
Projects Agency, through National Bureau of Standards. 

Issued April 1978. 

Includes bibliographical references. 

@ltem 247 

S/N 003-003-01905-4 

pbk. : $1.50 

1. Probes (Electronic instruments) 2. Semiconductor 
wafers — Testing. I. United States. National Bureau of Stan- 
dards. II. United States. Naval Research Laboratory. _ III. 
United States. Defense Advanced Research Projects Agency. 
IV. Title. V. Series. VI. Series: United States. National Bu- 
reau of Standards. Special publication ; 400-30. 

QC100.U57 no. 400-30 
(TK7878.6] 

602.1 s 

(621.3815/48] 

OCLC 3706822 


78-14870 


C 13.10:400-32 


Thurber, W Robert 


Microelectronic test pattern NBS-4 / W. Robert Thurber 
and Martin G. Buehler ; Electronic Technology Division, In- 
stitute for Applied Technology. — Washington : Dept. of 
Commerce, National Bureau of Standards, Institute for Ap- 
plied Technology Electronic Technology Division : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

79, [1] p. : ill. ; 26 cm.— (Semiconductor measurement 
technology) (NBS special publication ; 400-32) 

Activity was supported by the Defense Advanced Research 
Projects Agency and the National Bureau of Standards. 

Prepared by Electronic Technology Division Institute for 
Applied Technology. 

Issued April 1978. 

Includes bibliographical references. 

@ltem 247 

S/N 003-003-01906-2 

pbk. : $2.75 





1. Microelectronics. 2. Silicone — Testing. I. Buehler, 
Martin G , joint author. II. United States. Institute for Ap- 
plied Technology. Electronic Technology Division. III. 
United States. Defense Advanced Research Projects Agency. 
IV. United States. National Bureau of Standards. V. Title. 
VI. Series. VII. Series: United States. National Bureau of 
Standards. Special publication ; 400-32. 

QC100.U57 no. 400-32 
(TK7871.85] 

602/.1 s 

(621.381/73] 

OCLC 3839014 


78-14871 
C 13.10:410 
United States. National Bureau of Standards. 

NBS metric kit : official metric information. — Washington 
: Dept. of Commerce, National Bureau of Standards : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., [19757] 

20402 

6 pieces : ill. ; 23 x 29 cm. — (NBS special publication ; 
410) 

Contents: What about metric?—Roberts, Richard W. The 
Metric changeover.—Some references on metric informa- 
tion.— Brief history of measurement systems.—Metric con- 
version card.—For good measure (ruler). 

S/N 003-003-01347-1 

pbk. : $2.00 per kit 

1. *Metric system — United States. I. Title. II. Series: 
United States. National Bureau of Standards. Special publica- 
tion ; 410. 


OCLC 3958716 


78-14872 
C 13.10:480-20 
Law Enforcement Standards Laboratory. 

Directory of law enforcement and criminal justice associa- 
tions and research centers. — [2d ed.] — Washington : Dept. 
of Commerce, National Bureau of Standards, Center for 
Consumer Product Technology, Law Enforcement Standards 
Laboratory : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

iv, 46 p. ; 26 cm. — (NBS special publication ; 480-20) 

Prepared for National Institute of Law Enforcement and 
Criminal Justice, Law Enforcement Assistance Administra- 
tion, U.S., Department of Justice. 

Issued March 1978. 

@ltem 247 

S/N 003-003-01904-6 

pbk. : $2.20 

1. *Law enforcement — United States — Societies, etc. — 
Directories. 2. *Criminal justice, Administration of — 
United States — Societies, etc. — Directories. I. National In- 
stitute of Law Enforcement and Criminal Justice. II. Title. 
III. Series: United States. National Bureau of Standards. Spe- 
cial publication ; 480-20. 


OCLC 3832877 


Government Publications — August 1978 


78-14873 


C 13.10:496/v.1-2 


Workshop on Applications of Phase Diagrams in Metallurgy 


and Ceramics, National Bureau of Standards, 1977. 

Applications of phase diagrams in metallurgy and ceramics 
: proceedings of a workshop held at the National Bureau of 
Standards, Gaithersburg, Maryland, January 10-12, 1977 / 
edited by G. C. Carter ; Institute for Materials Research. — 
Washington : Dept. of Commerce, National Bureau of Stan- 
dards, Institute for Materials Research : for sale by the Supt. 
of Docs., U.S. Govt. Print Off., 1978 

20402 

2 v. : ill. ; 28 cm. — (NBS special publication ; 496) 

Sponsored by Institute for Materials Research and Office 
of Standard Reference Data, with National Science Founda- 
tion and other Government agencies. 

Issued March 1978. 

Includes bibliographical references. 

@ltem 247 

S/N 003-003-01895-3 

pbk. : $15.25 per set 

1. *Phase diagrams. 2. *Metallurgy. 3. *Ceramics. I. 
Carter, G C Il. United States. Institute for Materials 
Research. III. United States. National Bureau of Standards. 
Office of Standard Reference Data. IV. Title. V. Series: 
United States. National Bureau of Standards. Special publica- 
tion ; 496. 


OCLC 3919799 


78-14874 


C 13.10:500-27 


Conference on Computer Security and the Data Encryption 


Standard, Gaithersburg, Md., 1977. 

Computer security and the data encryption standard : 
proceedings of the Conference on Computer Security and the 
Data Encryption Standard held at the National Bureau of 
Standards in Gaithersburg, Maryland, on February 15, 1977 / 
Dennis K. Branstad, editor. — Washington : Dept. of Com- 
merce, National Bureau of Standards : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

viii, 125, [1] p. : ill. ; 27 cm.— (Computer science and 
technology) (NBS special publication ; 500-27) 

Issued February 1978. 

Sponsored by the National Bureau of Standards and the 
U.S. Civil Service Commission. 

Includes bibliographical references. 

@ltem 247 

S/N 003-003-01891-1 

pbk. : $3.00 

1. Computers — Access control — Passwords. I. Brand- 
stad, Dennis K, editor. II. United States. National Bureau of 
Standards. III. United States. Civil Service Commission. 
IV. Series. V. Series: United States. National Bureau of 
Standards. Special publication ; 500-27. 

QC100.U57 no. 500-27 
[QA76.9.A25] 

602/.1 s 

[658.4/7] 

OCLC 3650039 





National Bureau of Standards — Commerce Dept. 


78-14875 
C 13.10:504 
Berry, Sandra A 
Metric dimensional coordination : the issues and precedent 
: proceedings of joint conference, Washington, D.C., June 6, 
1977 / edited by Sandra A. Berry, Hans J. Milton. — 
Washington : Dept. of Commerce, National Bureau of Stan- 
dards, Institute for Applied Technology, Center for Building 
Technology, Office of Building Standards and Codes Service 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
vi, 72 p. ill. ; 26 cm. — (NBS special publication ; 504) 
Joint conference of the Design Sector and the Construc- 
tion Products Sector, Construction Industries Coordinating 
Committee, American National Metric Council and of the 
Office of Building Standards and Codes Services, Center for 
Building Technology, Institute for Applied Technology, Na- 
tional Bureau of Standards. 


Issued February 1978. 
@ltem 247 


S/N 003-003-01887-2 

pbk. : $2.40 

1. Modular coordination (Architecture) — Congresses. 2. 
Metric system — Congresses. I. Milton, Hans J. II. Center 
for Building Technology. Office of Building Standards and 
Codes Service. III. American National Metric Council. Con- 
struction Industries Coordinating Committee. Design Sector. 
IV. American National Metric Council. Construction 
Products Sector. V. Title. VI. Series: United States. Na- 
tional Bureau of Standards. Special publication ; 504. 
QC100.U57 no. 504 
(TH860) 
602/.1 s 
[690] 
OCLC 3649255 


78-14876 


C 13.16:1056 
United States. National Bureau of Standards. 

NBS guidelines for use of the metric system. — Revised 
Aug. 1977, updated Nov. 1977. — [Washington] : Dept. of 
Commerce, National Bureau of Standards, 1977. 

20230 

6 p. ; 27 cm. 

Guidelines supersede LC 1056, Aug. 1975. 

LC 1056. 

Bibliography: p. 3. 

@ltem 247-A-1 

pbk. 

1. United States. National Bureau of Standards. 2. 
*Metric system — United States— Conversion tables. I. 
Title. 


OCLC 3960802 
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78-14877 


C 13.29/2:106 


National Workshop on Earthquake Resistant Masonry Con- 


struction, Boulder, Colo., 1976. 

Earthquake resistant masonry constuction, national 
workshop : proceedings of a National Workshop held at the 
National Bureau of Standards, Boulder, Colorado, September 
13-16, 1976 / edited by Robert A. Crist [and] Louis E. Cat- 
taneo. — Washington : Dept. of Commerce, National Bureau 
of Standards, Institute of Applied Technology, Center for 
Building Technology : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 

20402 

x, 361, [1] p. : ill. ; 26 cm. — (NBS building science series 
; 106) 

Issued September 1977. 

Sponsored by the National Science Foundation. 

Includes bibliographies. 

@ltem 241-A 

S/N 003-003-01872-4 

pbk. : $6.00 

1. *Masonry — Safety measures — Congresses. 2. 
*Earthquakes and building — Congresses. I. Crist, Robert A 
, joint editor. [I. Cattaneo, Louis E , joint editor. III. 
Center for Building Technology. IV. National Science 
Foundation. V. Title. VI. Series: United States. National 
Bureau of Standards. Building science series ; 106. 


OCLC 3865786 


78-14878 


C 13.29/2:110 


Ellingwood, Bruce 


Reliability basis of load and resistance factors for rein- 
forced concrete design / Bruce Ellingwood ; Center for 
Building Technology. — Washington : Dept. of Commerce, 
National Bureau of Standards, Institute for Applied 
Technology, Center for Building Technology : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

iv, 95, [1] p. : ill. ; 26 cm. — (NBS building science series 
; 110) 

Prepared by Center for Building Technology. 

Bibliography: p. 65-68. 

@ltem 241-A 

S/N 003-003-01888-1 

pbk. : $2.75 

1. *Reinforced concrete construction — Standards — 
United States. 2. *Reinforced concrete construction — 
Safety regulations — United States. I. Center for Building 
Technology. Il. Title. III. Series: United States. National 
Bureau of Standards. NBS building science series ; 110. 


OCLC 3961150 


78-14879 


C 13.44:155 


Jespersen, James 


From sundials to atomic clocks : understanding time and 
frequency / by James Jespersen and Jane Fitz-Randolph ; il- 
lustrated by John Robb. — [Washington] : Dept. of Com- 
merce, National Bureau of Standards : for sale by the Supt. 
of Docs. U.S. Govt. Print. Off., 1977 [published 1978 ] 

20402 

vii, 175 p. : ill. (part. col.) ; 26 cm.— (NBS monograph ; 
155) 

Preparation of document was supported in part by the 
1842nd Electronic Engineering Group, C2/DCS Division, Air 
Force Communications Service. 





December 1977. 

Bibliography : p. 170. 

@ltem 247-A 

S/N 003-003-01650-1 

pbk. : $4.00 

1. *National Measurement System for Time and Frequen- 
cy. 2. *Time — Systems and standards. I. Fitz-Randolph, 
Jane, joint author. II. Robb, John III. United States. Na- 
tional Bureau of Standards. IV. United States. Air Force 
Communications System. V. Title. VI. Series: United 
States. National Bureau of Standards. NBS monograph ; 155. 


OCLC 3960943 


78-14880 
C 13.46:697 
Siegwarth, J D 

An evaluation of commercial densimeters for use in LNG / 
J. D. Siegwarth, B. A. Younglove and J. F. LaBrecque. — 
Washington : Dept. of Commerce, National Bureau of Stan- 
dards, for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977. 

20402 

iii, 44, [1] p. : ill. ; 27 cm. — (NBS technical note ; 697) 

Prepared by Crynogenics Division and Applied Mathe- 
matics Division Institute for Basic Standards. 

Prepared for American Gas Association, Inc. 

Issued October 1977. 

Bibliography: p. 43. 

@ltem 249-A 

S/N 003-003-01862-7 

pbk. : $2.20 

1. *Liquefied natural gas — Density — Measurement. I. 
Younglove, B A , joint author. II. LaBrecque, J F , joint 
author. III. United States. Institute for Basic Standards. 
Cryogenics Division. IV. Institute for Basic Standards. Ap- 
plied Mathematics Division. V. American Gas Association. 
VI. Title. VII. Series: United States. National Bureau of 
Standards. Technical note ; 697. 


OCLC 3920111 


78-14881 
C 13.46:959 
Mountain, Raymond D 

Calibration of time response of thermometers : concepts 
and model calculations / Raymond D. Mountain and G. W. 
Mulholland. — Washington : Dept. of Commerce National 
Bureau of Standards : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

iii, 29, [1] p. : ill. ; 27 cm. — (NBS technical note ; 959) 

Prepared by Institute for Basic Standards and Institute for 
Applied Technology. 

Issued January 1978. 

Bibliography: p. 29. 

@ltem 249-A 

S/N 003-03-01878-3 

pbk. : $1.40 

1. *Thermometers and _ thermonetry — Calibration. 2. 
*Heat transmission. I. Mulholland, G W_ II. United States. 
Institute for Basic Standards. III. United States. Institute for 
Applied Technology. IV. Title. V. Series: United States. 
National Bureau of Standards. Technical note ; 959. 


OCLC 3918691 
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78-14882 


C 13.46:961 


Experimental investigation of means for reducing the response 


of pressure transducers to thermal transients / John S. Hilten 
{et al.] — Washington : Dept. of Commerce, National Bureau 
of Standards : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

vii, 54, [2] p. : ill. ; 27 cm. — (NBS technical note ; 961) 

Prepared by Electronic Technology Division. Institute for 
Applied Technology. 

Sponsored by Naval Air Systems Command and Trans- 
ducer Committee. TG/RCC, Sandia Laboratories. 

Issued January 1978. 

Bibliography: p. 21. 

@ltem 249-A 

S/N 003-003-01875-9 

pbk. 2.30 

1. *Pressure transducers. 2. *Protective coatings — Test- 
ing. I. Hilten, John S. II. United States. Institute for Ap- 
plied Technology. Electronic Technology Division. III. Se- 
ries: United States. National Bureau of Standards. Technical 
note ; 961. 


OCLC 3906597 


78-14883 


C 13.46:1000 


Yaghjian, Arthur D 


A direct approach to the derivation of electric dyadic 
Green’s functions / Arthur D. Yaghjian ; Electromagnetic 
Division. — Boulder, Colo. : Dept. of Commerce, National 
Bureau of Standards, Institute for Basic Standards, Elec- 
tromagnetic Division : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

iti, 63, [1] p. : ill. ; 27 cm. — (NBS technical note ; 1000) 

Issued January 1978. 

Includes bibliographical references. 

@ltem 249-A 

S/N 003-003-01876-7 

pbk. : $2.30 

1. *Green’s functions 2. *Electromagnetic theory. I. 
United States. Institute for Basic Standards. Electromagnetic 
Division. II. Title. III. Series: United States. National Bu- 
reau of Standards. Technical note ; 1000. 


OCLC 3926327 


78-14884 


C 13.46:1002 


Johnson, Warren W 


Measurements of combined axial mass and heat transport 
in He II / Warren W. Johnson, Michael C. Jones ; Cryogenic 
Division. — Boulder, Colo. : Dept. of Commerce, National 
Bureau of Standards, Institute for Basic Standards, 
Cryogenics Division, Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

iii, 78 p. : ill. ; 27 cm. — (NBS technical note ; 1002) 

Issued February 1978. 

Includes bibliographical references. 

@ltem 249-A 

S/N 003-003-01889-9 

pbk. : $2.40 





National Bureau of Standards — Commerce Dept. 


1. *Helium— Thermal properties — Measurement. 2. 78-14887 


*Mass (Physics) — Measurement. I. Jones, Michael C , joint C 31.202:C 76/976 


United States. Civil Aeronautics Board. Office of Consumer 


author. II. United States. Institute for Basic Standards. 
Cryogenics Division. III. Title. IV. Series: United States. 
National Bureau of Standards. Technical note ; 1002. 


OCLC 3901662 


78-14885 


C 13.58:78-1446 
Symposium on the Management of Data Elements in Informa- 
tion Processing, 3d, National Bureau of Standards, 1977. 

Management of data elements in information processing; 
proceedings of the third national symposium, held at NBS on 
1977 September 28-30 : final / Hazel E. McEwen, editor ; In- 
stitute for Computer Sciences and Technology. — 
[Washington] : Dept. of Commerce, National Bureau of 
Standards ; Springfield, Va. for sale by the National Techni- 
cal Information Service, 1978. 

22161 

xvi, 145 p. ill. 27 cm. — (NBSIR ; 78-1446) 

Sponsored by the National Bureau of Standards and Amer- 
ican National Standards Institute Committee X3LB. 

April 1978. 

Includes bibliographies. 

@ltem 247-D 

pbk. 

1. *Data base management — Congresses. 2. *Electronic 
data processing — Congresses. I. McEwen, Hazel E Il. In- 
stitute for Computer Sciences and Technology. III. Amer- 
ican National Standards Institute. Committee X3LB. IV. 
Title. V. Series: United States. National Bureau of Stan- 
dards. NBSIR ; 78-1446. 


OCLC 3918456 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


Advocate. 

Consumer complaints summary. [Washington] Civil 
Aeronautics Board, Office of Consumer Advocate. 

20428 

21 x 27 cm. 

1974- 

Cover title: Summary: consumer complaints 

1976. 

@ltem 183 

ISSN 0161-228X 

1. Aeronautics, Commercial — United States — Statistics — 
Periodicals. I. Title. 
PAR 
OCLC 3860828 


78-14888 


C 31.206/9:D 26 


United States. Civil Aeronautics Board. Economic Evaluation 


Division. 

A guide to data available within C.A.B. reports and publi- 
cations : data index. — Ist ed. — Washington : [Dept. of 
Commerce], Civil Aeronautics Board, 1976. 

20428 

vi, 215 p. ; 22 x 34cm. 

January 1976. 

pbk. 

1. *Aeronautics, Commercial — United States — Statistics. 
2. *Air lines — United States — Statistics. I. Title. 


OCLC 3953082 


78-14889 


C 31.259/2:977 


Aircraft operating cost and performance report. Fiscal year. 


[Washington] Civil Aeronautics Board, Bureau of Accounts 
and Statistics, Financial Analysis and Cost Division. 

20428 

22 x 34 cm. 

1977. 

@ltem 177-A-1 

1. Airplanes— Cost of operation — Statistics. 2. Air- 
planes — Performance — Statistics. I. United States. Civil 


Additional Commerce Dept. entries follow CAB entries. Aeronautics Board. Financial Analysis and Cost Division. 


78-14886 OCLC 3899760 


78-14890 


C 31.202:Ai 7/13 
United States. Civil Aeronautics Board. Bureau of Operating 


Rights. Standards Division. C .26GaeT? 


Trends in scheduled all-cargo service; selected U.S. certificated 


A profile of airline service in the 48 contiguous states, 
June 1, 1975. — Washington : Civil Aeronautics Board, Bu- 
reau of Operating Rights, Standards Division, 1977. 

20428 

77 p. in various pagings ; 21 x 27 cm. 

First update of study prepared in 1974. 

Chiefly tables. 

@ltem 183 

pbk. 

1. *Air lines — United States. 2. *Aeronautics, Commer- 
cial — United States. I. Title. II. Title: Airlines service in 
the 48 contiguous States. 


OCLC 3866076 


Page 54 


route air carriers. Washington, Civil Aeronautics Board, Bu- 
reau of Accounts and Statistics, Financial Analysis and Cost 
Division. 

20428 

ill. 22 x 33 cm. 

Cover title: Trends in all-cargo service. 

6th ed., Sept. 1977 covering fiscal and calendar year 
period June 30, 1963 to June 30, 1977. 

Biennial. 

@ltem 177-A-19 

1. Aeronautics, Commercial — United States — Freight — 
Periodicals. 2. Aeronautics, Commercial — United States — 
Statistics — Periodicals. I. United States. Civil Aeronautics 
Board. Financial Analysis and Cost Division. 


OCLC 3800158 





MARITIME ADMINISTRATION 
Commerce Dept. 
Washington, DC 20543 


78-14891 
C 39.210:C 26 
Casey, Howard F 
Remarks by Howard F. Casey, Dupty Assistant Secretary 
of Commerce for Maritime Affairs, 32nd Mississippi Valley 
World Trade Conference, Fairmont Hotel, New Orleans, La., 
10:15 A.M., Thusday, June 9, 1977. — Washington : Dept. of 
Commerce, Maritime Administration, 1977. 
20230 
6 p. ; 27 cm. 
Issued June 9, 1977. 
United States Department of Commerce News. 
“MA SP 77-9.” 
pbk. 
1. *Commerce — Addresses, essays, lectures. 2. *Ship- 
building — Addresses, essays, lectures. I. United States. 
Maritime Administration. II. Title. 


OCLC 3961025 


78-14892 
C 39.217:976 
Vessel inventory report. [Washington] Dept. of Commerce, 
Maritime Administration. 
20230 
27 cm. 
Prepared by the Office of Subsidy Administration. 
Report year ends June 30. 
1976. 
Semiannual. 
1. Ship registers— United States. I. United States. 
Maritime Administrtion. Office of Subsidy Administration. 
II. United States. Maritime Administration. 


OCLC 3231501 


78-14893 
C 39.224:976 
A statistical analysis of the world’s merchant fleets; showing 

age, size, speed, and draft by frequency grouping. Washing- 
ton, Dept. of Commerce, Maritime Administration; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. 

Annual, 1974- 

Biennial, 1957-73 

$5.50 

1957- 

Vols. for 19 - prepared by Office of Trade Studies and 
Statistics. 

1976. 

@ltem 237-A 

S/N 003-007-00083-9 

ISSN 0081-4768 

1. Merchant ships — Statistics — Yearbooks. 2. Merchant 
marine. I. United States. Maritime Administration. 


OCLC 2569275 
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78-14894 


C 39.237:977 
C 39.237:978 


Inventory of American intermodal equipment. Washington, 


Dept. of Commerce, Maritime Administration. 
20230 
20 x 27 cm. 
1977, 1978. 
ISSN 0097-9341 
1. Containerization. 2. Container ships — United States. 
I. United States. Maritime Administration. 
HE17.M32a 
387.5/44 
OCLC 1794033 


ECONOMIC DEVELOPMENT 
ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


78-14895 


C 46.2:Ec 7/10 


United States. Economic Development Administration. 


The development of a subnational economic development 
policy. — [Washington] Dept. of Commerce, Economic 
Development Administration, 1977. 

20230 

56 p. in various pagings ; 27 cm. 

Discussion paper. 

September 1977. 

@ltem 130-D 

pbk. 

1. ‘*United States — Economic 
*Microeconomics. I. Title. 


policy — States. 2. 


OCLC 3594853 


78-14896 
C 46.19/2:977 
United States. Economic Development Administration. 
Directory of approved projects. Local public works pro- 
gram. [Washington], Dept. of Commerce, Economic 
Development Administration. 
20230 
20 x 26 cm. 
Tables. 
Round I and round II as of September 30, 1977. 
@ltem 130-J 
1. Economic assistance, Domestic — United States — 
Statistics. I. Title. 


OCLC 3857835 


78-14897 
C 46.19/2:977-2 
United States. Economic Development Administration. 
EDA directory of approved projects. [Washington] Dept. 
of Commerce, Economic Development Administration. 
20230 
26 cm. 
Semiannual, June 30, 1972- 
Quarterly, June 30, 1967-June 30, 1970 
Annual, 1971- 
1967- 
Prepared by the Office of Administration and Program 
Analysis. 
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Economic Development Administration — Commerce Dept. 


“This Directory lists all projects approved for Economic 
Development Administration assistance under Public Law 89- 
136, passed August 26, 1965.” 

No issues for 4th qtr. 1969, and Ist qtr. 1970. 

Sept. 30, 1977. 

@ltem 130-J 

Continues: United States. Area Redevelopment Adminis- 
tration Area Redevelopment Administration, directory of ap- 
proved projects 

1. Economic assistance, Domestic — United States. 2. 
United States — Economic policy. I. Title. 


OCLC 2458424 


UNITED STATES TRAVEL SERVICE 
Commerce Dept. 
Washington, DC 20230 


78-14898 
C 47.15:975/12/rev. 
United States. Travel Service. Research and Analysis Division. 

Summary and analysis of international travel to the U.S. 
Washington, Dept. of Commerce, United States Travel Ser- 
vice, Research and Analysis Division. 

20230 

27 cm. 

Continues: Summary and analysis of international travel to 
the U.S., ISSN 0095-3482, issued by: United States. Travel 
Service. Office of Research and Analsysis. 

1975 rev. 

@ltem 271-A-4 

ISSN 0095-3482 

1. Tourist trade — United States — Statistics — Periodicals. 
2. Visitors, Foreign — United States — Statistics — Periodi- 
cals. I. Title. 

G155.U6U57b 
338.4/7/91730492 
OCLC 2988144 


78-14899 
C 47.19:M 57 
Hay Associates. 

Mexico : a study of the international travel market : results 
of a sampling survey among residents of Mexico, indicating 
their domestic and international travel habits and patterns, 
attitudes and preferences for foreign travel, and their demo- 
graphic, psychographic, and trip characteristics / conducted 
by Hay Associates for United States Travel Service. — 
[Washington] : Dept. of Commerce, United States Travel 
Service, Research & Analysis Division, 1977. 

20230 

v, 90 p. : maps ; 26 cm. 

November 1977. 

@ltem 271-B-7 

pbk. 

1. *Travelers — Mexico. 2. *Tourist trade — Mexico. I. 
United States. Travel Service. Research and Analysis Divi- 
sion. Il. Title. Ill. Title: Study of the international travel 
market. 


OCLC 3953221 
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NATIONAL TECHNICAL INFORMATION 
SERVICE 


Commerce Dept. 
Springfield, VA 22161 


78-14900 


C 51.8:W 89 


United States. National Technical Information Service. 


NTIS workshop manual for soft and hard sciences. — 
Springfield, Va. : Dept. of Commerce, National Technical In- 
formation Service, 1975. 

22161 

66 p. in various pagings : ill. ; 28 cm. 

September 1975. 

pbk. 

1. ‘Social sciences — Handbooks, manuals, etc. 2. 
*Science — Handbooks, manuals, etc. 3. *Physics — Hand- 
books, manuals, etc. 4. United States. National Technical 
Information Service. I. Title. 


OCLC 3953154 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Commerce Dept. 
Rockville, Md. 20852 


78-14901 


C §5.2:C 61 


United States. National Oceanic and Atmospheric Administra- 


tion. 

NOAA climate program. — Rockville, Md. : Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
1977. 

20852 

{1], iv, 94 p. ; 27 cm. 

December 1977. 

@ltem 250-R-2 

pbk. 

1. United States. National Oceanic and Atmospheric Ad- 
ministration. 2. “Man — Influence of climate. 3. *United 
States — Climate. I. Title. 


OCLC 3732991 


78-14902 


C §5.2:Em 7/2 


United States. National Oceanic and Atmospheric Administra- 


tion. 

How to obtain Federal employment in NOAA. — 
[Rockville, Md.] : Dept. of Commerce, National Oceanic and 
Atmospheric Administration, 1978. 

20852 

vi, 57 p. ; 27 cm. 

April 1978. 

@ltem 250-E-2 

pbk. 

1. *Civil service positions — United States. 2. United 
States. National Oceanic and Atmospheric Administration — 
Positions. I. Title. 


OCLC 3905680 





78-14903 
C §5.12:78-1 
United States. Office of Federal Coordinator for Meteorological 
Services and Supporting Research. 

National severe local storms operations plan. — Washing- 
ton : Dept. of Commerce, National Oceanic and Atmospheric 
Administration, [Office of] Federal Coordinator for 
Meteorological Services and Supporting Research, 1978. 

20852 

v, 42 p. : ill. ; 27 cm.— (NOAA—S/T ; 78-114) (FCM ; 
78-1) 

Supersedes National severe local storms operations plan, 
1977. 

January 1978. 

@ltem 250-E 

pbk. 

1. *Storms — United States. 2. *Meteorological services 
— United States. I. Title. II. Series: United States. Office 
of Federal Coordinator for Meteorological Services and Sup- 
porting Research. FCM ; 78-1. 


OCLC 3961135 


78-14904 
C 55.13:EDS 25 
GATE Convection Subprogram Data Center : final report on 

ship surface data validation / Ward R. Seguin ... [et al] ; 
Center for Experiment Design and Data Analysis. — 
Washington : Dept. of Commerce, National Oceanic and At- 
mospheric Administration, Environmental Data Service, 
Center for Experiment Design and Data Analysis, 1978. 

20852 

iii, 78 p. : ill. ; 26 cm.— (NOAA—S/T ; 78-77) (NOAA 
technical report ; EDS 25) 

Prepared by Center for Experiment Design and Data Anal- 
ysis. 

January 1978. 

Bibliography: p. 44-45. 

@ltem 208-C-1 

pbk. 

1. GARP Atlantic Tropical Experiment. 2. *Meteorology 
— Observations. 3. *Oceanography — Statistical methods. 
I. Seguin, Ward R_ II. Center for Experiment Design and 
Data Analysis. Ill. Series: United States. National Oceanic 
and Atmospheric Administration. NOAA technical report ; 
EDS 25. 


OCLC 3711767 


78-14905 
C §5.13:ERL PMEL-8 
Reed, R K 
An evaluation of cloud factors for estimating insolation 
over the ocean. / R. K. Reed ; Pacific Marine Environmental 
Laboratory. — Seattle, Wash. : Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Research Laboratories, Pacific Marine Environmental 
Laboratory, 1976. 
98105 
iii, 20 p. : ill. ; 28 cm. — (NOAA technical memorandum ; 
ERL PMEL-8) 
September 1976. 
Bibliography: p. 19-20. 
pbk. 


Government Publications — August 1978 


1. *Solar radiation. 2. *Clouds. I. Pacific Marine En- 
vironmental Laboratory. II. Environmental Research 
Laboratories. III. Title. IV. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; ERL PMEL-8. 


OCLC 3425303 


78-14906 


C §5.13:ERL 320-SEL 33 


Gardner, Larry J 


Geomagnetic forecasting based on EUV coronal intensity / 
Larry J. Gardner ; Space Environment Laboratory. — 
Boulder, Colo. : Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Environmental Research 
Laboratories, [Space Environment Laboratory] ; Washington 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

iii, 22 p. : ill. ; 27 cm.— (NOAA technical report ; ERL 
320-SEL 33) 

April 1975. 

Bibliography: p. 20-22. 

S/N 003-017-00305-1 

pbk. : $0.75 

1. *Magnetism, Terrestrial. 2. *Solar wind. 3. *Sun — 
Corona. I. Space Environment Laboratoy. II. Environmen- 
tal Research Laboratories. III. Title. IV. Series: United 
States. National Oceanic and Atmospheric Administration. 
NOAA technical report ; ERL 320-SEL 33. 


OCLC 1707627 


78-14907 


C §5.13:ERL 386-AOML 27 


Thacker, W C 


Shear dispersion in time varying flows / W.C. Thacker ; 
Atlantic Oceanographic and Meteorlogical Laboratories. — 
Miami Fla. : Dept. of Commerce, National Oceanic and At- 
mospheric Administration, Environmental Research Labora- 
tories, Atlantic Oceanographic and Meteorological Laborato- 
ries, 1977. 

33149 

iii, 7 p. ; 27 cm.— (NOAA technical report ; ERL 386- 
AOML 27) 

May 1977. 

Bibliography: p. 7. 

@ltem 208-B-7 

pbk. 

1. *Shear flow. 2. *Dispersion. I. Atlantic Oceano- 
graphic and Meteorological Laboratories. II. Environmental 
Research Laboratories. III. Title. IV. Series: United States. 
National Oceanographic Oceanic Atmospheric Administra- 
tion. NOAA technical report ; ERL 386-AOML 27. 


OCLC 3659986 


78-14908 


C §5.13:ERL 392-WPL 51 


Post, M J 


Frequency spectrum analyzer for Doppler lidar / M. J. 
Post, R. E. Cupp, R. L. Schwiesow. — Boulder, Colo. : Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, Environmental Research Laboratories, Wave 
Propagation Laboratory, 1976. 

80302 

[2], 5 p. : ill. ; 27 cm. — (NOAA technical report ; ERL 
392-WPL 51) 

October 1976. 


Page 57 





National Oceanic and Atmospheric Administration — Commerce Dept. 


@ltem 208-C-2 

pbk. 

1. *Doppler effect. 2. *Frequencies of oscillating systems. 
3. *Spectrum analysis. I. Cupp, R E , joint author. II. 
Schwiesow, R L , joint author. II]. Wave Propagation 
Laboratory. IV. Environmental Research Laboratories. V. 
Title. VI. Series: United States. National Oceanic and At- 
mospheric Administration. NOAA technical report ; ERL 
392-WPL 51. 


OCLC 3851874 


78-14909 


C §5.13:NMFS CIRC 408 


Shomura, Richard S 


Collection of tuna baitfish papers / Richard S. Shomura, 
editor. — Seattle, Wash. : Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Marine 
Fisheries Service, 1977. 

1107 N.E. 45th St. 98105 

iii, 167 p. : ill. ; 26 cm.— (NOAA technical report ; 
NMFS CIRC 408) 

December 1977. 

Includes bibliographies. 

pbk. 

1. *Tuna fishing. 2. *Tuna fisheries — Pacific Ocean. 3. 
*Baitfish — Pacific Ocean. I. United States. National Marine 
Fisheries Service. II. Title. Ill. Series: United States. Na- 
tional Oceanic and Atmospheric Administration. NOAA 
technical report ; NMFS circular 408. 


OCLC 3922426 


78-14910 


C §5.13:NMFS SSRF-678 
Ellis, Robert J 

Distribution, abundance, and growth of juvenile sockeye 
salmon, Oncorhynchus nerka, and associated species in the 
Naknek River system, 1961-64 / Robert J. Ellis ; National 
Marine Fisheries Service. — Seattle, Wash. : Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
National Marine Fisheries Service, 1974. 

98105 

53 p. : ill., maps ; 26 cm.— (NOAA technical report ; 
NMFS SSRF-678) 

National Marine Fisheries Service Special scientific re- 
port—fisheries series. 

September 1974. 

Bibliography p. 52-53. 

No longer for sale by the Supt. of Docs. as printed in 
publication. 

pbk. 

1. *Sockeye salmon. 2. ‘*Fishes — Alaska — Naknek 
River. I. United States. National Marine Fisheries Service. 
II. Title. Ill. Series: United States. National Oceanic and At- 
mospheric Administration. NOAA technical report ; NMFS 
SSRF-678. 


OCLC 1289099 


Page 58 


78-14911 
C 5§5.13:NMFS SSRF-693 
Bakun, Andrew. 

Daily and weekly upwelling indices, west coast of North 
America, 1967-73 / Andrew Bakun ; National Marine Fishe- 
ries Service. — Seattle Wash. : Dept. of Commerce, National 
Oceanic and Atmospheic Administration, National Marine 
Fisheries Service ; Washington : distributed by D83, Techni- 
cal Information Division, Environmental Science Information 
Center, NOAA, 1975. 

20235 

iii, 114 p. : ill. ; 26 cm.— (NOAA technical report ; 
NMFS SSRF-693) 

Chiefly tables. 

National Marine Fisheries Service Special scientific re- 
port—fisheries series. 

August 1975. 

Bibliography: p. 7. 

pbk. 

1. *Upwelling (Oceanography) — Pacific coast (North 
America) I. United States. National Marine Fisheries Ser- 
vice. Il. Title. III. Series: United States. National Oceanic 
and Atmospheric Administration. NOAA technical report ; 
NMFS SSRF-693. 


OCLC 1904582 


78-14912 
C 55.13:NMFS SSRF-709 
Cook, Steven K 

Expendable bathythermograph observations from the 
NMFS/MARAD Ship of Opportunity Program for 1974 / 
Steven K. Cook and Keith A. Hausknecht ; National Marine 
Fisheries Service. — Seattle, Wash. : Dept. of Commece, Na- 
tional Oceanic and Atmospheric Administration, National 
Marine Fisheries Service ; Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 

20402 

iv, 45 p. : ill., maps ; 26 cm.— (NOAA technical report ; 
NMFS SSRF-709) 

April 1977. 

Bibliography: p. 10. 

S/N 003-017-00397-3 

pbk. : $2.00 

1. *Ocean temperature — Mexico, Gulf of — Charts, dia- 
grams, etc. 2. *Ocean temperature — North Atlantic Ocean 
— Charts, diagrams, etc. 3. *Salinity — Mexico, Gulf of — 
Charts, diagrams, etc. 4. *Salinity— North Atlantic Ocean 
— Charts, diagrams, etc. I. United States. National Marine 
Fisheries Service. II. Title. II. Series: United States. Na- 
tional Oceanic and Atmospheric Administration. NOAA 
technical report ; NMFS SSRF-709. 


OCLC 3014630 


78-14913 
C §5.13:NMFS SSRF-717 
Colton, John B 
Gulf of Maine-Georges Bank ichthyoplankton collected on 
ICNAF larval herring surveys September 1971-February 
1975 / John B. Colton, Jr. and Ruth R. Byron. — Seattle, 
Wash. : Dept. of Commerce, National Oceanic and At- 
mospheric Administration, National Marine Fisheries Service, 
1977. 
98105 
iii, 35 p. : maps ; 26 cm.— (NOAA technical report ; 
NMFS SSRF-717) 
Prepared by National Marine Fisheries Service. 
November 1977. 





Bibliography: p. 3. 

@ltem 208-C-4 

pbk. 

1. *Larvae — Fishes. 2. *Herring. I. United States. Na- 
tional Marine Fisheries Service. II. Title. III. Series: United 
States. National Oceanic and Atmospheric Administration. 
NOAA technical report ; NMFS SSRF-717. 


OCLC 3899876 


78-14914 
C 55.13:NMFS SSRF-718 
Squire, James L 

Surface currents as determined by drift card releases over 
the Continental Shelf off central and southern California / 
James L. Squire, Jr. — Seattle, Wash. : Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Marine Fisheries Service, 1978. 

98105 

iii, 12 p. : map ; 26 cm.— (NOAA technical report ; 
NMFS SSRF-718) 

Prepared by National Marine Fisheries Service. 

December 1977. 

Bibliography: p. 12. 

@ltem 208-B-7 

pbk. 

1. *Ocean currents — Pacific Ocean. 2. *Pacific coast 
(United States and Canada) 3. *Continental shelf — Califor- 
nia. 4. *Drift indicator. I. United States. National Marine 
Fisheries Service. II. Title. III. Series: United States. Na- 
tional Oceanic and Atmospheric Administration. NOAA 
technical report ; NMFS SSRF-718. 


OCLC 3733160 


78-14915 
C §5.13/2:ERL MESA-14 
Morse, John W 

Determination of phosphate fluxes across the sediment- 
water surface of the New York Bight / by John W. Morse, 
John de Kanel. — Boulder, Colo. : Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, Environ- 
mental Research Laboratories, Marine Ecosystems Analysis 
Program, 1977. 

80302 

iii, 6 p. ; 27 cm. — (NOAA technical memorandum ; ERL 
MESA-14) 

Prepared by Florida State University, Dept. of Oceanog- 
raphy, for Marine Ecosystems Analysis Program. 

April 1977. 

Includes bibliographical references. 

pbk. 

1. *Phosphates. 2. *Sedimentation and deposition. 3. 
*Water — Pollution. I. De Kanel, John, joint author. II. 
Environmental Research Laboratories. Marine Ecosystems 
Analysis Program Office. III. Florida State University. Dept. 
of Oceanography. IV. Title. V. Series: United States. Na- 
tional Oceanic and Atmospheric Administration. NOAA 
technical memorandum ; ERL MESA-14. 


OCLC 3133376 


Government Publications — August 1978 


78-14916 


C 55.13/2:NESS 94 


Scofield, Roderick A 


A report on the Chesapeake Bay region NOWCASTING 
experiment / Roderick A. Scofield and Carl E. Weiss ; Na- 
tional Environmental Satellite Service. — Washington : Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Environmental Satellite Service ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977. 

20852 

iii, 52 p. : ill. maps ; 27 cm.— (NOAA—S/T ; 77-2851) 
(NOAA technical memorandum ; NESS 94) 

December 1977. 

Bibliography: p. 50-51. 

@ltem 208-C-3 

pbk. 

1. *Weather forecasting. 2. *Astronautics in meteorology. 
3. *Chesapeake Bay — Climate. I. Weiss, Carl E , joint 
author. II. United States. National Environmental Satellite 
Service. III. Title. IV. Title: NOWCASTING experiment. 
V. Series: United States. National Oceanic and Atmospheric 
Administration. NOAA technical memorandum ; NESS 94. 


OCLC 3632641 


78-14917 


C 55.13/2:NWS CR-61 


Sangster, Wayne E 


An updated objective forecast technique for Colorado 
downslope winds / Wayne E. Sangster ; Scientific Services 
Division, Central Region Headquaters. — Kansas City, Mo. : 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Weather Service, Scientific Services 
Division, Central Region Headquarters, : Springfield, Va. : 
for sale by the National Technical Service, 1977. 

5285 Port royal Rd. 22161 

{1}, 21, [3] p. : ill. ; 27 cm.— (NOAA technical 
memorandum ; NWS CR-61) 

National Weather Service, Central Region subseries. 

March 1977. 

Bibliography: p. 21. 

pbk. 

1. *Winds — Forecasting. 2. *Regression analysis. 3. 
*Probability forecasts (Meteorology) I. United States. Na- 
tional Weather Service. Central Region. Scientific Services 
Division. II. Title. III. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; NWS CR-61. 


OCLC 3139075 


78-14918 


C §5.13/2:NWS CR-62 


Haug, Ronald E 


Design weather conditions for prescribed burning / Ronald 
E. Haug ; Scientific Services Division, Central Region 
Headquarters. — St. Louis, Mo. : Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Weather Service, Scientific Services Division, Central Region 
Headquarters, : Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

5285 Port Royal Rd., 22161 

{1}, 6, [3] p. : ill ; 27 cm.— (NOAA technical 
memorandum ; NWS CR-62) 

National Weather Sevice, Central Region subseries. 

April 1977. 

Bibliography: p. 6. 

pbk. 





National Oceanic and Atmospheric Administration — Commerce Dept. 


1. *Prescribed burning. 2. *Fires — Meteorological rela- 
tions. 3. *Forest fires — Prevention and control. I. United 
States. National Weather Service. Central Region. Scientific 
Services Division. II. Title. II. Series: United States. Na- 
tional Oceanic and Atmospheric Administration. NOAA 
technical memorandum ; NWS CR-62. 


OCLC 3093600 


78-14919 
C §5.13/2:NWS EDL-14 
Sanders, Melvin J 

Radiosonde frangibility test (radiosonde impact to aircraft) 
/ Melvin J. Sanders, W. Ray Price ; Equipment Development 
Laboratory. — Silver Spring, Md. : Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Weather Service ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

5285 Port Royal Rd., 22161 

iii, 69 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
NWS EDL-14) 

Prepared by Equipment Development Laboratory. 

March 1976. 

pbk. 

1. *Radiosondes. 2. *Impact — Measurement. 3. 
*Aeronautics — Accidents. I. Price, W Ray, joint author. 
Il. United States. National Weather Service. Equipment 
Development Laboratory. Ill. Title. IV. Series: United 
States. National Oceanic and Atmospheric Administration. 
NOAA technical memorandum ; NWS EDL-14. 


OCLC 2376654 


78-14920 
C §5.13/2:NWS ER-63 
Miller, Marvin E 

Snow in West Virginia / Marin E. Miller ; Scientific Ser- 
vices Division, Eastern Region Headquarters. — Cleveland, 
Ohio. : Dept. of Commerce, National Oceanic and At- 
mosphereic Administration, National Weather Service, Scien- 
tific Services Division, Eastern Region Headquarters ; Spring- 
field, Va. : for sale by the National Technical Services, 1977. 

5285 Port Royal Rd., 22161 

{1}, 6, [12] p. : 2 maps ; 27 cm.— (NOAA technical 
memorandum ; NWS ER-63) 

National Weather Service, Eastern Region subseries. 

January 1977. 

Includes bibliographical references. 

pbk. 

1. *Snow — West Virginia. 2. *Snow forecasting. I. 
United States. National Weather Service. Eastern Region. 
Scientific Services Division. II. Title. III. Series: United 
States. National Oceanic and Atmospheric Administration. 
NOAA technical memorandum ; NWS ER-63. 


OCLC 2870402 


78-14921 
C §5.13/2:NWS HYDRO-34 
Miller, John F 
Annotated bibliography of NOAA publications of 
hydrometeorological interest / John F. Miller. — Silver 
Spring, Md. : Dept. of Commerce, National Oceanic and At- 
mospheric Administration National Weather Service ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977. 
$285 Port Royal Rd., 22161 
11, 65 p. ; 27 cem.— (NOAA technical memorandum ; 
NWS HYDRO-34) 


Page 60 


National Weather Service, Office of Hydrology series. 

April 1977. 

pbk. 

1. *Hydrometeorology — Bibliography. I. United States. 
Office of Hydrology. II. United States. National Weather 
Service. III. Title. IV. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; NWS HYDRO-34. 


OCLC 3139067 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Washington, DC 20235 


78-14922 


C 55.102:R 11/6 


Owlie skywarn : NOAA weather radio. — [Washington] : Dept. 


of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Weather Service, [19777] 

20235 

[4] p. : ill., map ; 27 cm. — (NOAA/PA ; 78017) 

pbk. 

1. *Weather reporting, Radio. I. United States. National 
Weather Service. 


OCLC 3953049 


ENVIRONMENTAL DATA SERVICE 
Commerce Dept. 
Washington, DC 20235 


78-14923 


C §5.219/2:5 


Meyers, Herbert 


Earthquake data file summary / by Herbert Meyers and 
Carl A. von Hake. — Boulder, Colo. : Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Data Service, National Geophysical and Solar-Ter- 
restrial Data Center, 1976,1977 printing. 

80302 

59 p. in various pagings : ill., maps ; 27 cm.— (Key to 
geophysical records documentation ; 5) 

May 1976. 

Bibliography: p. 9-10. 

@ltem 275-C 

pbk. 

1. *Earthquakes — Statistics. I. Von Hake, Carl A , joint 
author. II. United States. National Geophysical and Solar- 
terrestrial Data Center. III. Title. IV. Series: United States. 
Environmental Data Center. Key to geophysical records 
documentation ; no. 5. 


OCLC 3584128 





NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20230 


78-14924 
C §5.309/2:6600 
United States. National Marine Fisheries Service. 

Prices received by fishermen, 1939-74. — Washington : 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service, Statistics and 
Market News Division, Office of Resource Utilization, 1975. 

20230 

ii, 13 p. : ill. ; 26 cm.— (Current fishery statistics ; no. 
6600) (Historical statistics ; no. 18) 

Tables. 

June 1975. 

pbk. 

1. *Fishes — Prices — United States. 2. *Fishery products 
— Prices — United States. I. Title. 


OCLC 2220311 


NATIONAL OCEAN SURVEY 
Commerce Dept. 
Washington, DC 20235 


78-14925 
C §5.421/4:978 
Tide tables, high and low water predictions, Central and 

Western Pacific Ocean and Indian Ocean. [Rockville, Md.] 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Ocean Survey; for sale by the National 
Ocean Survey and its agents. 

20852 

27 cm. 

1971- 

1978. 

Includes index. 

Annual. 

@ltem 196 

Continues: United States. Coast and Geodetic Survey. Tide 
tables, high and low water predictions, Central and Western 
Pacific Ocean and Indian Ocean 1957-70 

1. Tides — Indian Ocean — Yearbooks. 2. Tides — Pacific 
Ocean — Yearbooks. 3. Tides — Tables — Yearbooks. I. 
National Ocean Survey. 


OCLC 2458504 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


78-14926 
C $6.212/6:41 
United States. Bureau of the Census. 

Data on the Spanish ancestry population : available from 
the 1970 census of population and housing. — Washington : 
Dept. of Commerce, Social and Economic Statistics Adminis- 
tration, Data User Services Division, Bureau of the Census : 
for sale by Subscriber Services Section (Publications), 1975, 
1977 printing. 

20233 

33 p. ; 27 cm. — (Data access descriptions ; 41) 

Prepared in Data User Services Division, by Edward W. 
Fernandez and Arthur R. Cresce. 

Issued May 1975. 


Government Publications — August 1978 


@ltem 142-D 

pbk. 

1. *Spanish Americans in the United States — Statistics. 
2. *Spanish Americans — Census, 1970 — Indexes. I. Fer- 
nandez, Edward W_ II. Cresce, Arthur R_ III. United States. 
Bureau of the Census. Data User Services Division. IV. 
Title. V. Series: United States. Bureau of the Census. Data 
access descriptions ; 41. 

Z7164.D3U52 1977 
(HA201 1970] 
016.312/93 

OCLC 3513504 


78-14927 


C 56.218:P-27/46 


United States. Bureau of the Census. 


Farm population Washington, Dept. of Commerce, Bureau 
of the Census; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

28 cm. (Current population reports : Series P-27 ; no. 46) 

Caption title: Farm population of the United States, 1974 

Vols. for 1959- issued jointly with the Bureau of Economic 
Research Service and called Series Census-ERS. 

No longer available for sale or distribution. 

@ltem 142-C 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population, Rural — Statistics. I. 
United States. Dept. of Agriculture. Economic Research Ser- 
vice. II. Title. If. Series: United States. Bureau of the 
Census. Current population reports : Series P-27 ; no. 46. 


OCLC 2156125 


INDUSTRY AND TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


78-14928 


C 57.2:F 84/976-78 


United States. Industry and Trade Administration. 


Franchising in the economy 1976-1978. — [Washington] : 
Dept. of Commerce, Industry and Trade Administration : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

vi, 87 p. : ill. ; 27 cm. 

January 1978. 

@ltem 231-B-1 

S/N 003-009-00250-8 

pbk. : $2.50 

1. *Franchises (Retail trade) — United States. I. Title. 


OCLC 3953135 


78-14929 


C 57.2:In 8/2 


United States. Office of Foreign Investment in the United 


States. 

Foreign direct investment in the United States : 1976 
transactions—all forms ; 1974-76 acquisitions, mergers and 
equity increases. — Washington : Dept. of Commerce, Indus- 
try and Trade Administration, Bureau of International 
Economic Policy and Research, Office of Foreign Investment 
in the United States : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977, published 1978. 

20402 

iii, 43 p. ; 27 cm. 

Issued December 1977. 


Page 61 





Industry and Trade Administration — Commerce Dept. 


1. *Tariff on textile fabrics — United States — Statistics. 
I. United States. Industry and Trade Administration. Office of 
Textiles. II. Title. III. Title: Textile and apparel categories 
with tariff schedules of the United States annotated. 


@ltem 231-B-1 

S/N 003-009-0025 1-6 

pbk. : $1.60 

1. *Investments, Foreign — United States. I. Title. 
OCLC 3959405 


78-14933 


OCLC 3960992 


78-14930 C §7.18:978 


U.S. industrial outlook. Washington, Dept. of Commerce, In- 
dustry and Trade Administration; for sale by the Supt. of 


C 57.2:M 34 
United States. Industry and Trade Administration. 


Market center shifts : movement of retail sales in selected 
standard metropolitan statistical areas. — [Washington] 
Dept. of Commerce, Industry and Trade Administration : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

viii, 31 p. : ill. ; 26 cm. 

Prepared by Theodore A. Nelson. 

January 1978. 

@ltem 231-B-1 

S/N 003-009-00249-4 

pbk. : $1.50 

1. *Retail trade — United States — Statistics. 2. *Market 
surveys — United States. I. Nelson, Theodore A _ II. Title. 
Ill. Title: Movement of retail sales in selected standard 
metropolitian statistical areas. 


OCLC 3659094 


78-14931 
C §7.2:T 31/977 
Evans, Malton V 

Correlation : textile and apparel categories with tariff 
schedules of the United States annotated : cotton, wool, man- 
made fibers / prepared by Malton V. Evans. — Revised 
through Jan. 1, 1977. — [Washington] : Dept. of Commerce, 
Domestic and International Business Administration, Office 
of Textiles, 1977. 

20230 

xi, 101 p. ; 26 cm. 

January 1977. 

Tables. 

Oltem 231-B-1 

pbk. 

1. *Tariff on textile fabrics — United States — Statistics. 
I. United States. Domestic and International Business Ad- 
ministration. II. Title. III. Title: Textile and apparel 
categories with tariff schedules of the United States an- 
notated. 


OCLC 3921907 


78-14932 
C §7.2:T 31/978-2 
Evans, Malton V 
Correlation textile and apparel categories with tariff 
schedules of the United States annotated : cotton, wool, man- 
made fibers / prepared by Malton V. Evans. — Rev Mar. 1, 
1978. — [Washington] : Dept. of Commerce, Industry and 
Trade Administration, Office of Textiles, 1978. 
20230 
x, 119 p. ; 27 cm. 
January 1978. 
Tables. 
@ltem 231-B-1 
pbk. 


Page 62 


Docs., U.S. Govt. Print. Off. 
20402 
ill. 26 cm. 
$6.75 


1960- 
1960-1972? issued by the Business and Defense Services 


Administration; 1973-74 by the Bureau of Competitive As- 
sessment and Business Policy; 1975-77 by the Bureau of 
Domestic Commerce, Domestic and International Business 
Administration; 1978- by the Industry and Trade Administra- 
tion. 

Vols. for 1978- prepared by the Bureau of Domestic Busi- 
ness Development. 

1978, with 5-year projections for 200 industries. 

Annual. 

@ltem 215-L 

S/N 003-008-00179-3 

1. United States — Industries — Periodicals. I. United 
States. Bureau of Domestic Business Development. II. 
United States. Industry and Trade Administration. III. 
United States. Bureau of Domestic Commerce. 


OCLC 1607536 


78-14934 


C 57.26:So 8 e 


United States. Dept. of Commerce. Office of International 


Trade Policy. Developing Nations Division. 

Association of South East Asian Nations (ASEAN). — 
[Washington] : Dept. of Commerce, Bureau of International 
Economic Policy and Research, Office of International Trade 
Policy, Developing Nations Division, 1977. 

20230 

55 p. in various pagings ; 27 cm. 

April 25, 1977. 

pbk. 

1. Association of South East Asian Nations. I. Title. 


OCLC 3953094 


EXPORT DEVELOPMENT BUREAU 
Commerce Dept. 
Washington, DC 20230 


78-14935 


C 57.118:C 76 


United States. Bureau of International Commerce. 


A report on international markets for U.S. consumer goods 
: consumer goods research. — [Washington] : Dept. of Com- 
merce, Domestic and International Business Administration, 
Bureau of International Commerce, Office of International 
Marketing : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1976. 

20402 

20 p. : ill. ; 28 cm. 

“International marketing information series.” 

At head of title : consumer goods research. 

@ltem 219-B 





S/N 003-009-002 18-4 

pbk. : $0.65 

1. *Foreign trade promotion — United States. 2. *United 
States — Commerce. I. Title. 


OCLC 3960737 


78-14936 
C 57.119/a:N 56 
United States. Bureau of International Commerce. 

The market for health care equipment Nigeria. — 
[Washington] : Dept. of Commerce, Domestic and Interna- 
tional Business Administration, Bureau of International Com- 
merce, [19777] 

20230 

[15] p. ; 26 cm. 

Reprint of chap. 8, “A survey of U.S. business opportuni- 
ties, Nigeria, dated May 1976. 

International marketing information series. 

pbk. 

1. *Medical instruments and apparatus — Marketing. 2. 
*Export marketing — Nigeria. I. Title. 


OCLC 3953068 


NATIONAL FIRE PREVENTION AND 
CONTROL ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


78-14937 
C 58.2:Sm 7/6 
National Fire Academy. 

Smoke detector training. — Washington : Dept. of Com- 
merce, National Fire Prevention and Control Administration, 
Public Education Office, National Fire Academy : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

44 p. : ill. ; 28 cm. 

Technical support by National Bureau of Standards, Center 
for Fire Research. 

Bibliography: p. 31-32. 

@ltem 216-A-1 

S/N 003-000-00529-1 

pbk. : $1.60 

1. *Smokemeters — Handbooks, manuals, etc. 2. *Air — 
Pollution — Measurement — Handbooks, manuals, etc. I. 
United States. National Bureau of Standards. II. Center for 
Fire Research. III. Title. 


OCLC 3953243 


78-14938 
C 58.8:P 69 
Oklahoma. State Fire Marshal. 

A basic guide for fire prevention and control master 
planning / prepared by Office of the Oklahoma State Fire 
Marshal. — [Washington] Dept. of Commerce, National 
Fire Prevention and Control Administration, National Fire 
Safety and Research Office : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

x, 84, [2] p. : ill., map ; 27 cm. 

Prepared with technical assistance of Mission Research 
Corporation, under a grant from the National Fire Prevention 
and Control Administration. 

NFPCA grant no. 76002. 

Bibliography: p. 59. 
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@ltem 216-A-3 

S/N 003-000-00528-3 

pbk. : $2.50 

1. *Fire prevention — Handbooks, manuals, etc. I. United 
States. National Fire Safety and Research Office. II. Na- 
tional Fire Prevention and Control Administration. III. Mis- 
sion Research Corporation. IV. Title. V. Title: Fire 
prevention and control master planning. 


OCLC 3961036 


FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


78-14939 


CC 1.2:B 78/27/975 


United States. Federal Communications Commission. 


Official list of notified assignments of standard broadcast 
stations of the United States of America, December 31, 
1975, listed by frequency. — Washington : Federal Communi- 
cations Commission, 1976. 

20554 

310 p. ; 27 cm. 

@ltem 285 

pbk. 

1. *Radio  stations— United States — Directories. 2. 
*Radio frequency allocation — United States. I. Title. II. 
Title: Standard broadcast stations of the United States of 
America. 


OCLC 2932968 


78-14940 


CC 1.12/2:57 


United States. Federal Communications Commission. 


Federal Communications Commission reports; decisions 
and reports of the Federal Comunications Commission of the 
United States. Second series. Washington, Federal Communi- 
cations Commission; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

24 cm. 

$13.00 

v. 1- ; July-Dec. 17, 1965- 

“Digests have been added for convenience, but are not 
part of the decisions or reports.” 

Vol. 57. Jan, 23, 1976-Mar. 5, 1976. 

@ltem 284 

S/N 004-000-00328-4 

1. United States. Federal Communications Commission. 
2. Telecommunication — United States — Cases. I. Title. 


OCLC 1768392 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


78-14941 


CR 1.8:M 58/v.2 


United States. Commission on Civil Rights. 


Age discrimination in Federally-assisted programs : hearing 
before the United States Commission on Civil Rights : hear- 
ing held in Miami, Florida, August 22-23, 1977.— 
[Washington] : Commission on Civil Rights, 1977- 

v. ; 23 cm. 

Contents: v.2. Exhibits. 

@ltem 288-A 

pbk. 





Civil Rights Commission 


States. 2. 
I. Title. 


1. *Age and employment — United 
*Discrimination in employment — United States. 


OCLC 3620254 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


78-14942 
CS 1.2:M 28/976 
United States. Civil Service Commission. Bureau of Retirement, 
Insurance, and Occupational Health. 

Mail handlers benefit plan, 1976. — Rev. Jan. 1, 1976. — 
Washington : Civil Service Commission, Bureau of Retire- 
ment, Insurance, and Occupational Health, 1976. 

20415 

16 p. ; 14x 22 cm. — (BRI; 41-163) 

At head of title: An employee organization plan. 

“Jan. 1976.” 

pbk. 

1. *Insurance, Government employees’ health — United 
States. 2. *Postal service — United States — Employees. I. 
Title. 


OCLC 3927825 


78-14943 
CS 1.2:P 84/4/976 
United States. Civil Service Commission. Bureau of Retirement, 
Insurance, and Occupational Health. 
American Postal Workers Union plan, 1976. — Rev. Jan. 
1, 1976. — Washington : Civil Service Commission, Bureau 
of Retirement, Insurance, and Occupational Health, 1976. 
20415 
16 p. ; 14x 22 cm. — (BRI; 41-206) 
At head of title: an employee organization plan. 
“Jan. 1976.” 
pbk. 
1. *Insurance, Government employees’ health — United 
States. 2. *Postal service — United States — Employees. I. 
Title. 


OCLC 3927792 


78-14944 
CS 1.48:BRE-7 
United States. Civil Service Commission. 

Employment of mentally retarded persons in the Federal 
service. — Washington : Civil Service Commission, 1975, 
1977 printing. 

folder (3 p.) ; 21 x 9 cm. — (BRE ; 7) 

@ltem 299 

pbk. 

1. *Mentally handicapped — Employment — United States. 
2. *United States — Officials and employees. I. Title. 


OCLC 3947115 


78-14945 
CS 1.48:BRE 37/8 
United States. Civil Service Commission. 

Working for the USA. — Washington : Civil Service Com- 
mission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977, 1978 printing 

20402 

32, p.; 23 x 1l cm. — (BRE ; 37) 

“December 1977.” 

@ltem 299 


Page 64 


S/N 006-000-01040-7 

pbk. : $0.70 

1. *Civil service positions — United States. 2. *United 
States — Officials and employees. I. Title. 


OCLC 3894632 


78-14946 
CS 1.54:28 
Levinson, Priscilla. 

A guide for improving performance evaluation : a hand- 
book / prepared by Priscilla Levinson, for U.S. Civil Service 
Commission, Bureau of Policies and Standards. — 
(Washington] : Civil Service Commission, Bureau of Policies 
and Standards : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 1977, 1978 printing. 

20402 

30 p. ; 24 cm. — (Personnel management series ; no. 28) 

@ltem 300-A 

S/N 006-000-01028-8 

pbk. : $1.30 

1. *Employees, Rating of. I. United States. Civil Service 
Commission. Bureau of Policies and Standards. II. Title. 
III. Series: United States. Civil Service Commission. Person- 
nel management series ; no. 28. 


OCLC 3792837 


78-14947 
CS 1.59:8/4 
On meeting your financial obligations. — Washington : Civil 
Service Commission : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 
20402 
folder (6 p.) : ill. ; 21 x 9 cm. — (FED facts ; 8) 
“‘November 1977.” 
@ltem 293-A 
S/N 006-000-01039-3 
pbk. : $0.50 
1. *United States — Officials and employees. 2. *Finance, 
Personal. I. United States. Civil Service Commission. II. 
Series: United States. Civil Service Commission. FED facts ; 
8. 


OCLC 3905636 


78-14948 
CS 1.59:12/4 
Displaced employee program. — Washington : Civil Service 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 
20402 
folder (6 p.) : ill. ; 21 x 9 cm. — (FED facts ; 12) 
December 1977. 
@ltem 293-A 
S/N 006-000-01041-5 
pbk. : $0.50 
1. *Civil service positions — United States. 2. *United 
States — Officials and employees — Appointment, qualifica- 
tions, tenure, etc. I. United States. Civil Service Commis- 
sion. Il. Series: United States. Civil Service Commission. 
FED facts ; 12. 


OCLC 3905736 





78-14949 
CS 1.59:14/3 
On reemployment rights of Federal employees who perform 
duty in the Armed Forces. — Washington : Civil Service 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 
20402 
folder (8 p.) ; 21 x 9 cm. — (FED facts ; 14) 
“October 1977.” 
@ltem 293-A 
S/N 006-000-01032-6 
pbk. : $0.50 
1. *Veterans — Employment — United States. 2. 
*Employees, Reinstatement of — United States. I. United 
States. Civil Service Commission. II. Series: United States. 
Civil Service Commission. FED facts ; 14. 


OCLC 3894560 


78-14950 
CS 1.59:15/3 
On Federal labor relations. — Washington : Civil Service Com- 
mission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 
20402 
folder (8 p.) : ill. ; 21 x 9 cm. — (FED facts ; 15) 
“October 1977.” 
@ltem 293-A 
S/N 006-000-01025-3 
pbk. : $0.50 
1. *Employee-management relations in government — 
United States. I. United States. Civil Service Commission. 
Il. Series: United States. Civil Service Commission. FED facts 
5. Fa. 


OCLC 3905617 


78-14951 
CS 1.59:19 
On how your GS job is classified. — Washington : Civil Service 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 
20402 
folder (6 p.) : ill. ; 21 x 9 cm. — (FED facts ; 19) 
“November 1977.” 
@ltem 293-A 
S/N 006-000-01042-3 
pbk. : $0.50 
1. *Civil service positions — United States — Classification. 
I. United States. Civil Service Commission. II. Series: 
United States. Civil Service Commission. FED facts ; 19. 


OCLC 3905757 


78-14952 
CS 1.61/3:89 
United States. Civil Service Commission. Library. 

Personnel policies and practices. — Washington : Civil Ser- 
vice Commission, Library : for sale by the Supt. of Docs., U. 
S. Govt. Print. Off., 1977. 

20402 

45 p. ; 27 cm. — (Personnel bibliography series ; no. 89) 

Updates Personnel bibliography no. 71, Personnel policies 
and practices (1976). 

Issued with cover to Personnel bibliography no. 88, Equal 
opportunity in employment. 

@ltem 300-A-1 

S/N 006-000-01017-2 

pbk. : $1.60 
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1. *Personnel management — Bibliography. 2. *Civil ser- 
vice — United States — Bibliography. I. Title. II. Series: 
United States. Civil Service Commission. Library. Personnel 
bibliography series ; no. 89. 


OCLC 3602060 


78-14953 


CS 1.71/2:78-1 


Siegel, Alan. 


Management by objectives : guidelines for managerial deci- 
sion making / Alan Siegel. — Washington : Civil Service 
Commission, Personnel Research and Develoment Center, 
Organizational Psychology Section, 1978. 

20415 

11 p. ; 27 cm. — (Professional series - Personnel Research 
and Development Center ; 78-1) 

“March, 1978.” 

Bibliography: p. 9-11. 

@ltem 290-J 

pbk. 

1. *Management by objectives. I. United States. Civil Ser- 
vice Commission. Organizational Psychology Section. II. 
Title. Ill. Series: United States. Civil Service Commission. 
Personnel Research and Development Center. Professional 
series - Personnel Research and Development Center ; 78-1. 


OCLC 3938004 


78-14954 


CS 1.71/6:75-2 


Urry, Vern W 


The effects of guessing on parameters of item discriminato- 
ry power / Vern W. Urry. — Washington : Civil Service Com- 
mission, Personnel Research and Development Center, 
Research Section, 1975. 

20415 

7 p. ; 27 cm. — (Technical note - Personnel Research and 
Development Center ; 75-2) 

“May 1975.” 

Bibliography : p. 7. 

pbk. 

1. *Correlation (Statistics) 2. *Grading and marking 
(Students) I. United States. Civil Service Commission. Per- 
sonnel Research and Development Center. Research Section. 
II. Title. III. Series: United States. Civil Service Commis- 
sion. Personnel Research and Development Center. Techni- 
cal note - Personnel Research and Development Center ; 75- 
2. 


OCLC 3948346 


78-14955 


CS 1.71/6:75-3 


Urry, Vern W 


Computer-assisted testing with live examinees; : a 
rendezvous with reality / Vern W. Urry. — Washington : Civil 
Service Commission, Personnel Research and Development 
Center, Research Section, 1976. 

20415 

5 p. ; 27 cm. — (Technical note - Personnel Research and 
Development Center ; 75-3) 

“January 1976.” 

Bibliography : p. 5. 

pbk. 





Civil Service Commission 


1. *Grading and marking (Students) — Data processing. I. 
United States. Civil Service Commission. Personnel Research 
and Development Center. Research Section. Il. Title. Ill. 
Series: United States. Civil Service Commission. Personnel 
Research and Development Center. Technical note - Person- 
nel Research and Development Center ; 75-3. 


OCLC 3948351 


78-14956 
CS 1.71/8:P 95 
Report on workshop for regional psychologists : November 4-8, 
1974 / compiled and edited by Jay A. Gandy and Dee Ann S. 
Kirby. — Washington : Civil Service Commission, Personnel 
Research and Development Center, Applied Psychology Sec- 
tion, 1974. 

20415 

iv, 54 p. ; 27 cm.— (Operations paper - Personnel 
Research and Development Center) 

“November, 1974.” 

pbk. 

1. *Personnel management — Psychological aspects — Con- 
gresses. 2. *Psychology, Applied — Congresses. I. Gandy, 
Jay A_ Il. Kirby, Dee Ann S_ III. United States. Civil Ser- 
vice Commission. Applied Psychology Section. IV. Series: 
United States. Civil Service Commission. Personnel Research 
and Development Center. Operations paper - Personnel 
Research and Development Center. 


OCLC 3938180 


COMMUNITY SERVICES ADMINISTRATION 
Washington, DC 20506 


78-14957 
CSA 1.10:77-1 
Geographic distribution of Federal funds in Alabama. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-1) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-1 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Alabama ISSN 0362-207X 

1. Economic assistance, Domestic — Alabama — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3922291 
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78-14958 


CSA 1.10:77-2 


Geographic distribution of Federal funds in Alaska. Washing- 


ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-2) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-2 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Alaska ISSN 0362-2088 

1. Economic assistance, Domestic — Alaska — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3922503 


78-14959 


CSA 1.10:77-3 
Geographic distribution of Federal funds in Arizona. Washing- 


ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-3) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-3 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Arizona ISSN 0362-2266 

1. Economic assistance, Domestic — Arizona — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3922413 


78-14960 


CSA 1.10:77-4 


Geographic distribution of Federal funds in Arkansas. Washing- 


ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service } 
22161 
28 cm. (FIXS ; 77-4) 
1976/77- 





Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-4 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Arkansas ISSN 0362-2096 

1. Economic assistance, Domestic — Arkansas — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3920303 


78-14961 
CSA 1.10:77-5 
Geographic distribution of Federal funds in California. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-5) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-5 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in California ISSN 0362-2126 

1. Economic assistance, Domestic — California — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3910242 


78-14962 
CSA 1.10:77-6 
Geographic distribution of Federal funds in Colorado. Washing- 
ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 
22161 
28 cm. (FIXS ; 77-16) 
1976/77- 
Compiled for the Executive Office of the President by the 
Community Services Administration. 
“A report of the Federal Government’s impact by State, 
County and large City.” 
Report covers fiscal year 1977. 
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National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-6 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Colorado ISSN 0362-2118 

1. Economic assistance, Domestic — Colorado — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3909775 


78-14963 
CSA 1.10:77-7 
Geographic distribution of Federal funds in Connecticut. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-7) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive »ranch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-7 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Connecticut ISSN 0362-2134 

1. Economic assistance, Domestic — Connecticut — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3909811 


78-14964 
CSA 1.10:77-8 
Geographic distribution of Federal funds in Delaware. W ashing- 
ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 
22161 
28 cm. (FIXS ; 77-8) 
1976/77- 
Compiled for the Executive Office of the President by the 
Community Services Administration. 
“A report of the Federal Government’s impact by State, 
County and large City.” 
Report covers fiscal year 1977. 
National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 
Includes data for the executive branch of the Federal 
Government only. 
Available in microfiche. 
Annual. 





Community Services Administration 


@item 361-A-8 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Delaware ISSN 0362-2703 

1. Economic assistance, Domestic — Delaware — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3910359 


78-14965 
CSA 1.10:77-9 
Geographic distribution of Federal funds in District of Colum- 

bia. Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-9) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-9 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in District of Columbia ISSN 0362- 
269X 

1. Economic assistance, Domestic — District of Columbia 
— Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. [I. United States. Executive Office of 
the President. 


OCLC 3910536 


78-14966 
CSA 1.10:77-10 
Geographic distribution of Federal funds in Florida. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-10) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-10 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Florida ISSN 0362-2029 
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1. Economic assistance, Domestic — Florida — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3910638 


78-14967 
CSA 1.10:77-11 
Geographic distribution of Federal funds in Georgia. Washing- 

ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-11) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-11 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Georgia ISSN 0362-2207 

1. Economic assistance, Domestic — Georgia — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3919921 


78-14968 
CSA 1.10:77-12 
Geographic distribution of Federal funds in Hawaii. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service ] 

22161 

28 cm. (FIXS ; 77-12) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-12 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Hawaii ISSN 0362-2037 

1. Economic assistance, Domestic — Hawaii — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3919153 





78-14969 
CSA 1.10:77-13 
Geographic distribution of Federal funds in Idaho. Washington, 

Community Services Administration; [Springfield, Va., for 
sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-13) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-13 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Idaho ISSN 0362-2002 

1. Economic assistance, Domestic — Idaho — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3919989 


78-14970 
CSA 1.10:77-14 
Geographic distribution of Federal funds in Illinois. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-14) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-14 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Illinois ISSN 0362-2010 

1. Economic assistance, Domestic — Illinois — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3920092 


78-14971 
CSA 1.10:77-15 
Geographic distribution of Federal funds in Indiana. Washing- 
ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service] 
22161 
28 cm. (FIXS ; 77-15) 
1976/77- 


Government Publications — August 1978 


Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report year covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-15 

Main series: United States. Community Services Ad- 
miniatration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Indiana ISSN 0362-2681 

1. Economic assistance, Domestic — Indiana — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3815467 


78-14972 
CSA 1.10:77-16 
Geographic distribution of Federal funds in lowa. Washington, 

Community Services Administration; [Springfield, Va., for 
sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-16) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-16 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Iowa ISSN 0362-2215 

1. Economic assistance, Domestic — Iowa — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3919094 


78-14973 
CSA 1.10:77-17 
Geographic distribution of Federal funds in Kansas. Washing- 
ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service ] 
22161 
28 cm. (FIXS ; 77-17) 
1976/77- 
Compiled for the Executive Office of the President by the 
Community Services Administration. 
“A report of the Federal Government’s impact by State, 
County and large City.” 
Report covers fiscal year 1977. 
National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 
Includes data for the executive branch of the Federal 
Government only. 
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Community Services Administration 


Available in microfiche. 

Annual. 

@ltem 361-A-17 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Kansas ISSN 0362-2223 

1. Economic assistance, Domestic — Kansas — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3916113 


78-14974 
CSA 1.10:77-18 
Geographic distribution of Federal funds in Kentucky. 

Washington, Community Services Administration; 
[Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-18) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-18 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Kentucky ISSN 0362-2045 

1. Economic assistance, Domestic — Kentucky — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3909504 


78-14975 
CSA 1.10:77-19 
Geographic distribution of Federal funds in Louisiana. 

Washington, Community Services Administration; 
[Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-19) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-19 

Main series: United States. Community Services Adminis- 
tration. FIXS 
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Continues: United States. Community Services Administra- 
tion. Federal outlays in Louisiana ISSN 0362-2673 

1. Economic assistance, Domestic — Louisiana — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3916155 


78-14976 
CSA 1.10:77-20 
Geographic distribution of Federal funds in Maine. Washington, 

Community Services Administration; [Springfield, Va., for 
sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-20) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-20 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Maine ISSN 0362-2053 

1. Economic assistance, Domestic — Maine — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3916188 


78-14977 
CSA 1.10:77-21 
Geographic distribution of Federal funds in Maryland. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-21) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-21 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Maryland ISSN 0362-2231 





1. Economic assistance, Domestic — Maryland — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3916224 


78-14978 
CSA 1.10:77-22 
Geographic distribution of Federal funds in Massachusetts. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-22) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-22 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Massachusetts ISSN 0362-2061 

1. Economic assistance, Domestic — Massachusetts — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3916268 


78-14979 
CSA 1.10:77-23 
Geographic distribution of Federal funds in Michigan. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-23) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-23 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Michigan ISSN 0362-224X 

1. Economic assistance, Domestic — Michigan — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3920211 
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78-14980 
CSA 1.10:77-24 
Geographic distribution of Federal funds in Minnesota. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-24) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-24 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Minnesota ISSN 0362-2274 

1. Economic assistance, Domestic — Minnesota — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3920150 


78-14981 
CSA 1.10:77-25 
Geographic distribution of Federal funds in Mississippi. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-25) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-25 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Mississippi ISSN 0362-210X 

1. Economic assistance, Domestic — Mississippi — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3917063 
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Community Services Administration 


78-14982 
CSA 1.10:77-26 
Geographic distribution of Federal funds in Missouri. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-26) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-26 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Missouri ISSN 0362-2290 

1. Economic assistance, Domestic — Missouri — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3917017 


78-14983 
CSA 1.10:77-27 
Geographic distribution of Federal funds in Montana. Washing- 

ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-27) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-27 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Montana ISSN 0362-2282 

1. Economic assistance, Domestic — Montana — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3919732 
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78-14984 
CSA 1.10:77-28 
Geographic distribution of Federal funds in Nebraska. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-28) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-28 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Nebraska ISSN 0362-2304 

1. Economic assistance, Domestic — Nebraska — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3916345 


78-14985 
CSA 1.10:77-29 
Geographic distribution of Federal funds in Nevada. Washing- 

ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service ] 

22161 

28 cm. (FIXS ; 77-29) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-29 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Nevada ISSN 0362-2312 

1. Economic assistance, Domestic — Nevada — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3916390 





78-14986 
CSA 1.10:77-30 
Geographic distribution of Federal funds in New Hampshire. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-30) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-30 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in New Hampshire ISSN 0362-2339 

1. Economic assistance, Domestic — New Hampshire — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3916420 


78-14987 
CSA 1.10:77-31 
Geographic distribution of Federal funds in New Jersey. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-31) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-31 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in New Jersey ISSN 0362-2320 

1. Economic assistance, Domestic— New Jersey — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3916457 
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78-14988 
CSA 1.10:77-32 
Geographic distribution of Federal funds in New Mexico. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-32) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-32 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in New Mexico ISSN 0362-2150 

1. Economic assistance, Domestic—New Mexico — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3916880 


78-14989 
CSA 1.10:77-33 
Geographic distribution of Federal funds in New York. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-33) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-33 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in New York ISSN 0362-2142 

1. Economic assistance, Domestic — New York (State) — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3916905 





Community Services Administration 


78-14990 
CSA 1.10:77-34 
Geographic distribution of Federal funds in North Carolina. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-34) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-34 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in North Carolina ISSN 0362-2347 

1. Economic assistance, Domestic — North Carolina — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3916929 


78-14991 
CSA 1.10:77-35 
Geographic distribution of Federal funds in North Dakota. 

Washington, Community Services Administration; 
{Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-35) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-35 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in North Dakota ISSN 0362-2355 

1. Economic assistance, Domestic— North Dakota — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3916967 
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78-14992 


CSA 1.10:77-36 


Geographic distribution of Federal funds in Ohio. Washington, 


Community Services Administration; [Springfield, Va., for 
sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-36) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-36 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Ohio ISSN 0362-2177 

1. Economic assistance, Domestic — Ohio — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3918217 


78-14993 


CSA 1.10:77-37 


Geographic distribution of Federal funds in Oklahoma. 


Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-37) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-37 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Oklahoma ISSN 0362-2657 

1. Economic assistance, Domestic — Oklahoma — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3918267 





78-14994 
CSA 1.10:77-38 
Geographic distribution of Federal funds in Oregon. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-38) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-38 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Oregon ISSN 0362-2169 

1. Economic assistance, Domestic — Oregon — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3918389 


78-14995 
CSA 1.10:77-39 
Geographic distribution of Federal funds in Pennsylvania. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-39) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-39 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Pennsylvania ISSN 0362-2398 

1. Economic assistance, Domestic — Pennsylvania — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3918445 
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78-14996 
CSA 1.10:77-40 
Geographic distribution of Federal funds in Rhode Island. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-40) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-40 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Rhode Island ISSN 0362-2193 

1. Economic assistance, Domestic — Rhode Island — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3918833 


78-14997 
CSA 1.10:77-41 
Geographic distribution of Federal funds in South Carolina. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-41) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-41 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in South Carolina ISSN 0362-3998 

1. Economic assistance, Domestic — South Carolina — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3919351 





Community Services Administration 


78-14998 
CSA 1.10:77-42 
Geographic distribution of Federal funds in South Dakota. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-42) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-42 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in South Dakota ISSN 0362-2185 

1. Economic assistance, Domestic— South Dakota — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3919302 


78-14999 
CSA 1.10:77-43 
Geographic distribution of Federal funds in Tennessee. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-43) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-43 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Tennessee ISSN 0362-238X 

1. Economic assistance, Domestic — Tennessee — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3919205 


Page 76 


78-15000 
CSA 1.10:77-44 
Geographic distribution of Federal funds in Texas. Washington, 

Community Services Administration; (Springfield, Va., for 
sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-44) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-44 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Texas ISSN 0362-2371 

1. Economic assistance, Domestic — Texas — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3918505 


78-15001 
CSA 1.10:77-45 
Geographic distribution of Federal funds in Utah. Washington, 

Community Services Administration; (Springfield, Va., for 
sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-45) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-45 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Utah ISSN 0362-2258 

1. Economic assistance, Domestic — Utah — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 


OCLC 3918590 


78-15002 
CSA 1.10:77-46 
Geographic distribution of Federal funds in Vermont. Washing- 
ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service ] 
22161 
28 cm. (FIXS ; 77-46) 
1976/77- 





Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” : 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-46 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Vermont ISSN 0362-2665 

1. Economic assistance, Domestic — Vermont — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3765027 


78-15003 
CSA 1.10:77-47 
Geographic distribution of Federal funds in Virginia. Washing- 

ton, Community Services Administration; [Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-47) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-47 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Virginia ISSN 0362-2541 

1. Economic assistance, Domestic — Virginia — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3918644 


78-15004 
CSA 1.10:77-48 
Geographic distribution of Federal funds in Washington. 
Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 
22161 
28 cm. (FIXS ; 77-48) 
1976/77- 
Compiled for the Executive Office of the President by the 
Community Services Administration. 
“A report of the Federal Government’s impact by State, 
County and large City.” 
Report covers fiscal year 1977. 
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National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-48 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Washington ISSN 0362-2533 

1. Economic assistance, Domestic — Washington (State) — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3919781 


78-15005 
CSA 1.10:77-49 
Geographic distribution of Federal funds in West Virginia. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-49) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-49 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in West Virginia ISSN 0362-255X 

1. Economic assistance, Domestic — West Virginia — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3919431 


78-15006 
CSA 1.10:77-50 
Geographic distribution of Federal funds in Wisconsin. 
Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 
22161 
28 cm. (FIXS ; 77-50) 
1976/77- 
Compiled for the Executive Office of the President by the 
Community Services Administration. 
“A report of the Federal Government’s impact by State, 
County and large City.” 
Report covers fiscal year 1977. 
National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 
Includes data for the executive branch of the Federal 
Government only. 
Available in microfiche. 
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Community Services Administration 


Annual. 

@ltem 361-A-50 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Wisconsin ISSN 0362-2568 

1. Economic assistance, Domestic — Wisconsin — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3918926 


78-15007 
CSA 1.10:77-51 
Geographic distribution of Federal funds in Wyoming. 

Washington, Community Services Administration; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

28 cm. (FIXS ; 77-51) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-S51 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in Wyoming ISSN 0362-2363 

1. Economic assistance, Domestic — Wyoming — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 


OCLC 3918963 


78-15008 
CSA 1.10:77-52 
Geographic distribution of Federal funds in territories & other 

areas administered by the U.S. Washington, Community Ser- 
vices Administration; (Springfield, Va., for sale by the Na- 
tional Technical Information Service] 

22161 

28 cm. (FIXS ; 77-52) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government's impact by Territo- 
ries & Other Areas Administered by the U.S.” 

Report covers fiscal year 1977. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Includes data for the executive branch of the Federal 
Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-52 

Main series: United States. Community Services Adminis- 
tration. FIXS 


Page 78 


Continues: United States. Community Services Administra- 
tion. Federal outlays in territories & other areas administered 
by the U.S. ISSN 0362-126X 

1. Economic assistance, Domestic — United States — 
Statistics — Periodicals. 2. United States — Insular posses- 
sions — Statistics — Periodicals. 3. United States — Territo- 
ries and possessions — Statistics — Periodicals. I. United 
States. Community Services Administration. II. United 
States. Executive Office of the President. 


OCLC 3922688 


78-15009 


CSA 1.10:77-53 


Geographic distribution of Federal funds in summary. Washing- 


ton, Community Services Administration; (Springfield, Va., 
for sale by the National Technical Information Service] 

22161 

28 cm. (FIXS ; 77-53) 

1976/77- 

Compiled for the Executive Office of the President by the 
Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1977. 

A report for the geographic distribution of Federal funds 
by State, county and large city is issued separately for each 
State, the District of Columbia, and Territories and other 
Areas administered by the United States. 

Includes national and State level data for the executive 
branch of the Federal Government only. 

Available in microfiche. 

Annual. 

@ltem 361-A-53 

Main series: United States. Community Services Adminis- 
tration. FIXS 

Continues: United States. Community Services Administra- 
tion. Federal outlays in summary ISSN 0091-3553 

1. Economic assistance, Domestic — United States — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 


OCLC 3923858 


DEFENSE DEPARTMENT 
Washington, DC 20301 


78-15010 


D 1.2:C 76/5 


United States. National War College. Board of Consultants. 


Report of the Joint Meeting of the Board of Consultants of 
the National War College and the Board of Advisors of the 
Industrial College of the Armed Forces 29-30 October 1975. 
— Washington : [Dept. of Defense], National War College, 
1975. 

20319 

4, [1] p. ; 27 cm. 

pbk. 

1. United States. National War College. Board of Con- 
sultants. 2. United States. Industrial College of the Armed 
Forces. Board of Advisers. I. Title. 


OCLC 3918212 





78-15011 
D 1.2:M 59/11 
Jennings, Richard M 
The military & social adaptation / by Richard M. Jennings. 
— [Washington : Dept. of Defense, Dept. of the Army], Na- 
tional War College, Strategic Research Group, 1975. 
20301 
iii, 13 p. : ill. ; 27 cm. 
75-7. 
October 7, 1975. 
Includes bibliographical references. 
pbk. 
1. *United States — National security. 2. *United States 
— Military policy. 3. *United States — Social policy. I. 
National War College. Strategic Research Group. II. Title. 


OCLC 2625066 


78-15012 
D 1.2:W 84/2 
United States. Defense Advisory Committee on Women in the 
Services. 

DACOWITS fail meeting, October 5-9, 1975 : minutes. — 
[Washington : Defense Dept.] , Defense Advisory Committee 
on Women in the Services, 1975. 

20301 

114 p. in various pagings ; 27 cm. 

International Women’s year. 

pbk. 

1. *United States— Armed Forces — Women — Con- 
gresses. 2. United States. Defense Advisory Committee on 
Women in the Services. I. Title. 


OCLC 3941180 


78-15013 
D 1.6:M 59/975/v.1/ch.5 
United States. Army. Military Traffic Management Command. 

Military standard transportation and movement 
procedures. — Washington : Dept. of Defense, Dept. of the 
Army, Military Traffic Management Command, 1975- 

20315 

v.; 28 cm. — (DoD ; 4500.32-R) 

Prepared by Military Traffic Management Command for 
Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs and Logistics). 

Contents: v.1. Policies and procedures, Change 5, July 1, 
1978. 

@ltem 309 

pbk. 

1. United States. Army— Supplies and _ stores. 2. 
*Transportation, Military. 3. “Materials handling. I. 
United States. Dept. of Defense. Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics). II. Title. 


OCLC 2806826 


Government Publications — August 1978 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


78-15014 
D 5.315/2:977-3/v.1 
Defense Mapping Agency. Hydrographic Center. 

Summary of corrections : charts, sailing directions, coast 
pilots. — Dec. 1977 ed. — Washington : Dept. of Defense, 
Defense Mapping Agency, Hydrographic Center, 1977- 

20390 

v. : ill., maps ; 26 cm. 

Supersedes all previous summaries. 

Corrections from N.M. no. 27 (5 July 1975) through N.M. 
no. 46 (12 Nov. 1977). 

Contents: v. 1. For the Atlantic and Arctic Oceans, includ- 
ing the Mediterranean Sea. 

@ltem 379-A 

pbk. 

1. *Nautical charts. 2. *Aids to navigation — Lists. 3. 
*Pilot guides. I. Title. 


OCLC 3894834 


78-15015 
D 5.317:73/ch.1 
Defense Mapping Agency. Hydrographic Center. 

Sailing directions for New Guinea : includes Halmahera 
and islands southward. — Rev. ed., 1976.— Washington : 
Dept. of Defense, Defense Mapping Agency, Hydrographic 
Center : for sale by authorized Sales Agents of Defense 
Mapping Agency Hydrographic Center, 1976- 

20330 

v. : ill, maps ; 27 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 73) 

Loose-leaf for updating. 

DMA S/N SDPUB73 

Contents: Change 1, Apr. 22, 1978. 

@ltem 378-E 

pbk. 

1. *Pilot guides— New Guinea. 2. *Pilot guides — In- 
donesia. I. Title. II. Series: Defense Mapping Agency. 
Hydrographic Center. Publication ; 73. 


OCLC 2214830 


78-15016 
D 5.317:170 
Defense Mapping Agency. Hydrographic Center. 

Sailing directions (planning guide) for the Indian Ocean. — 
[Washington] : [Dept. of Defense, Dept. of the Army], 
Defense Mapping Agency, Hydrographic Center : for sale by 
authorized Sales Agents of the Defense Mapping Agency, 
Hydrographic Center, 1978- 

20390 

v. : ill, maps ; 26 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 170) 

Loose-leaf for updating. 

DMA S/N SDPUB170 

@ltem 378-E 

pbk. 

1. *Pilot guides — Indian Ocean. I. Title. II. Title: Indian 
Ocean. Ill. Series: Defense Mapping Agency. Hydrographic 
Center. Publication ; 170. 


OCLC 3949616 
Page 79 





Defense Mapping Agency — Defense Dept. 


78-15017 
D 5.325/2:978/v.2 
Defense Mapping Agency. Hydrographic Center. 

Summary of corrections : charts, sailing directions, coast 
pilots. — Mar. 1978 ed. — Washington : Dept. of Defense, 
Defense Mapping Agency, Hydrographic Center, 1978- 

20390 

v. : ill., maps ; 26 cm. 

Supersedes all previous summaries. 

Corrections from N.M. no. 27 (5 July 1975) through N.M. 
no. 7 (18 Feb. 1978). 

Contents: v. 2. For the Pacific and Indian Oceans, and An- 
tartic. 

@ltem 379-A 

pbk. 

1. *Nautical charts. 2. *Aids to navigation — Lists. 3. 
*Pilot guides. I. Title. 


OCLC 3894870 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 


78-15018 
D 7.2:D 26/ch.4 
United States. Assistant Secretary of Defense (Installations and 
Logistics) 

Data element dictionary. — Battle Creek, Mich. : Dept. of 
Defense, Office of the Assistant Secretary of Defense 
(Installations and Logistics), Defense Logistics Agency, 
Defense Logistics Services Center, 1976-1977. 

49016 

v.; 26cm. — (DoD ; 4100.39-D) 

Superseded by Defense integrated data system (DIDS) 
manual, 1978 ed. 

At head of title: Defense Logistics Services Center and 
Defense Property Disposal Services, DLSC/DPDS. 

Running title: Defense integrated data system (DIDS) data 
element dictionary. 

Prepared by Defense Logistics Services Center for Office 
of Assistant Secretary of Defense (Installations and Lo- 
gistics). 

Loose-leaf for updating. 

Contents: Change 4, Apr. 25, 1977. 

@ltem 314-A 

pbk. 

1. *Materials management — Data 
*Management information systems. 3. 
(Computer sciences) — Dictionaries. I. 
Defense Logistics Services Center. II. United States. 
Defense Property Disposal Service. Ill. Title. IV. Title: 
Defense integrated data system (DIDS) data element dic- 
tionary. 


processing. 2. 
*Data structures 
United States. 


OCLC 2229158 


78-15019 
D 7.2:D 36/3 
United States. Defense Logistics Studies Information Exchange. 
Introduction to the Defense Logistics Studies Information 
Exchange (DLSIE).— Fort Lee, Va. : Dept. of Defense, 
Defense Logistics Studies Information Exchange, 1976. 
23801 
ii, 49 p. ; 27 cm. 
January 1976. 
pbk. 


Page 80 


1. United States. Defense Logistics Studies Information 
Exchange. I. Title. 


OCLC 3954648 


78-15020 
D 7.6/4:C 76/3/978 
United States. Defense Logistics Services Center. 

Connector, electrical. — [Rev. ed.], Jan. 6, 1978. — Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, 1978- 

(Price upon application) DLSC-AP SA 0431, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A039A) 

Supersedes FIIG A039, July 25, 1969. 

Loose-leaf for updating. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3801593 


78-15021 
D 7.6/4:C 76/3/978/ch.1 
United States. Defense Logistics Services Center. 

Connector, electrical. — [Rev. ed.] 1978. — Battle Creek, 
Mich. : Dept. of Defense, Defense Supply Agency, Defense 
Logistics Services Center, 1978- 

(Price upon application) DLSC-AP SA 0431, Federal 
Center, Battle Creek, MI 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A039A) 

Supersedes edition of July 25, 1969. 

Loose-leaf for updating. 

Jan. 6, 1978. 

Contents: Change 1, Apr. 14, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3801593 


78-15022 
D 7.6/4:D 26/v.2/978/ch.1 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978- 

20402 

v.: ill. ; 27 cm. — (DOD ; 4100.39-M) 

Supersedes DoD 4100.39-M, Procedures manual, dated 
Sept. 1, 1975; DoD 4100,39-H, Procedures handbook, dated 
Nov. 1, 1976; DoD 4100.39-D, Data element dictionay, dated 
1976; and DLAH 4140.4, Materiel management decision rule 
tables, dated Mar. 1, 1977; and all changes to these publica- 
tions. 

Contents: v. 2. Multiple application procedures, Change 1, 
Mar. 1, 1978. 

@ltem 314-A 

S/N 008-007-02910-0 

pbk. : $0.60 

1. *Military intelligence — Data processing. 2. 
*Information storage and retrieval systems — Handbooks, 
manuals, etc. I. Title. 


OCLC 3569247 





78-15023 
D 7.6/4:D 26/v.5/978/ch.1 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed.— Battle Creek, Mich. Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Ser- 
vices Center ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978- 

20402 

v.: ill. ; 27 cm. — (DOD ; 4100.39-M) 

Supersedes DoD 4100.39-M, Procedures manual, dated 
Sept. 1, 1975; DoD 4100.39-H, Procedures handbook, dated 
Nov. 1, 1976; DoD 4100.39-D, Data element dictionary, 
dated 1976; and DLAH 4140.4, Materiel management deci- 
sion rule tables, dated Mar. 1, 1977; and all changes to these 
publications. 

Contents: v. 5. Data bank interrogations/search, Change 1, 
Mar. 1, 1978. 

@ltem 314-A 

S/N 008-007-029 13-4 

pbk. : $0.50 

F *Military intelligence — Data processing. 2. 
*Information storage and retrieval systems — Handbooks, 
manuals, etc. I. Title. 


OCLC 3569247 


78-15024 
D 7.6/4:D 26/2/976 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures hand- 
book. — Rev. Nov. 1, 1976. — Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1976-1977. 

49016 

v. ; 26 cm. — (DoD ; 4100.39-H) 

Supersedes DoD 4100.39-H, Apr. 28, 1976, and Change 1. 

Superseded by Defense integrated data system (DIDS) 
procedures manual, 1978 ed. 

Loose-leaf for updating. 

November 1976. 

@ltem 314-A 

pbk. 

1. *Military intelligence — Data processing. 2. 
*Information storage and retrieval systems — Handbooks, 
manuals, etc. I. Title. 


OCLC 3004835 


78-15025 
D 7.6/4:D 26/2/976/ch.1 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures hand- 
book. — Rev. Nov. 1, 1976. — Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1976-1977. 

49016 

v.; 26 cm. — (DoD ; 4100.39-H) 

Supersedes DoD 4100.39-H, Apr. 28, 1976, and Change 1. 

Superseded by Defense integrated data system (DIDS) 
procedures manual, 1978 ed. 

Loose-leaf for updating. 

November 1978. 

Contents: Change 1, Jan. 24, 1977. 

@ltem 314-A 

pbk. 


Government Publications — August 1978 


:. *Military intelligence — Data processing. 2. 
*Information storage and retrieval systems — Handbooks, 
manuals, etc. I. Title. 


OCLC 3004835 


78-15026 
D 7.6/4:El 2/16 
United States. Defense Logistics Services Center. 

Electrodes and welding rods. — Battle Creek, Mich. : Dept. 
of Defense, Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1978- 

(Price upon application) DLSC-AP SA 0431, Federal 
Center, Battle Creek MI 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A283) 

Loose-leaf for updating. 

Feb. 3, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3949532 


78-15027 
D 7.6/4:L 62/7 
United States. Defense Logistics Services Center. 

Lights, general purpose. — Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1978- 

(Price upon application) DLSC-AP SA 0431, Federal 
Center, Battle Creek, MI 49016 

v. ; ill. ; 26 cm. — (Federal item identification guide FIIG 
; A063) 

Loose-leaf for updating. 

Mar. 17, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3949712 


78-15028 
D 7.6/4:M 46/rep./ch.2 
United States. Defense Logistics Services Center. 

Medicaments. — Reprint, Jan. 17, 1975.— Battle Creek, 
Mich. : Dept. of Defense, Defense Supply Agency, Defense 
Logistics Services Center, 1969- 

(Price upon application) DLSC-AP SA 0431, Federal 
Center, Battle Creek, MI 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
TOO2) 

Reprint replaces FIIG T0002, dated Aug. 1, 1969, and 
Change 1, Nov. 17, 1971, and includes current changes. 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Apr. 28, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2510183 
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78-15029 
D 7.6/4:M 59/supp.1/978 
United States. Defense Logistics Agency. 

MILSTRIP routing identifier codes. — [Rev. ed. 1978] — 
Alexandria, Va. : Dept. of Defense, Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics), Defense Logistics Agency ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978- 

22314 

v.; 26cm. — (DoD ; 4140.17-M) 

Supersedes edition of Dec. 1976, and Change 11. 

Supplement no. | to Military standard requisitioning and 
issue procedures, MILSTRIP. 

Prepared by Defense Logistics Agency for Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics). 

@ltem 314-A 

S/N 008-007-02890-1 

pbk. : $3.25 

1. *United States— Armed Forces — Procurement. 2. 
*United States — Armed Forces — Supplies and stores. I. 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics). II. Title. TI. 
Title: Military standard requisitioning and issue procedures. 


OCLC 3801829 


78-15030 
D 7.6/4:M 59/supp.1/978/ch.4 
United States. Defense Logistics Agency. 

MILSTRIP routing identifier codes. — [Rev. ed. 1978] — 
Alexandria, Va. : Dept. of Defense, Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics), Defense Logistics Agency ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978- 

20402 

v.; 26cm. — (DoD ; 4140.17-M) 

Supersedes edition of Dec. 1976. 

Supplement no. | to Military standard requisitioning and 
issue procedures, MILSTRIP. 

Prepared by Defense Logistics Agency for Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics). 

Contents: Change 4, May 1, 1978 . (Supersedes Change 3, 
Apr. 1, 1978) 

@ltem 314-A 

S/N 008-007-02940-1 

pbk. : $0.80 

1. *United States— Armed Forces — Procurement. 2. 
*United States — Armed Forces — Supplies and stores. I. 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics). II. Title. Il. 
Title: Military standard requisitioning and issue procedures. 


OCLC 3801829 


78-15031 
D 7.6/4:P 49/2/rep. 
United States. Defense Logistics Services Center. 
Pharmaceutical dosage forms, capsules/tablets. — Reprint, 
Mar. 17, 1978. — Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
1975- 
(Price upon application) DLSC-AP SA 0431, Feder 
Center, Battle Creek, MI 49016 
v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A450) 
Reprint replaces FIIG A450, dated Mar. 21, 1975, and in- 
cludes current changes. 
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Loose-leaf for updating. 

pbk. 

1. *United States —— Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3949668 


78-15032 
D 7.6/4:P 49/3/rep. 
United States. Defense Logistics Services Center. 
Pharmaceutical dosage forms, _liquids/semisolids. — 
Reprint, June 9, 1978.— Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1975- 
(Price upon application) DLSC-AP SA 0431, Federal 
Center, Battle Creek, MI 49016 
v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A451) 
Reprint replaces FIIG A451, dated Mar. 14, 1975, and in- 
cludes current changes. 
Loose-leaf for updating. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3949639 


78-15033 
D 7.6/4:R 31/rep.978 
United States. Defense Logistics Services Center. 
Resistors, fixed and adjustable. — Reprint, Apr. 14, 1978. 
— Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, 1973- 
(Price upon application) DLSC-AP SA 0431, Federal 
Center, Battle Creek, MI 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
AOOILA) 
Replaces edition of Dec. 21, 1973, incorporates Changes 
1-7, 1975-77, and includes current changes. 
Loose-leaf for updating. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2148406 


78-15034 
D 7.6/4:Sh 6/3/ch. 1 
United States. 6/3/ch.1 Logistics Services Center. 

Shirts and shirt-like garments. — Battle Greek, Mich. 
Dept. of Defense, Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1977- 

(Price upon application) DLSC-AP SA 0431, Federal 
Center, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A302) 

Loose-leaf for updating. 

Sept. 30, 1977. 

Contents: Change |, Mar. 28, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3569418 





78-15035 


D 7.6/4:T 41/rep./ch.1 
United States. Defense Logistics Services Center. 

Threaded studs.— Reprint, Sept. 20, 1977. — Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, 1968- 

(Price upon application) DLSC-AP SA 0431, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A0S1) 

Replaces FIIG AOSI, dated Sept. 6, 1968, incorporates 
changes 1-8, 1969-75, and includes current changes. 

Loose-leaf for updating. 

Sept. 6, 1968. 

Contents: Change 1, Mar. 17, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3276722 


78-15036 


D 7.6/4:Up 9 
United States. Defense Supply Agency. 

Upward mobility in DSA. — Alexandria, Va. 
Defense, Defense Supply Agency, 1974. 

22314 

iv, [1], 33 p. : ill., map ; 26 cm. 

October 1974. 

pbk. 

1. United States. Defense Supply Agency — Appointments, 
promotions, salaries, etc. 2. *United States — Officials and 
employees — Appointments, qualification, tenure, etc. I. 
Title. 


: Dept. of 


OCLC 3922686 


78-15037 


D 7.6/4-2:basic/977 
United States. Defense Industrial Resources Support Office. 

Standardization of work measurement. — [1977 rev. ed.] 
— Washington : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs and Lo- 
gistics)], Defense Industrial Resources Support Office : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977- 

20402 

v. ; 26 cm. — (DoD 5010.15.1-M) 

Manual is divided into 11 parts: a basic volume entitled 
General guidance; vol. no. 1-9 (occupationally oriented); and 
vol. no. 10 (data of universal application). 

Running title: Defense work measurement standard time 
data program. 

Supersedes 1973 edition and its parts and changes 
prepared 1973-77 by Defense Supply Agency, for Assistant 
Secretary of Defense (Installations and Logistics). 

Contents: Basic vol., General guidance, June 13, 1977. 

@ltem 314-A-3 

S/N 008-007-02850-2 

pbk. : $6.25 

1. *Work measurement — Handbooks, manuals, etc. 2. 
*Production management — Handbooks, manuals, etc. I. 
Title. Il. Title: Defense work measurement standard time 
data program. 


OCLC 2989823 


Government Publications — August 1978 


78-15038 


D 7.6/4-2:basic/977/ch.1 


United States. Defense Industrial Resources Support Office. 


Standardization of work measurement. — [1977 rev. ed.] 
— Washington : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs and Lo- 
gistics)], Defense Industrial Resources Support Office : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977- 

20402 

v.; 26cm. — (DoD 5010.15.1-M) 

Manual is divided into 11 parts: a basic volume entitled 
General guidance; vol. no. 1-9 (occupationally oriented); and 
vol. no. 10 (data of universal application). 

Running title: Defense work measurement standard time 
data program. 

Supersedes 1973 edition and its parts and changes 
prepared 1973-77 by Defense Supply Agency, for Assistant 
Secretary of Defense (Installations and Logistics). 

Contents: Basic vol., General guidance, Change 1, Nov. 15, 
1977. 

@ltem 314-A-3 

S/N 008-007-02929-1 

pbk. : $2.75 

1. *Work measurement — Handbooks, manuals, etc. 2. 
*Production management — Handbooks, manuals, etc. I. 
Title. II. Title: Defense work measurement standard time 
data program. 


OCLC 2989823 


78-15039 


D 7.6/4-2:7/ch.1 


United States. Assistant Secretary of Defense (Installations and 


Logistics). 

Standardization of work measurement. — Alexandria, Va. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Installations and Logistics)], Defense Supply Agen- 
cy ; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1973- 

20402 

v. ; 26cm. — (DoD 5010.15.1-M) 

Manual is divided into 11 parts: a basic volume entitled 
General guidance; vol. no. 1-9 (occupationally oriented); and 
vol. no. 10 (data of universal application). 

Running title: Defense work measurement standard time 
data program. 

Issued Vol. 2, Change 1, Dec. 1, 1977 on by Defense In- 
dustrial Resources Support Office. 

Contents: Vol. 7, Bench work measurement standard time 
data program. 

@ltem 314-A-3 

S/N 008-007-02894-4 

pbk. : $1.00 

1. *Work measurement — Handbooks, manuals, etc. 2. 
*Production management — Handbooks, manuals, etc. I. 
Title. II. Title: Defense work measurement standard time 
data program. 


OCLC 2989823 





Defense Logistics Agency — Cameron Station 


78-15040 
D 7.6/4-2:9/977/ch.1 
United States. Defense Industrial Resources Support Office. 

Standardization of work measurement. — [1977 rev. ed.] 
— Washington : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs and Lo- 
gistics)], Defense Industrial Resources Support Office : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977- 

20402 

v.; 26 cm. — (DoD 5010.15.1-M) 

Manual is divided into 11 parts: a basic volume entitled 
General guidance; vol. no. 1-9 (occupationally oriented); and 
vol. no. 10 (data of universal application). 

Running title: Defense work measurement standard time 
data program. 

Supersedes 1973 edition and its parts and changes 
prepared 1973-77 by Defense Supply Agency, for Assistant 
Secretary of Defense (Installations and Logistics). 

Contents: Vol. 9, Miscellaneous occupations, Change 1, 
Dec. 1, 1977. 

@ltem 314-A-3 

S/N 008-007-02896-1 

pbk. : $1.00 

1. *Work measurement — Handbooks, manuals, etc. 2. 
*Production management — Handbooks, manuals, etc. I. 
Title. Il. Title: Defense work measurement standard time 
data program. 


OCLC 2989823 


78-15041 
D 7.6/4-2:10/977/ch.1 
United States. Defense Industrial Resources Support Office. 

Standardization of work measurement. — [1977 rev. ed.] 
— Washington : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs and Lo- 
gistics)], Defense Industrial Resources Support Office : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977- 

20402 

v.; 26cm. — (DoD 5010.15.1-M) 

Manual is divided into 11 parts: a basic volume entitled 
General guidance; vol. no. 1-9 (occupationally oriented); and 
vol. no. 10 (data of universal application). 

Running title: Defense work measurement standard time 
data program. 

Supersedes 1973 edition and its parts and changes 
prepared 1973-77 by Defense Supply Agency, for Assistant 
Secretary of Defense (Installations and Logistics). 

Contents: Vol. 10, Universal, Change 1, Dec. 1, 1977. 

@ltem 314-A-3 

S/N 008-007-02897-9 

pbk. : $0.90 

1. *Work measurement — Handbooks, manuals, etc. 2. 
*Production management — Handbooks, manuals, etc. I. 
Title. Hl. Title: Def work rement standard time 
data program. 





OCLC 2989823 
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DEFENSE CIVIL PREPAREDNESS AGENCY 
Defense Dept. 
Washington, DC 20301 


78-15042 
D 14.12:91 

United States. Defense Civil Preparedness Agency. 

Emergency shelters. — [Washington] : Dept. of Defense, 

Defense Civil Preparedness Agency, 1978. 

20301 

folder (5 p) : ill. 22 cm. — (L-91) 

@litem 857-D-5 

pbk. 

1. *Public shelters. I. Title. 
OCLC 3910277 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20301 


78-15043 
D 101.20:1-15/5 
United States. Dept. of the Army. 
Aviation reference data. — Washington 
Defense], Dept. of the Army, Headquarters, 1977. 
20301 
333 p.: ill. ; 26 cm. — (Field manual ; FM 1-15) 
Supersedes FM 1-15, Dec. 18, 1969, including all changes. 
September 30, 1977. 
Bibliography: p. 268. 
@ltem 324 
pbk. 
1. United States. Army — Aviation — Handbooks, manuals, 
etc. I. Title. 


[Dept. of 


OCLC 3918460 


78-15044 
D 101.20:1-71 P § 
United States. Dept. of the Army. 

Soldier’s manual : operations sergeant. — [Washington : 
Dept. of Defense], Dept. of the Army, Headquarters, 1976, 
1977 printing. 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

55 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 1-71P5) 

September 30, 1976. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Aeronautics, Military — Study and teaching — Hand- 
books, manuals, etc. 2. United States. Army — Aviation — 
Handbooks, manuals, etc. I. Title. II. Title: Operations ser- 
geant. 


OCLC 3936250 


78-15045 
D 101.20:5-62 B/CM 
United States. Dept. of the Army. 

Construction equipment repairer, MOS 62B : commander's 
manual. — (Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978. 

AG Publication Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220. 

149 p. in various pagings ; 26 cm. — (Field manual ; FM 
5-62B/CM) 





Prepared by the United States Army Engineer School, Fort 
Belvior, Va. 

March 13, 1978. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Construction equipment — Maintenance and repair — 
Study and teaching. I. United States. Army Engineer 
School, Fort Belvoir, Va. II. Title. 


OCLC 3922712 


78-15046 


D 101.20:5-62 B 4 
United States. Dept. of the Army. 

Construction equipment repair supervisor, MOS 62B, skill 
level 4 soldier’s manual. — [Washington Dept. of 
Defense], Dept. of the Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

45 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 5-62B4) 

Prepared by US Army Engineer School. 

March 13, 1978. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Construction equipment — Maintenance and repair — 
Handbooks, manuals, etc. 2. *Supervision of employees — 
Study and teaching — Handbooks, manuals, etc. I. United 
States. Army Engineer School, Fort Belvoir, Va. II. Title. 


OCLC 3918329 


78-15047 


D 101.20:6-20 
United States. Dept. of the Army. 

Fire support in combined arms operations. — Washington : 
Dept. of Defense, Dept. of the Army, Headquarters, 1977. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

639 p. in various pagings : ill. ; 30 cm. — (Field manual ; 
FM 6-20) 

Supersedes FM 6-20, Aug. 30, 1973; TC 6-20-1, May 12, 
1975; and TC 6-20-2, Apr. 12, 1975. 

September 30, 1977. 

Includes index. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Fire control (Aerial gunnery) — Equipment. 2. 
*Artillery, Field and mountain. 3. United States. Army. 
Field artillery. I. Title. 


OCLC 3943044 


78-15048 


D 101.20:9-27 F 3 
United States. Dept. of the Army. 

Soldier’s manual : vulcan/FAAR repairer, MOSC 27F, skill 
“level 3. — [Washington : Dept. of Defense] , Dept. of the 
Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

63 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 9-27F3) 

Prepared by US Army Missile and Munitions Center and 
School. 

March 20, 1978. 


Government Publications — August 1978 


Includes bibliographical references. 

@ltem 324 

pbk. 

1. *Weapons systems — Maintenance and repair — Study 
and teaching. I. United States. Army Missile and Munitions 
Center and School, Redstone Arsenal, Ala. II. Title. III. 
Title: Vulcan/FAAR repairer. 


OCLC 3908528 


78-15049 


D 101.20:9-27 G 3 


United States. Dept. of the Army. 


Chaparral/Redeye repairer, MOS 27G, skill level 3 : soldi- 
er’s manual. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

65 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 9-27G3) 

Prepared by US Army Missile and Munitions Center and 
School. 

March 20, 1978. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Guided missiles — Maintenance and repair — Hand- 
books, manuals, etc. 2. United States. Army — Weapons 
systems — Handbooks, manuals, etc. I. United States. Army 
Missile and Munitions Center and School, Redstone Arsenal, 
Ala. II. Title. 


OCLC 3937849 


78-15050 


D 101.20:9-27 Z § 


United States. Dept. of the Army. 


Land combat/light air defense system maintenance chief, 
MOS 272, skill level 5 : soldier’s manual. — [Washington] : 
Dept. of Defense], Dept. of the Army, Headquarters, 1978. 

AG Publication Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220. 

69 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 9-27Z5) 

Prepared by the US Army Missile and Munitions Center 
and School, Redstone Arsenal, Ala. 

March 20, 1978. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. *Guided missiles — Maintenance and repair — Study and 
teaching. I. United States. Army Missile and Munitions 
Center and School, Redstone Arsenal, Ala. II. Title. 


OCLC 3920313 


78-15051 


D 101.20:9-207 


United States. Dept. of the Army. 


Operation and maintenance of ordnance materiel in cold 
weather (0 to 65 F). — Washington : (Dept. of Defense] , 
Dept. of the Army, 1978. 

20301 

76 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 9-207) (Technical order - Dept. of the Air Force ; TO 
36-1-40) 

Prepared in cooperation with U.S. Air Force. 

Supersedes December 7, 1970 edition with all changes. 

January 1978. 
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Army Department — Defense Dept. 


@ltem 324 

pbk. 

1. United States. Army — Ordnance and ordnance stores — 
Cold weather operations. 2. United States. Air Force — 
Ordnance and ordnance stores — Cold weather operations. 

I. United States. Dept. of the Air Force. Il. Title. Ill. Se- 
ries: United States. Dept. of the Air Force. Technical order - 
Dept. of the Air Force ; TO 36-1-40. 


OCLC 3941057 


78-15052 
D 101.20:10-286 
United States. Dept. of the Army. 
Indentification of deceased personnel. — [Washington 
Dept. of Defense], Dept. of the Army, Headquarters, 1976. 
AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 
213 p. in various pagings : ill. ; 28 cm. — (Field manual ; 
FM 10-286) 
Supersedes TM 10-286, 31 January 1964. 
June 30, 1976. 
Includes index 
Contains copyright material. 
Bibliography: p. A-1 [23] 
pbk. 
1. *Dead — Indentification. I. Title. 


OCLC 3917000 


78-15053 
D 101.20:11-34 F/CM 
United States. Dept. of the Army. 

Commander’s manual : 34F digital subscriber terminal 
equipment repairman, [MOS 34F]. — [Washington : Dept. of 
Defense], Dept. of the Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

29 p. in various pagings ; 26 cm.— (Field manual ; FM 
11-34F/CM) 

Prepared by US Army Signal School, Fort Gordon, Ga. 

March 20, 1978. 

Includes bibliographies 

@ltem 324 

pbk. 

1. *Computer input-output equipment — Maintenance and 
repair — Study and teaching. I. United States. Army Signal 
School, Fort Gordon, Ga. II. Title. III. Title: Digital sub- 
scriber terminal equipment repairman, MOS 34F. 


OCLC 3917116 


78-15054 
D 101.20:19-95 C 1/2 
United States. Dept. of the Army. 
Correctional specialist : soldier's manual : skill level 1 & 2. 
— [Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1976, 1978 printing. 
AG Publication Center, 2800 Easter Boulevard, Baltimore, 
Md. 21220 
113 p. in various pagings : ill. ; 26 cm. — (Field manual ; 
FM 19-95C 1/2) 
Prepared by US Army Military Police School, Fort McClel- 
lan, Ala 
September 30, 1976, 1978 printing. 
Includes bibliographical references. 
@ltem 324 
pbk. 
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1. *Correctional personnel — Study and teaching — Hand- 
books, manuals, etc. I. United States. Army Military Police 
School, Fort McClellan, Ala. Il. Title. 


OCLC 3918231 


78-15055 


D 101.20:19-95 C 5 


United States. Dept. of the Army. 


CSP : correctional specialist, soldier’s manual, skill level 5. 
— [Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1976. 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

29 p. in various pagings ; 26 cm.— (Field manual ; FM 
19-95CS5) 

September 30, 1976. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Correctional personnel — Handbooks, manuals, etc. I. 
Title. II. Title: Correctional specialist. 


OCLC 3918351 


78-15056 


D 101.20:30-17 K/CM 


United States. Dept. of the Army. 


Ground surveillance radar crewman, MOS 17K : com- 
mander’s manual. — [Washington : Dept. of Defense], Dept. 
of the Army, Headquarters, 1978. 

AG Publication Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220. 

57 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 30-17K/CM) 

Prepared by the US Army Intelligence Center and School, 
Fort Huachuca, Arizona. 

March 20, 1978. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Surveillance radar — Handbooks, manuals, etc. 2. 
*Surveillance radar — Study and teaching. I. United States. 
Army Intelligence Center and School, Fort Huachuca, Ariz. 
II. Title. 


OCLC 3918369 


78-15057 


D 101.20:30-40 


United States. Dept. of the Army. 


Handbook on Soviet ground forces. — [Washington : Dept. 
of Defense], Dept. of the Army , Headquarters : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

281 p. in various pagings : ill. (some col.) ; 18 cm. — 
(Field manual ; FM 30-40) 

June 30, 1975. 

Bibliography: p. D1-D4. 

S/N 008-020-00600-9 

pbk. : $3.55 

1. *Russia — Armed Forces — Handbooks, manuals, etc. 

. Russia. Armiia. I. Title. 


OCLC 2350765 





78-15058 
D 101.20:30-97 B/CM 
United States. Dept. of the Army. 

Commander’s manual : counterintelligence agent, (MOS 
97B). — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

53 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 30-97B/CM) 

Prepared by US Army Intelligence Center and School, Fort 
Huachuca, Arizona. 

March 20, 1978. 

Bibliography: p. B1-B4 [43-46] 

@ltem 324 

pbk. 

1. *Military intelligence — Study and teaching. I. United 
States. Army Intelligence Center and School, Fort Huachuca, 
Ariz. Il. Title. Il. Title: Counterintelligence agent, MOS 
97B. 


OCLC 3917137 


78-15059 
D 101.20:44-24 M 
United States. Dept. of the Army. 

Soldier’s manual : Vulcan/FAAR system mechanic [MOS 
24M]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978. 

AG Publication Center, 2800 Eastern Boulevard, Balit- 
more, Md, 21220. 

465 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 44-24M) 

Prepared by US Army Air Defense School, Fort Bliss, Tex. 

March 13, 1978. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. *Weapons systems — Maintenance and repair — Study 
and teaching. 2. *Radar — Maintenance and repair — Study 
and teaching. I. United States. Army Air Defense School, 
Fort Bliss, Tex. II. Title. If. Title: Vulcan/FAAR system 
mechanic, MOS 24M. 


OCLC 3916985 
78-15060 


D 101.20:44-24 M/CM 
United States. Dept. of the Army. 


Commander’s manual : vulcan/FAAR system mechanic 
[MOS 24M]. — [Washington : Dept. of Defense], Dept. of 
the Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

75 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 44-24M/CM) 

Prepared by US Army Air Defense School. 

March 12, 1978. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. *Weapons systems — Maintenance and repair — Study 
and teaching. 2. *Mechanics (Persons) I. United States. 
Army Air Defense School, Fort Bliss, Tex. II. Title. III. 
Title: Vulcan/FAAR system mechanic. 


OCLC 3918266 


Government Publications — August 1978 


78-15061 


D 101.20:44-24 N/CM 


United States. Dept. of the Army. 


Commander’s manual : chapparal system mechanic, MOS 
24N. — [Washington : Dept. of Defense], Dept. of the Army, 
Headquarters 1978. 

AG Publication Center, 2800 Eastern Blvd., Baltimore, 
Md., 21220. 

77 p.in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 44-24N/CM) 

Prepared by US Army Air Defense Scool. 

March 13, 1978. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Mechanics (Persons) — Handbooks, manuals, etc. 2. 
United States. Army — Weapons systems — Handbooks, 
manuals, etc. I. United States. Army Air Defense School, 
Fort Bliss, Tex. II. Title. III. Title: Chaparral system 
mechanic. 


OCLC 3898990 


78-15062 


D 101.20:55-67 N 


United States. Dept. of the Army. 


Soldier’s manual : utility helicgpter repairer, MOS 67N. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

383 p. in various pagings : ill. ; 26 cm. — (Field manual ; 
FM 55-67N) 

Prepared by US Army transportation School. 

March 20, 1978. 

Incluces bibliographical references. 

@ltem 324 

S/N 008-020-00734-0 

pbk. : $5.50 

1. *Helicopters — Handbooks, manuals, etc. 2. *United 
States — Maintenance and _ repair — Handbooks, manuals, 
etc. I. United States. Army Transportation School, Fort 
Eustis, Va. II. Title. III. Title: Utility helicopter repairer. 


OCLC 3918278 


78-15063 


D 101.20:55-67 X/CM 


United States. Dept. of the Army. 


Commander’s manual : CH-54 heavy helicopter repairer, 
MOS 67X. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

43 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 55-67X/CM) 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. *Helicopters — Maintenance and repair — Handbooks, 
manuals, etc. I. Title. HI. Title: CH-54 heavy helicopter 
repairer. 


OCLC 3910300 





Army Department — Defense Dept. 


78-15064 
D 101.20:55-67 Z/CM 
United States. Dept. of the Army. 

Commander's manual : aircraft Maintenance senior serge- 
ant : MOS 67Z. — [Washington : Dept. of Defense], Dept. of 
the Army : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978 

20402 

29 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 55-67Z/CM) 

Prepared by the US Army Transportation School, Fort 
Eustis, Va. 

March 6, 1978 

Bibliography: p. 2-2—2-6 [18-22] 

@ltem 324 

S/N 008-020-00726-9 

pbk. : $1.25 

1. United States. Army — Non-commissioned officers’ 
handbooks. 2. ‘*Airplanes, Military — Maintenance and 
repair — Study and teaching. I. United States. Army Trans- 
portation School, Fort Eustis, Va. II. Title. III. Title: Air- 
craft maintenance senior sergeant, MOS 67Z. 


OCLC 3927353 


78-15065 
D 101.20:55-68 D/CM 
United States. Dept. of the Army. 

Commander's manual : aircraft powertrain 
repairer/nondestructive inspector, MOS 68D. — [Washington 
: Dept. of Defense], Dept. of the Army, Headquarters, 1978. 

AG Publication Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220. 

39 p. in various pagings ; 26 cm.— (Field manual ; FM 
55-68D/CM) 

Army Transportation School, Fort Eustis, Va. 

March 20, 1978. 

Includes bibliographies. 

@ltem 324 

pbk. 

1. *Airplanes, Military — Maintenance and repair — Study 
and teaching. I. United States. Army Transportation School, 
Fort Eustis, Va. Il. Title. Ill. Title: Aircraft powertrain 
repairer/nondestructive inspector, MOS 68D. 


OCLC 3922735 


78-15066 
D 101.22:190-52 
United States. Dept. of the Army. 

Personnel security precautions against acts of terrorism. — 
Washington : [Dept. of Defense], Dept. of the Army, 
Headquarters, 1978. 

AG Publication Center, 2800 Eastern Boulevard, Balit- 
more, Md, 21220. 

17 p. in various pagings ; 28 cm. — (DA pam 190 ; 52) 

June 1978. 

Includes bibliographical references. 

pbk. 

1. *Terrorism — United States. 2. United States. Army — 
Security measures. I. Title. Il. Series: United States. Dept. 
of the Army. DA pam 190 ; 52. 


OCLC 3918204 


Page 88 


78-15067 
D 101.22:420-6 
United States. Dept. of the Army. 

Facilities engineering : resources management system. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1978. 

2800 Eastern Boulevard, Baltimore, Md., 21220. 

78 p. in various pagings : ill. ; 28 cm.— (DA pam 420 ; 
6) 

Supersedes DA pamphlet 420-4, October 31, 1963, DA 
pamphlet 420-5, June 10, 1966, and DA pamphlet 420-6, 
January 2, 1968. 

May 1978. 

@ltem 327-E 

pbk. 

1. *Military bases — Management. I. Title. II. Series: 
United States. Dept. of the Army. DA pam 420 ; 6. 


OCLC 3918259 


78-15068 
D 101.22:621-122 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of electronic technician (Communication). — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1978. 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md., 21220 

9 p. in various pagings ; 28 cm. — (DA pam 621 ; 122) 

June 1978. 

@ltem 327-E 

pbk. 

1. *Electronic technicians. 2. *Apprentices — United 
States. 3. United States. Army Signal School, Fort Gordon, 
Ga. I. Title. 


OCLC 3954634 


78-15069 
D 101.22:621-123 
United States. Dept. of the Army. 

The US Army Engineer School apprenticeship program for 
the trade of rigger. — [Washington : Dept. of Defense], Dept. 
of the Army, Headquarters, 1978. 

AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md. 21220 

11 p. in various pagings ; 28 cm. — (DA pam 621 ; 123) 

June 1, 1978. 

@ltem 327-E 

pbk. 

1. *Hoisting machinery — Rigging — Vocational guidance. 
2. *Apprentices — United States. 3. United States. Army 
Engineer School, Fort Belvoir, Va. I. Title. Il. Series: 
United States. Dept. of the Army. DA pam 621 ; 123. 


OCLC 3917236 


78-15070 
D 101.24:31-20-1 
The role of US Army Special Forces : airborne : tips for 
leaders. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1976. 
20301 
ii, 46, A-4 p. : ill. 28 cm. — (Training circular - Dept. of 
the Army ; TC 31-20-1) 
Prepared by US Army Institute for Military Assistance. 
October 22, 1976. 





@ltem 324-B 

pbk. 

1. United States. Army. Special Forces. I. United States. 
Dept. of the Army. II. Series: United States. Dept. of the 
Army. Training circular - Dept. of the Army ; TC 31-20-1. 


OCLC 3922640 


ENGINEERS CORPS 


Orders or requests for publications listed below which are not 
sold by the Supt. of Docs. should be sent to the preparing and 
issuing office indicated. Address requests to the U.S. Army 
Corps of Engineers and add the City and State shown. Publica- 
tions shown as initiated and issued by the Chief of Engineers 
should be ordered from Office of the Chief of Engineers, Publi- 
cations Depot, 890 Pickett St., Alexandria, Va. 22304. 


78-15071 
D 103.2:M 56 
Metropolitan Spokane region resources study : public brochure. 
— [Settle, Wash. : [Dept. of Defense]. Dept. of the Army, 
Corps of Engineers, Seattle District, 1976. 

P.O. Box C-3755, 98124 

29 p. : ill. ; 27 cm. 

January 1976. 

pbk. 

1. *Water resources development — Washington (State) — 
Spokane. 2. *Water quality management — Washington 
(State) — Spokane. 3. *Spokane, Wash. — Water-supply. 

I. United States. Army. Corps of Engineers. Seattle District. 


OCLC 3941024 


78-15072 
D 103.2:P 56 
United States. Army. Corps of Engineers. Seattle District. 

What is photogrammetry ? — [Seattle, Wash. : Dept. of 
Defense], Dept. of the Army, Corps of Engineers, Seattle 
District, [19767]. 

P.O. Box C-3755 

[8] p. : ill. ; 27 cm. 

pbk. 

1. *Photogrammetry. I. Title. 


OCLC 3954643 


78-15073 
D 103.24/2:H-77-11 
Franco, John J 
Navigation conditions at Columbus Lock and Dam, Tom- 
bigbee River, Mississippi and Alabama : hydraulic model in- 
vestigation, final report / by J. J. Franco, L. J. Shows ; 
Hydraulics Laboratory. — Vicksburg, Miss. Dept. of 
Defense, Dept. of the Army, Corps of Engineers, Waterways 
Experiment Station, Hydraulics Laboratory, 1977. 
P.O. Box 631, 39180 
40, [9] p., 38 leaves of plates : ill. ; 27 cm. — (Technical 
report - Waterways Experiment Station ; H-77-11) 
Prepared by Hydraulics Laboratory for Army Engineer 
Division, South Atlantic. 
May 1977. 
pbk. 


Government Publications — August 1978 


1. *Locks (Hydraulic engineering) 2. *Hydraulic models. 
3. *Columbus Lock and Dam, Miss. I. Shows, Louis J , joint 
author. II. United States. Army. Corps of Engineers. South 
Atlantic Division. III. United States. Waterways Experiment 
Station, Vicksburg, Miss. Hydraulics Laboratory. IV. Title. 
V. Series: United States. Waterways Experiment Station, 
Vicksburg, Miss. Technical report - Waterways Experiment 
Station ; H-77-11. 


OCLC 3217950 


78-15074 
D 103.24/2:H-77-14 
Hart, E Dale 

Reaeration tests, outlet works Beltzville Dam, Pohopoco 
Creek, Pennsylvania : final report / by E. Dale Hart, Steven 
C. Wilhelms ; Hydraulics Laboratory. — Vicksburg, Miss. : 
Dept. of Defense, Dept. of the Army, Corps of Engineers, 
Waterways Experiment Station, Hydraulics Laboratory, 1977. 

P.O. Box 631, 39180 

27, [4] p., 10 leaves of plates : ill., maps ; 27 cm. — 
(Technical report - Waterways Experiment Station ; H-77- 
14) 

Prepared for Office, Chief of Engineers, and Army En- 
gineer District, Philadelphia, by Hydraulics Laboratory. 

July 1977. 

Bibliography: p. 27. 

pbk. 

1. *Rivers— Aeration. 2. *Beltzville Dam, Pa. I. Wil- 
helms, Steven C , joint author. II. United States. Waterways 
Experiment Station, Vicksburg, Miss. Hydraulics Laboratory. 
III. United States. Army. Corps of Engineers. Philadelphia 
District. IV. Title. V. Series: United States. Waterways Ex- 
periment Station, Vicksburg, Miss. Technical report - Water- 
ways Experiment Station ; H-77-14. 


OCLC 3308446 


78-15075 
D 103.24/2:M-77-3/v.1-2 
Struve, Horton 

An automated procedure for slope map construction : final 
report / by Horton Struve ; Mobility and Environmental 
Systems Laboratory. — Vicksburg, Miss. : Dept. of Defense, 
Dept. of the Army, Corps of Engineers, Waterways Experi- 
ment Station, Mobility and Environmental Systems Laborato- 
ry, 1977. 

P.O. Box 631, 39180 

2 v. : ill. (some col.) ; 27 cm.— (Technical report - 
Waterways Experiment Station ; M-77-3) 

Prepared for Office, Chief of Engineers, under Project 
4A152121A896, Task O01, Work Unit 006, Project 
1E865803M730, by Mobility and Environmental Systems 
Laboratory. 

October 1977. 

Bibliography: p. 93 (v.1). 

Contents: v.1 Description and instructions for use of the 
automated procedure.— v.2. Listing and glossary for program 
SLOPEMAP. 

pbk. 

1. *Cartography — Automation. 2. *Contours 
(Cartography) 3. *Topographic maps. I. United States. 
Waterways Experiment Station, Vicksburg, Miss. Mobility 
and Environmental Systems Laboratory. II. United States. 
Army. Corps of Engineers. III. Title. IV. Series: United 
States. Waterways Experiment Station, Vicksburg, Miss. 
Technical report - Waterways Experiment Station ; M-77-3. 


OCLC 3572154 
Page 89 





Engineers Corps 


78-15076 
D 103.24/2:M-77-4/rpt.5 
United States Army Engineer Waterways Experiment Station. 
Mobility and Environmental Systems Laboratory. 

Environmental baseline descriptions for use in the manage- 
ment of Fort Carson natural resources. — Vicksburg, Miss. : 
Dept. of Defense, Dept. of the Army, Corps of Engineers, 
Waterways Experiment Station, Mobility and Environmental 
Systems Laboratory ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1977. 

22161 

v. : ill., maps ; 27 cm.— (Technical report - Waterways 
Experiment Station ; M-77-4) 

Prepared by Mobility and Environmental Systems Labora- 
tory for Directorate of Facilities and Engineering, Fort Car- 
son, and Office, Chief of Engineers under Project 
4A162121A896, Task 01, Work Unit 006. 

September 1977. 

Includes bibliographies. 

Contents: rpt. 5. Dardeau, E. A. and Zappi, M. A. General 
geology and seismicity. , 

pbk. 

1. “Natural resources — Colorado — Fort Carson. 2. 
*Military bases — Colorado — Fort Carson. 3. 
*Environmental engineering. I. Dardeau, Elba A_ II. Zappi, 
Marcos A_ III. United States. Army. Corps of Engineers. 
IV. Fort Carson, Colo. Directorate of Facilities and Engineer- 
ing. V. Title. VI. Series: United States. Waterways Experi- 
ment Station, Vicksburg, Miss. Technical report - Waterways 
Experiment Station ; M-77-4. 


OCLC 3523716 


78-15077 
D 103.24/2:6-570/rep.4 
United States. Waterways Experiment Station, Vicksburg, Miss. 
Concrete Laboratory. 

Durability and behavior of prestressed concrete beams. — 
Vicksburg, Miss. : [Dept. of Defense], Dept. of the Army, 
Corps of Engineers, Waterways Experiment Station, Concrete 
Laboratory, 1961- 

39180 

v.: ill. ; 27 em. — (Technical report - Waterways Experi- 
ment Station ; 6-570) 

Prepared by Concrete Laboratory, for Office, Chief of En- 
gineers, Army. 

February 1977. 

Includes bibliographies. 

Contents: O'Neil, Ed. F. Posttensioned concrete beam in- 
vestigation with laboratory tests from June 1961 to Sep- 
tember 1975. 

pbk 

1. *Prestressed concrete beams — Testing. 2. *Concrete 
— Testing. I. United States. Army. Corps of Engineers. II. 
United States. Waterways Experiment Station, Vicksburg, 
Miss. Concrete Laboratory. Ill. Title. IV. Series: United 
States. Waterways Experiment Station, Vicksburg, Miss. 
Technical report - Waterways Experiment Station ; 6-570. 


OCLC 3080899 


Page 90 


78-15078 


D 103.24/4:H-77-5 


Fagerburg, Timothy L 


Pressure tests in flood-control conduit, Melvern Dam, Kan- 
sas : final report / by Timothy L. Fagerburg ; Hydraulics 
Laboratory. — Vicksburg, Miss. : Dept. of Defense, Dept. of 
the Army, Corps of Engineers, Waterways Experiment Sta- 
tion, Hydraulics Laboratory, 1977. 

P.O. Box 631, 39180 

20, A2, [3] p., 6 leaves of plates : ill. ; 27 cm.— 
(Miscellaneous paper - Waterways Experiment Station ; H- 
77-5) 

Prepared by Hydraulics laboratory for Army Engineer Dis- 
trict, Kansas City. 

May 1977. 

Bibliography: p. 20. 

pbk. 

1. *Flood control — Kansas— Osage County. 2. 
*Aqueducts. 3. *Melvern Dam, Kans. I. United States. 
Waterways Experiment Station, Vicksburg, Miss. Hydraulics 
Laboratory. II. United States. Army. Corps of Engineers. 
Kansas City District. Ill. Title. IV. Series: United States. 
Waterways Experiment Station, Vicksburg, Miss. Miscellane- 
ous paper - Waterways Experiment Station ; H-77-5. 


OCLC 3147072 


78-15079 


D 103.24/4:S-76-9 


Al-Hussaini, Mosaid M 


Centrifuge model testing of soils : a literature review : final 
report / Mosaid M. Al-Hussaini ; Soils and Pavements 
Laboratory. — Vicksburg, Miss. : Dept. of Defense, Dept. of 
the Army, Corps of Engineers, Waterways Experiment Sta- 
tion, Soils and Pavements Laboratory, 1976. 

39180 

35, A3, B2. [4] p. : ill. ; 27 cm. — (Miscellaneous paper - 
Waterways Experiment Station ; S-76-9) 

Prepared by Soils and Pavements Laboratory for In-House 
Laboratory Independent Research Program, Assistant 
Secreatry of the Army (R&D) under Project 
4A061101A91D. 

June 1976. 

Bibliography: p. 33-35. 

pbk. 

1. *Centrifuges. 2. *Soil mechanics. I. United States. 
Waterways Experiment Station, Vicksburg, Miss. Soils and 
Pavements Laboratory. Il. Title. III. Series: United States. 
Waterways Experiment Station, Vicksburg, Miss. Miscellane- 
ous paper - Waterways Experiment Station ; S-76-9. 


OCLC 2341837 


78-15080 


D 103.24/4:S-76-18 


Lewis, Jack T 


Use of californium-252 in laboratory testing for moisture 
and density of soils : final report / by Jack T. Lewis ; Soils 
and Pavements Laboratory. — Vicksburg, Miss. : [Dept. of 
Defense, Dept. of the Army], Corps of Engineers, Waterways 
Experiment Station, Soils and Pavements Laboratory, 1976. 

31980 

39 [2] p. : ill. ; 27 cm.— (Miscellaneous paper - Water- 
ways Experiment Station ; S-76-18) 

Prepared for Office, Chief of Engineers, under Project 
4A161102AT22. 

pbk. 





1. *Soils — Density. 2. *Soils moisture — Measurement. 
3. *Radioisotopes. I. United States. Waterways Experiment 
Station, Vicksburg, Miss. Soils and Pavements Laboratory. 
II. United States. Army. Corps of Engineers. III. Title. IV. 
Series: United States. Waterways Experiment Station, 
Vicksburg, Miss. Miscellaneous paper - Waterways Experi- 
ment Station ; S-76-18. 


OCLC 2609004 


78-15081 
D 103.24/4:S-76-25 
Marcuson, William F 

One-dimensional wave-propagation analysis, Newburgh 
Locks and Dam, Ohio River, Indiana and Kentucky : final re- 
port / by William F. Marcuson, III ; Soils and Pavements 
Laboratory. — Vicksburg, Miss. : [Dept. of Defense, Dept. of 
the Army], Corps of Engineers, Waterways Experiment Sta- 
tion, Soils and Pavements Laboratory, 1976. 

P.O. Box 631, 39180 

15, [28] p. : ill. ; 27 cm. — (Miscellaneous paper - Water- 
ways Experiment Station ; S-76-25) 

Prepared for Army Engineer District, Louisville. 

December 1976. 

Bibliography: p. 14-15. 

pbk. 

1. *Wave-motion, Theory of. 2. *Seismic waves. 3. *Soil 
liquefaction. I. United States. Waterways Experiment Sta- 
tion, Vicksburg, Miss. Soils and Pavements Laboratory. II. 
United States. Army. Louisville District. III. Title. IV. Se- 
ries: United States. Waterways Experiment Station, 
Vicksburg, Miss. Miscellaneous paper - Waterways Experi- 
ment Station ; S-76-25. 


OCLC 2882117 


78-15082 
D 103.24/4:S-77-1 
Green, Hugh L 

Summary of buckling and tension tests of landing mats as 
related to C-5A aircraft bow wave problems ; final report / 
by Hugh L. Green, Carroll J. Smith ; Soils and Pavements 
Laboratory. — Vicksburg, Miss. : Dept. of Defense, Dept. of 
the Army, Corps of Engineers, Waterways Experiment Sta- 
tion, Soils and Pavements Laboratory, 1977. 

39180 

47 p. in various pagings : ill. ; 27 cm.— (Miscellaneous 
paper - Waterways Experiment Station ; S-77-1) 

Prepared by Soils and Pavements Laboratory for Army 
Materiel Development and Readiness Command under Pro- 
ject 1T162112A528, Task 04. 

Bibliography: p. 12 (1st group). 

pbk. 

1. *Landing mats. I. Smith, Carroll J. , joint author. II. 
United States. Waterways Experiment Station, Vicksburg, 
Miss. Soils and Pavements Laboratory. III. United States. 
Army Materiel Development and Readiness Command. IV. 
Title. V. Series: United States. Waterways Experiment Sta- 
tion, Vicksburg, Miss. Miscellaneous Paper - Waterways Ex- 
periment Station ; S-77-1. 


OCLC 2775034 


Government Publications — August 1978 


78-15083 


D 103.24/4:S-77-3 


Johnson, Stanley J. 


Reservoirs and induced seismicity at Corps of Engineers 
projects final report / Stanley J. Johnson, Ellis L. Krinitzsky 
and Norman A. Dixon. — Vicksburg, Miss. : Dept. of 
Defense, Dept. of the Army, Corps of Engineers, Soils and 
Pavements Laboratory, 1977. 

P.O. Box 631, 39180 

14, [7] p. : ill., maps ; 27 cm.— (Miscellaneous paper - 
Waterways Experiment Station ; S-77-3) 

Prepared by Soils and Pavements Laboratory for Office, 
Chief of Engineers, Army. 

January 1977. 

Bibliography: p.14. 

pbk. 

1. *Reservoirs. 2. *Earthquakes and hydraulic structures. 
3. *Seismic waves. 4. *Dams. I. Krinitzsky, Ellis L , joint 
author. II. Dixon, Norman A. , joint author. III. United 
States. Waterways Experiment Station, Vicksburg, Miss. Soils 
and Pavements Laboratory. IV. United States. Army. Corps 
of Engineers. V. Title. VI. Series: United States. Water- 
ways Experiment Station, Vicksburg, Miss. Miscellaneous 
paper - Waterways Experiment Station ; S-77-3. 


OCLC 2848359 


78-15084 


D 103.24/4:S-77-4 


Durham, Gary N 


Evaluation of mechanical and manual compactors in stan- 
dard effort compaction tests : final report / by Gary N. Dur- 
ham, Gene P. Hale ; Soils and Pavements Laboratory. — 
Vicksburg, Miss. : Dept. of Defense, Dept. of the Army, 
Corps of Engineers, Waterways Experiment Station, Soils and 
Pavements Laboratory : distributed by Army Engineer Divi- 
sion, Lower Mississippi Valley, 1977. 

P.O. Box 80, 39180 

45, 12, 20, [12] p.: ill. ; 27 cm. — (Miscellaneous paper - 
Waterways Experiment Station ; S-77-4) 

Prepared by Army Engineeer Waterways Experiment Sta- 
tion, Soils and Pavements Laboratory for Army Engineer 
Division, Lower Mississippi Valley. 

January 1977. 

Bibliography: p. 45. 

pbk. 

1. *Soil stabilizaton — Equipment and supplies. I. Hale, 
Gene P , joint author. II. United States. Waterways Experi- 
ment Station, Vicksburg, Miss. Soils and Pavements Labora- 
tory. III. United States. Army. Corps of Engineers. Lower 
Mississippi Valley Division. IV. Title. V. Series: United 
States. Waterways Experiment Station, Vicksburg, Miss. 
Miscellaneous paper - Waterways Experiment Station ; S-77- 
4. 


OCLC 2848381 


78-15085 


D 103.24/9:H-76-1 


Study and evaluation of remedial sand bypassing procedures : 


final report / by Rolland W. Harris ... [et al.] ; Scripps In- 
Stitution of Oceanography. — Vicksburg, Miss. : [Dept. of 
Defense] , Dept. of the Army, Corps of Engineers, Water- 
ways Experiment Station, 1976. 

39180 

131 p.: ill. ; 27 cm. — (Contract report - Waterways Ex- 
periment Station ; H-76-1) 


Page 91 





Engineers Corps 


1. *Soil mechanics. 2. *Shear strength of soils. I. Lee, 
Kenneth Lester, joint author. II. United States. Waterways 
DACW39-72-C-0083. Experiment Station, Vicksburg, Miss., b Soils and Pavements 

Bibliography: p. [63]-[64]. Laboratory. Ill. University of California, Los Angeles. 

pbk. Mechanics and Structures Dept. IV. Title. V. Series: 

1. Fluidization. 2.*Sand. 3. *Jet pumps. I. Harris, Rol- United States. Waterways Experiment Station, Vicksburg, 
land W_ Il. United States. Waterways Experiment Station, Miss. Contract report - Waterways Experiment Station ; S- 
Vicksburg, Miss. Hydraulics Laboratory. Ill. California. 17-1. 

University. Scripps Institution of Oceanography, La Jolla. 
IV. Series: United States. Waterways Experiment Station, 
Vicksburg, Miss. Contract report - Waterways Experiment 
Station ; H-76-1. 


Prepared by Scripps Institution of Oceanography for Army 
Engineer Waterways Experiment Station, under Contract 


OCLC 3193786 


78-15088 


D 103.33/12:77-3 
OCLC 2353474 


78-15086 


Haynes, F Donald 
Effect of temperature on the strength of frozen silt / by F. 
Donald Haynes and Jack A. Karalius ; Cold Regions 
Research and Engineering Laboratory. — Hanover, N.H. : 


D 103.24/9:S-76-8 
Bazant, Zdenek P 


Densification and hysteresis of sand under cyclic shear : 
final report / by Zdenek P. Bazant and Raymond J. Krizek. 
— Vicksburg, Miss. : Dept. of Defense, Dept. of the Army, 
Corps of Engineers, Waterways Experiment Station, Soils and 
Pavements Laboratory, 1976. 

39180 

28, [3] p. : ill. ; 27 cm.— (Contract report - Waterways 
Experiment Station ; S-76-8) 

Prepared by the Technological Institute, Dept. of Civil En- 
gineering, Northwestern University, for Office, Chief of En- 
gineers, Army, under contract DACW39-75-M-3739. 

Monitored by Soils and Pavements Laboratory, Waterways 
Experiment Station. 

August 1976. 

Bibliography: p. 28. 

pbk. 

1. *Soil mechanics. 2. *Hysteresis. 3. *Shear strength of 
soils. 4. *Sand. I. Krizek, Raymond J , joint author. II. 
United States. Waterways Experiment Station, Vicksburg, 
Miss. Soils and Pavements Laboratory. III. Northwestern 
University, Evanston, Ill. Technological Institute. IV. United 
States. Army. Corps of Engineers. V. Title. VI. Series: 
United States. Waterways Experiment Station, Vicksburg, 
Miss. Contract report - Waterways Experiment Station ; S- 
76-8. 


OCLC 2478319 


78-15087 
D 103.24/9:S-77-1 
Vernese, Frank J 

Effect of frictionless caps and bases in the cyclic triaxial 
test : final report / by Frank J. Vernese, Kenneth L. Lee ; 
Mechanics and Structures Dept., University of California, 
Los Angeles. — Vicksburg, Miss. : Dept. of Defense, Dept. of 
the Army, Corps of Engineers, Waterways Experiment Sta- 
tion, Soils and Pavements Laboratory, 1977. 

viii, 112 , [2] p. : ill. ; 27 cm. — (Contract report - Water- 
ways Experiment Station ; S-77-1) 

Prepared by Mechanics and Structures Dept., University of 
California, Los Angeles, for Office, Chief of Engineers, 
Army, under Contract No. DACW-39-75-M-4712 Work Unit 
CWIS 31145. 

Montiored by Soils and Pavements Laboratory, Waterways 
Experiment Station. 

June 1977. 

Bibliography: p. 105. 

pbk. 


Page 92 


Dept. of Defense, Dept. of the Army, Corps of Engineers, 
Cold Regions Research and Engineering Laboratory, 1977. 

03755 

{1], iv, 27 p. : ill. ; 27 cm. — (CRREL report ; 77-3) 

Prepared for Directorate of Military Construction, Office, 
Chief of Engineers by Cold Regions Research and Engineer- 
ing Laboratory. 

February 1977. 

Bibliography: p.26-27. 

pbk. 

1. *Soils, Effects of temperature on. I. Karalius, Jack A , 
joint author. II. United States. Army Cold Regions Research 
and Engineering Laboratory, Hanover, N.H. Ill. United 
States. Army. Corps of Engineers. Directorate of Military 
Construction. IV. Title. V. Series: United States. Army 
Cold Regions Research and Engineering Laboratory, 
Hanover, N.H. CRREL report ; 77-3. 


OCLC 3044162 


78-15089 


D 103.33/12:77-21 


Aamot, Haldor W C 


Mid-winter installation of protected membrane roofs in 
Alaska / Haldor W.C. Aamot ; Cold Regions Research and 
Engineering Laboratory..— Hanover, N.H. : Dept. of 
Defense, Dept. of the Army, Corps of Engineers, Cold Re- 
gions Research and Engineering Laboratory, 1977. 

03755 

{1], iv, 5 p.: ill. ; 27 cm. — (CRREL report ; 77-21) 

Prepared for Directorate of Military Construction, Office, 
Chief of Engineers, by Cold Regions Research and Engineer- 
ing Laboratory. 

August 1977. 

pbk. 

1. *Building — Alaska—Cold weather conditions. 2. 
*Roofs — Thermal properties. I. United States. Army Cold 
Regions Research and Engineering Laboratory, Hanover, 
N.H. Il. United States. Army. Corps of Engineers. 
Directorate of Military Construction. III. Title. IV. Series: 
United States. Army Cold Regions Research and Engineering 
Laboratory. CRREL report ; 77-21. 


OCLC 3519452 





78-15090 


D 103.33/12:77-23 
Ledbetter, C Burgess. 

Collaboration of architect and behavioral scientist in 
research / C. Burgess Ledbetter ; Cold Regions Research and 
Engineering Laboratory.— Hanover, N.H. : Dept. of 
Defense, Dept. of the Army, Corps of Engineers, Cold Re- 
gions Research and Engineering Laboratory, 1977. 

03755 

iv, 5 p. : ill. ; 27 cm. — (CRREL report ; 77-23) 

Prepared for Directorate of Military Construction, Office, 
Chief of Engineers, by Corps of Engineers, Cold Regions 
Research and Engineering Laboratory, Hanover, N.H. 

DA Project 4A762730AT42, Technical Area A3, Work 
Unit 005. 

August 1977. 

Bibliography: p. 5. 

pbk. , 


1. *Environmental engineering. 2. *Architecture and cli- 
mate. 3. *Environmental psychology. I. United States. 
Army Cold Regions Research and Engineering Laboratory. 
II. United States. Army. Corps of Engineers. Directorate of 
Military Construction. III. Title. IV. Series: United States. 
Army Cold Regions Research and Engineering Laboratory. 
CRREL report ; 77-23. 


OCLC 3502494 


78-15091 


D 103.33/12:77-27 


O’Brien, Harold W 


Observations of the ultraviolet spectral reflectance of snow 
/ Harold W. O’Brien ; Cold Regions Research and Engineer- 
ing Laboratory. — Hanover, N.H. : Dept. of Defense, Dept. 
of the Army, Corps of Engineers, Cold Regions Research and 
Engineering Laboratory, 1977. 

03755 

(1), iii, 19 p. : ill. ; 27 cm. — (CRREL report ; 77-27) 

Prepared for Directorate of Facilities Engineering, Office, 
Chief of Engineering by Cold Regions Research and En- 
gineering Laboratory. 

October 1977. 

Bibliography: p. 17. 

pbk. 

l. *Snow. 2. *Ultraviolet spectroscopy. 3. 
*Spectrophotometry. I. United States. Army Cold Regions 
Research and Engineering Laboratory, Hanover, N.H._ II. 
United States. Army. Corps of Engineers. Directorate of 
Facilities Engineering. III. Title. IV. Series: United States. 
Army Cold Regions Research and Engineering Laboratory, 
Hanover, N.H. CRREL report ; 77-27. 


Government Publications — August 1978 


1. *Shore protection. I. United States. Engineering 
Research Center. II. Title. III. Series: United States. 
Coastal Engineering Research Center. Miscellaneous report - 
MR 76-7. 


OCLC 2465332 


78-15093 


D 103.42/8:76-8 


Pritchett, P C 


Diurnal variations in visually observed breaking waves / by 
P.C. Pritchett ; Coastal Engineering Research Center. — Fort 
Belvoir, Va. : (Dept. of Defense], Dept. of the Army, Corps 
of Engineer, Coastal Engineering Research Center ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1976. 

285 Port Royal Rd., 22161 

21 [2] p. : ill. ; 26 cm. — (Miscellaneous report - Coastal 
Engineering Research Center ; MR 76-8) 

May 1976. 

Bibliography : p. 20-21. 

pbk. 

1. *Ocean waves — Measurement. I. United States. 
Coastal Engineering Research Center. II. Title. III. Series: 
United States. Coastal Engineering Research Center. Miscel- 
laneous report - Coastal Engineering Research Center ; no. 
76-8. 


OCLC 2382228 


78-15094 


D 103.42/8:76-9 


Ahrens, John P 


Wave attenuation by artificial seaweed / by John Ahrens ; 
Coastal Engineering Research Center. — Fort Belvoir, Va. : 
[Dept. of Defense] Dept. of the Army, Corps of Engineers, 
Coastal Engineering Research Center ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976. 

5285 Port Royal Rd., 22161 

13, [2] p. : ill. ; 26 cm. — (Miscellaneous report - Coastal 
Engineering Research Center ; MR 76-9) 

June 1976. 

Bibliography: p. 13. 

pbk. 

1. *Shore protection. 2. “Marine algae. 3. *Ocean 
waves. I. United States. Coastal Engineering Research 
Center. II. Title. III. Series: United States. Coastal En- 
gineering Research Center. Miscellaneous report - Coastal 
Engineering Research Center ; MR 76-9. 


OCLC 2382292 


OCLC 3502505 
78-15092 


78-15095 
D 103.42/8:76-10 
Saloman, Carl H 


D 103.42/8:76-7 
The benthic fauna and sediments of the nearshore zone off 


McCartney, Bruce L 


Survey of coastal revetment types / by Bruce L. McCart- 
ney ; Coastal Engineering Research Center. — Fort Belvoir, 
Va. : (Dept. of Defense], Dept. of the Army, Corps of En- 
gineers, Coastal Engineering Research Center, Springfield, 
Va. ; for sale by the National Technical Information Service, 
1976. 

5258 Port Royal Rd., 22161 

49 p., [2] : ill. ; 26 cm. — (Miscellaneous report - Coastal 
Engineering Research Center ; MR 76-7) 

May 1976. 

Bibliography: p. 21-23. 

pbk. 


Panama City Beach, Florida / by Carl H. Saloman ; National 
Marine Fisheries Service. — Fort Belvoir, Va. : [Dept. of 
Defense], Dept. of the Army, Corps of Engineers, Coastal 
Engineering Research Center, Springfield, Va. : for sale by 
the National Technical Information Service, 1976. 

$285 Port Royal Rd., 22161. 

256, [3] p. : ill. ; 26 cm. — (Miscellaneous paper - Coastal 
Engineering Research Center ; MR 76-10) 

Prepared by National Marine Fisheries Service. 

August 1976. 

Bibliography: p. 116-126. 

pbk. 





Engineers Corps 


1. *Animals. 2. *Benthos— Florida— Panama _ City 
Beach. 3. *Marine sediments— Panama City Beach. I. 
United States. Coastal Engineering Research Center. II. 
United States. National Marine Fisheries Service. III. Title. 
IV. Series: United States. Coastal Engineering Research 
Center. Miscellaneous report - Coastal Engineering Research 
Center ; MR 76-10. 


OCLC 2562944 


78-15096 
D 103.42/8:76-11 
Teleki, P G 
Measurement techniques for coastal waves and currents / 
by P. G. Teleki, F.R. Musialowski, D. A. Prins ; Coastal En- 
gineering Research Center. — Fort Belvoir, Va. : [Dept. of 

Defense], Dept. of the Army, Corps of Engineers, Coastal 

Engineering Research Center ; Springfield, Va. : for sale by 

the National Technical Information Service, 1976. 

76, [2] p. : ill. ; 26 cm. — (Miscellaneous report - Coastal 

Engineering Research Center ; MR 76-11) 

November 1976. 
Bibliography: p. 69. 
pbk. 

1. *Ocean waves — Measurement. 2. *Ocean currents — 
Measurement. I. Musialowski, F R , joint author. II. Prins, 
D A , joint author. III. United States. Coastal Engineering 
Research Center. IV. Title. V. Series: United States. 
Coastal Engineering Research Center. Miscellaneous report - 
Coastal Engineering Research Center ; MR 76-11. 


OCLC 2606790 


78-15097 
D 103.42/8:77-7/v.2 
United States. Coastal Engineering Research Center. 

Laboratory effects in beach studies. — Fort Belvoir, Va. : 
Dept. of Defense, Dept. of the Army, Corps of Engineers, 
Coastal Engineering Research Center ; Springfield, Va. : for 
sale by the National Technical Information Service, 1977. 

5285 Port Royal Rd., 22161 

v. : ill. ; 27 cm.— (Miscellaneous report - Coastal En- 
gineering Research Center ; MR 77-7) 

August 1977. 

Includes bibliographies. 

Contents: v.2. Chestnutt, C. B. and Stafford, R. P. Movea- 
ble-bed experiments wtih H/L 0.021(1970). 

pbk. 

1. *Water waves. 2. *Ocean currents. I. Chestnutt, 
Charles B_ II. Stafford, Robert P Ill. Title. IV. Title: 
Movable-bed experiments with H,/L, 0.021 (1970). V. Se- 
ries: United States. Coastal Engineering Research Center. 
Miscellaneous report - Coastal Engineering Research Center ; 
MR 77-7. 


OCLC 3407864 


78-15098 
D 103.42/8:77-11 
Meisburger, Edward P 
Sand resources on the Inner Continental Shelf of the Cape 
Fear Region, North Carolina / by Edward P. Meisburger ; 
Coastal Engineering Research Center . — Fort Belvoir, Va. : 
[Dept. of Defense], Dept. of the Army, Corps of Engineers, 
Coastal Engineering Research Center ; Springfield, Va. : for 
sale by the National Technical Information Service, 1977. 
5285 Port Royal Rd., 22161 
20, [2] p. : ill. ; 27 cm. — (Miscellaneous report - Coastal 
Engineering Research Center ; MR 77-11) 


Page 94 


Prepared by Coastal Engineering Research Center. 

November 1977. 

Bibliography: p. 20. 

pbk. 

1. *Continental shelf — North Carolina — Cape Fear. 2. 
Sand. I. United States. Coastal Engineering Research 
Center. Il. Title. Ill. Series: United States. Coastal En- 
gineering Research Center. Miscellaneous report - Coastal 
Engineering Research Center ; MR 77-11. 


OCLC 3615206 


78-15099 


D 103.42/10:76-1 


Everts, Craig H 


Shoaling rates and related data from Knik Arm near 
Anchorage, Alaska / by Craig H. Everts and Harlan E. 
Moore. — Fort Belvoir, Va. : Dept. of Defense, Dept. of the 
Army, Corps of Engineers, Coastal Engineering Research 
Center ; Springfield, Va. : for sale by the National Technical 
Information Service, 1976. 

5285 Port RoyaL Rd., 22161 

84, [3] p. : ill. ; 27 cm. — (Technical paper - Coastal En- 
gineering Research Center ; TP 76-1) 

March 1976. 

Bibliography: p. 64. 

pbk. 

1. *Sediments (Geology) 2. *Knik Arm, Alaska. I. 
Moore, Harlan E , joint author. II. United States. Coastal 
Engineering Research Center. III. Title. IV. Series: United 
States. Coastal Engineering Research Center. Technical 
paper - Coastal Engineering Research Center ; TP 76-1. 


OCLC 2326658 


78-15100 


D 103.42/10:76-2 


Williams, S Jeffress 


Geomorphology, shallow subbottom structure and sedi- 
ments of the Atlantic inner continental shelf off Long Island, 
New York / by S. Jeffress Williams. — Fort Belvoir, Va. : 
Dept. of Defense. Dept. of the Army, Corps of Engineers, 
Coastal Engineering Research Center ; Springfield, Va. : for 
sale by the National Technial Information Service, 1976. 

123, [3] p. : ill, map ; 27 cm.— (Technical paper - 
Coastal Engineering Research Center ; TP 76-2) 

Contract no. DACW51-68-C-0044. 

March 1976. 

Bibliography: p. 79-85. 

pbk. 

1. *Continental shelf — New York (State) — Long Island. 
2. *Geomorphology — New York (State) — Long Island. 3. 
*Marine sediments — New York (State) — Long Island. 4. 
*Sand — New York (State) — Long Island. I. United States. 
Coastal Engineering Research Center. II. Title. III. Series: 
United States. Coastal Engineering Research Center. Techni- 
cal paper - Coastal Engineering Research Center ; TP 76-2. 


OCLC 2468958 





78-15101 
D 103.42/10:76-10 
Borgman, Leon E 
The statistical anatomy of ocean wave spectra / Leon E. 
Gorgman. — Fort Belvoir, Va. : Dept. of Defense, Dept. of 
the Army, Corps of Engineers, Coastal Engineering Research 
Center :; Springfield, Va. : for sale by the National Technical 
Information Service, 1976. 
22161 
102, [3] p. : ill. ; 27 cm. — (Technical paper - Coastal En- 
gineering Research Center ; TP 76-10) 
CERC contract DACW72-72-C-0001. 
July 1976. 
Bibliography: p. 86. 
1. *Hurricanes. 2. *Storm surges. 3. Spectrum analysis. 
I. United States. Coastal Engineering Research Center. II. 
Title. Ill. Series: United States. Coastal Engineering 
Research Center. Technical paper - Coastal Engineering 
Research Center ; TP 76-10. 


OCLC 2474663 


78-15102 
D 103.42/10:76-13 
Webb, J W 

Vegetation establishment and shoreline stabilization : Gal- 
veston Bay, Texas / by J. W. Webb and J. D. Dodd. — Fort 
Belvoir, Va. : Dept. of Defense. Dept. of the Army, Corps of 
Engineers, Coastal Engineering Research Center ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1976. 

22161 

74, [3] p. : ill. ; 27 cm. — (Technical paper - Coastal En- 
gineering Research Center ; TP 76-13) 

CERC contract no. DACW72-74-C-0002. 

August 1976. 

Bibliography: p. 73-74. 

pbk. 

1. *Marsh ecology — Texas — Galveston Bay. 2. *Shore 
protection — Texas — Galveston Bay. 3. *Marine flora — 
Texas — Galveston Bay. I. Dodd, J D , joint author. II. 
United States. Coastal Engineering Research Center. III. 
Title. IV. Series: United States. Coastal Engineering 
Research Center. Technical paper - Coastal Engineering 
Research Center ; TP 76-13. 


OCLC 2473661 


78-15103 
D 103.42/10:76-16 
Davis, Richard Albert, 1937- 

Coastal changes, eastern Lake Michigan, 1970-1973 / by 
Richard A. Davis, Jr. — Fort Belvoir, Va. : Dept. of Defense, 
Dept. of the Army, Corps of Engineers, Coastal Engineering 
Research Center ; Springfield, Va. for sale by the National 
Technical Information Service, 1976. 

22161 

64, [3] p. : ill. ; 27 cm. — (Technical paper - Coastal En- 
gineering Research Center ; TP 76-16) 

CERC contract nos. DACW72-70-C-0037 and DACW72- 
73-C-0003. 

October 1976. 

Bibliography: p. 61-64. 

pbk. 


Government Publications — August 1978 


1. *Beaches — Michigan, Lake. 2. *Beach erosion — 
Michigan, Lake. 3. Littoral drift — Michigan, Lake. I. 
United States. Coastal Engineering Research Center. II. 
Title. Ill. Series: United States. Coastal Engineering 
Research Center. Technical paper - Coastal Engineering 
Research Center ; TP 76-16. 


OCLC 2742549 


78-15104 


D 103.42/10:77-5 


Fairchild, John C 


Suspended sediment in the littoral zone at Ventnor, New 
Jersey, and Nags Head, North Carolina / by John C. 
Fairchild. — Fort Belvoir, Va. : [Dept. of Defense], Dept of 
the Army, Corps of Engineers, Coastal Engineering Research 
Center ; Springfield, Va. : for sale by the National Technical 
Information Service, 1977. 

5285 Port Royal Rd., 22161 

97 p. : ill. ; 27 cm.— (Technical paper - Coastal En- 
gineering Research Center ; TP 77-5) 

May 1977. 

Bibliography: p. 49-50. 

pbk. 

1. *Littoral drift— New Jersey— Ventnor. 2. *Littoral 
drift— North Carolina— Nags Head. 3. ‘*Sediment, 
Suspended. I. United States. Coastal Engineering Research 
Center. Il. Title. III. Series: United States. Coastal En- 
gineering Research Center. Technical paper - Coastal En- 
gineering Research Center ; TP 77-5. 


OCLC 3217996 


78-15105 


D 103.42/10:77-13 


Reid, Robert O 


Development of SURGE II Program with application to the 
Sabine-Calcasieu area for Hurricane Carla and design hur- 
ricanes / by Robert O. Reid, Andrew C. Vastano, and 
Thomas J. Reid. — Fort Belvoir, Va. : Dept. of Defense, 
Dept. of the Army, Corps of Engineers, Coastal Engineering 
Research Center ; Springfield, Va. : for sale by National 
Technical Information Service, 1977. 

22161 

218, [3] p.: ill. ; 27 cm. — (Technical paper - Coastal En- 
gineering Research Center ; TP 77-13) 

CERC contract no. DACW64-74-C-0015. 

November 1977. 

Bibliography: p. 117. 

pbk. 

1. *Hurricanes. 2. *Gulf States — Hurricane, 1961. I. 
Vastano, Andrew C , joint author. II. Reid, Thomas J , joint 
author. III. United States. Coastal Engineering Research 
Center. IV. Title. V. Series: United States. Coastal En- 
gineering Research Center. Technical paper - Coastal En- 
gineering Research Center ; TP 77-13. 


OCLC 3593304 


78-15106 


D 103.47:P 77/4 
D 103.47:P 77/4/errata 


United States. Army. Corps of Engineers. Jacksonville District. 


Flood plain information : Rio Matilde, Ponce, Puerto Rico. 
— Jacksonville, Fla. : [Dept. of Defense], Dept. of the Army, 
Corps of Engineers, Jacksonville District, 1977. 

32203 

i, 29, A-3 p., 31 fold. leaves of plates : ill. ; 27 cm. 





Engineers Corps 


Prepared for the Puerto Rico Department of Natural 
Resources by Department of the Army, Jacksonville District, 
Corps of Engineers, Jacksonville, Florida. 

January 1977. 

Includes errata. 

pbk. 

1. *Floods — Puerto Rico— Ponce. 2. *Floodplains — 
Puerto Rico — Ponce. 3. *Flood control — Puerto Rico — 
Ponce. I. Puerto Rico. Dept. of Natural Resources. II. 
Title. III. Title: Rio Matilde, Ponce, Puerto Rico. 


OCLC 2882130 


78-15107 
D 103.53/5:C-74 
Kao, Anthony M 

Preliminary design and construction guidelines for vertical 
construction in desert and tropical theaters of operations / by 
Anthony Kao and Jere Cook ; Construction Engineering 
Research Laboratory. — Champaign, Ill. : [Dept. of Defense, 
Dept. of the Army, Corps of Engineers, Construction En- 
gineering Research Laboratory ; Springfield, Va. : for sale by 
the National Technical Information Service, 1976. 

22161 

36 p. : ill. ; 27 cm.— (Interim report - Construction En- 
gineering Research Laboratory ; C-74) 

October 1976. 

Includes bibliographical references. 

pbk. 

1. *Building. 2. *Deserts. 3. *Tropics. I. Cook, Jere , 
joint author. II. Construction Engineering Research Labora- 
tory. Ill. Title. IV. Series: Construction Engineering 
Research Laboratory. Interim report - Construction En- 
gineering Research Laboratory ; C-74. 


OCLC 2612736 


78-15108 
D 103.53/5:E-94 
McCormack, Ray G 

Fiber optic communications link performance in EMP and 
intense light transient environments / by Ray G. McCormack, 
David C. Sieber Construction Engineering Research 
Laboratory. — Champaign, Ill. : [Dept. of Defense, Dept. of 
the Army, Corps of Engineers], Construction Engineering 
Research Laboratory ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976. 

22161 

22 p. : ill. ; 27 cm. — (Interim report - Construction En- 
gineering Research Laboratory ; E-94) 

October 1976. 

Includes bibliographical references. 

pbk. 

|. *Fiber optics. 2. *Electromagnetic pulse. 3. *Data 
transmission systems. I. Sieber, David C , joint author. II. 
Construction Engineering Research Laboratory. Ill. Title. 
IV. Series: Construction Engineering Research Laboratory. 
Interim report - Construction Engineering Research Labora- 
tory ; E-94. 


OCLC 2583168 


Page 96 


78-15109 


D 103.62:P 77 


United States. Army. Corps of Engineers. Kansas City District. 


Operation and maintenance, Pomona Lake, Kansas. — 
Kansas City, Mo. : [Dept. of Defense]. Dept. of the Army, 
Corps of Engineers, Kansas City District, 1976. 

700 Federal Building, 64106 

109 in various pagings : ill. ; 27 cm. 

At head of title : Final environmental statement. 

February 1976. 

Includes 3 pubs. in pocket: Pomona Lake, Kansas; Regula- 
tions; Dept. of the Army Lease, river and harbor on flood 
control property. 

pbk. 

1. *Flood control — Environmental aspects — Kansas — 
Pomona Lake. 2. *Pomona, Lake, Kan. I. Title. II. Title: 
Final environmental statesment, operation and maintenance, 
Pomona Lake, Kansas. 


OCLC 3936690 


78-15110 


D 103.62:Sa 1 


United States. Army. Corps of Engineers. Sacramento District. 


Sacramento river and major and minor tributaries, Califor- 
nia. — Sacramento, Calif. : [Dept. of Defense]. Dept. of the 
Army, Corps of Engineers, Sacramento District, 1975. 

650 Capital Mall, 95814 

110 p. in various pagings : ill., maps ; 27 cm. 

At head of title : Final environmental statement. 

April 1975 

Includes bibligraphical references. 

pbk. 

1. *Flood control — Environmental aspects — California — 
Sacramento River. I. Title. Il. Title: Final environmental 
statement, Sacramento River and major and minor tributa- 
ries, California. 


OCLC 3941120 


MILITARY HISTORY, OFFICE OF THE 
CHIEF OF (ARMY) 
Defense Dept. 
Washington, DC 20315 


78-15111 


D 114.14:14 


Eakin , Joyce L 


Colonial America and the War for Independence / by 
Joyce L. Eakin. — Carlisle Barracks, Pa. : Dept. of Defense, 
Dept. of the Army, Army Military History Research Collec- 
tion ; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Prnt. Off., 1976. 

20402 

v, 301 p. ; 27 cm.— (U.S. Army Military History 
Research Collection, Special bibliographic series ; 14) 

October 1976. 

S/N 008-029-00097-1 

pbk. : $3.70 





1. United States — History — Revolution, 1775-1783 — 
Bibliography. 2. United States — History — Colonial period, 
ca. 1600-1775 — Bibliography. I. United States. Army Mili- 
tary History Research Collection. II. Title. Ill. Series: 
United States. Army Military History Research Collection. 
Special bibliographic series ; 14. 

Z1238.U55 1976 
[E208] 
016.9733 

OCLC 3167073 


NAVY DEPARTMENT 
Defense Dept. 
Washington, DC 20350 


78-15112 
D 201.2:D 13 
McCollum, Kenneth G 
Dahlgren / Kenneth G. McCollum, editor. — Dahlgren, Va. 
: [Dept. of Defense, Dept, of the Navy] Naval Surface 
Weapons Center [Administrative Support Dept., Publications 
Division] , 1977. 
22448 
vi, 189 p. : ill. ; 25 cm. 
370 
June 1977. 
@ltem 370 
pbk. 
1. *Ordnance, Naval. 2. Dahlgren Laboratory — History. 
I. Naval Surface Weapons Center. II. Title. 


OCLC 3790075 


78-15113 
D 201.6/12:C 73/3 
Don’t talk, coummunicate. — Washington : [Dept. of Defense], 
Dept. of the Navy, 1978. 
Navy Publication and Printing Service, Navy Yard, 20374 
47 p. ; 24 cm. — (NAVPUB ; P3150) 
February 1978. 
@ltem 370-A 
pbk. 
1. *Speeches, addresses, etc. — Handbook, manuals, etc. 
I. United States. Navy Dept. 


OCLC 3918658 


78-15114 
D 201.21/4:71-100 
Jehn, Lawrence A 
Miximum likelihood solution to theodolite data / by 
Lawrence A. Jehn, Jerry B. Reeves. — Dahlgren, Va. : [Dept. 
of Defense, Dept. of the Navy], Naval Surface Weapons 
Center, Dahlgren Laboratory; 1975 
22448 
vii, 230 p. : ill. ; 27 cm. — (NSWC/DL contract report CR 
; 71-100) 
Contract no. NOO 178-70-C-0056. 
May 1975. 
Prepared by University of Dayton Research Institute 
Bibliography: p. 229-230. 
pbk 
1. *Theodolites — Data processing. I. Reeves, Jerry B , 
joint author. II. Dahlgren Laboratory. III. University of 
Dayton. Research Institute. IV. Title. V. Series: Dahlgren 
Laboratory. NSWS/DL contract report CR ; 71-100. 


OCLC 3940918 
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NAVAL EDUCATION AND TRAINING 
COMMAND 
Defense Dept. 
Pensacola, FL 32508 


78-15115 


D 207.208/2:Av 5/23 


United States. Naval Education and Training Command. 


Aviation boatswain’s mate E 1 & C. — 1975 edition, 1978 
printing. — [Washington] : Dept. of Defense, Dept. of the 
Navy, Naval Education and Training Command, 1974, 1978 
printing. 

20350 

iii, 218 p. : ill. ; 26 cm. — (Rate training manual) 

Prepared by the Naval Education and Training Program 
Development Center, Pensacola, Florida. 

NAVEDTRA 10305-C 

Includes index. 

Stock ordering no. 0502-LP-051-5260. 

@ltem 404 

pbk. ‘ 

1. United States. Navy — Aviation boatswain’s mates. 2. 
*Airplanes — Landing — Study and teaching. 3. *Airplanes 
— Take-off — Study and teaching. I. Naval Education and 
Training Program Development Center. II. Title. III. Se- 
ries. 


OCLC 3918242 


78-15116 


D 207.208/2:Av 5/975 


United States. Naval Education and Training Command. 


Aviation boatswain’s mate F 3 & 2.— 1975 edition, 1978 
printing. — [Washington] : Dept. of Defense, Navy Dept., 
Naval Education and Training Command, 1975 , 1978 print- 
ing. 

20350 

327 p, in various pagings : ill. (some col.) ; 26 cm. — 
(Rate training manual and nonresident career course. ) 

Prepared by the Naval Education and Training Program 
Development Center, Pensacola, Florida. 

NAVEDTRA 10301-D 

Includes index and appendix. 

Stock ordering no. 0502-LP-051-5060. 

[Item 404] 

@ltem 404 

pbk. 

1. United States. Navy — Aviation boatswain’s mates. 2. 
*Airplanes — Fuel systems — Maintenance and_ repair — 
Study and teaching. 3. *Airplanes — Refueling — Hand- 
books, manuals, etc. I. Naval Education and Training Pro- 
gram Development Center. II. Title. III. Series. 


OCLC 3918294 


78-15117 


D 207.208/2:G 95/3 


United States. Naval Education and Training Command. 


Gunner’s mate M 3 & 2.— Rev. 1977. — [Washington] : 
Dept. of Defense, Navy Dept., Naval Education and Training 
Support Command, 1977. 

20350 

755 p. in various pagings : ill. ; 26 cm. — (Rate training 
manual and nonresident career course.) 

Stock ordering no. 0502-LP-050-9960. 

Prepared by the Naval Education and Training Program 
Development Center, Pensacola, Florida. 

NAVEDTRA 10199-C 
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Naval Education and Training Command — Defense Dept. 


Includes appendix and index. 

Stock no. 0502-LP-050-9960. 

Includes bibliographical references. 

@ltem 404 

pbk. 

1. United States. Navy — Gunners. 2. United States. Navy 
— Ordnance and ordnance stores. 3. *Naval gunnery. I. 
Naval Education and Training Program Development Center. 
Il. Title. III. Series. 


OCLC 3918308 


78-15118 
D 207.208/2:H 88 
United States. Naval Education and Training Command. 
Human behavior and leadership. — Revised 1977, 1978 
printing. — [Washington] : Dept. of Defense, Navy Dept., 
Naval Education and Training Command, 1977, 1978 print- 
ing. 
20350 
223 p. in various pagings : ill. ; 26 cm. — (Rate training 
manual and nonresident career course.) 
Prepared by the Naval Education and Training Program 
Development Center, Pensacola, Florida. 
NAVEDTRA 10058-B 
Includes index. 
Stock ordering no. 0502-LP-050-2910. 
@ltem 404 
pbk. 
1 *Human behavior — Study and _ teaching. 2. 
*Leadership — Study and teaching. 3. *Psychology, Military 
~ Study and teaching. I. Naval Education and Training 
Program Development Center. II. Title. III. Series. 


OCLC 3918322 


78-15119 
D 207.208/4:F 49 
United States. Naval Education and Training Command. 
Financial management in the Navy.— Rev. 1974 — 
[Washington] : Dept. of Defense, Navy Dept., Naval Educa- 
tion and Training Command : 1974, 1978 printing. 
20350 
iv, 376 p. : ill. ; 26cm. — (NAVEDTRA ; 10792-D) 
Prepared by the Naval Education and Training Program 
Development Center. 
@ltem 404 
pbk. 
1. United States. Navy Dept. 
Finances. I. Naval Education 
Development Center. II. Title. 


2. United States. Navy — 
and Training Program 


OCLC 3921849 


78-15120 
D 207.208/4:P 44 
Naval Education and Training Program Development Center. 
Fundamentals of petroleum. — [Rev. 1977] — [Washington 
: Dept. of Defense, Navy Dept., Navai Education and Train- 
ing Support Command, 1977] 
20350 
ix, 231 p.: ill. ; 26 cm.— (NAVEDTRA ; 10883-B) 
Cover title. 
Previous editions issued by the U.S. Bureau of Naval Per- 
sonnel. 
“Revised for the Chief of Naval Education and Training as 
a joint project of the Naval Education and Training Program 
Development Center and the Navy Petroleum Office.” 
Includes appendices and index. 
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@ltem 404 

pbk. 

1. United States. Navy — Fuel. 2. *Logistics, Naval. 3. 
*Petroleum products. I. United States. Chief of Naval Edu- 
cation and Training. II. Title. 


OCLC 3490993 


NAVAL PERSONNEL BUREAU 
Defense Dept. 
Washington, DC 20370 


78-15121 
D 208.2:T 18 
United States. Navy Occupational Task Analysis Program Dept. 
Task inventory : IC electrician. — Washington : [Dept. of 
Defense], Dept. of the Navy, Bureau of Naval Personnel, 
Naval Personnel Program Support Activity, Navy Occupa- 
tional Task Analysis Program Dept., 1976. 
Bldg. 1304, Bolling Air Force Base, 02332 
54 p. in various pagings ; 26 cm. 
Prepared by D. Rininger. 
January 1976. 
pbk. 
1. *Electricians. 2. United States. Navy — Electric instal- 
lations — Inventories. I. Rininger, D_ II. Title. 


OCLC 3940952 


78-15122 
D 208.12:976 
United States. Bureau of Naval Personnel. 

Register of commissioned and warrant officers of the 
United States Navy and reserve officers on active duty. — 
[Washington : Dept. of Defense, Dept. of the Navy], Bureau 
of Naval Personnel : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 

xii, [1], 559 p. ; 26 cm. — (NAVPERS ; 15,018) 

October |, 1976. 

@ltem 405 

S/N 008-047-00203-3 

pbk. : $6.10 

1. United States. Navy — Officers — Registers. I. Title. 


OCLC 3910370 


NAVAL FACILITIES ENGINEERING 
COMMAND 
Defense Dept. 
Washington, DC 20360 


78-15123 
D 209.14:N 88 
United States. Naval Facilities Engineering Command. 

NBC warfare cefense ashore. — Alexandria, Va. : Dept. of 
Defense, Dept. of the Navy, Naval Facilities Engineering 
Command ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

521 p. in various pagings : ill. ; 26 cm.— (NAVFAC ; P- 
436) 

Supersedes edition of July 1973. 

January 1978. 

Bibliography: p. 1-6 (14th group). 

@ltem 418-A 

S/N 08-050-00165-8 

pbk. : $5.75 





1. *Atomic warfare — Safety measures. 2. *Biological 
warfare — Safety measures. 3. *Chemical warfare — Safety 
measures. I. Title. 


OCLC 3949737 


78-15124 
D 209.14/2:2/3/rep. 
United States. Naval Facilities Engineering Command. 
Design manual : structural engineering. — Reprint, 1978. 
— Alexandria, Va. : [Dept. of Defense], Dept. of the Navy, 
Naval Facilities Engineering Command ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1970- 
20402 
v. : ill., maps. ; 27 cm. — (NAVFAC ; DM-2) 
Reprint replaces edition of Oct. 1970, incorporates 
Changes 1-3, and includes current changes. 
Loose-leaf for updating. 
@ltem 418-A 
S/N 008-050-00163-1 
pbk. : $4.25 
1. *Structural engineering — Handbooks, manuals, etc. 2. 
*Military engineering — Handbooks, manuals, etc. I. Title. 
Il. Title: Structural engineering. 


OCLC 0660437 


NAVAL RESEARCH OFFICE 
Defense Dept. 
Arlington, VA 22217 


78-15125 
D 210.2:Sci 2/4/946-76 
Science, technology, and the modern Navy : thirtieth anniversa- 
ry, 1946-1976 / Edward I. Salkovitz, editor. — Arlington, Va. 

Dept. of the Defense, Navy Dept., Office of Naval 
Research, 1976. 

22217 

xii, 569 p. : ill., maps ; 27 cm. — (ONR-37.) 

Includes bibliographical references. 

@ltem 407 

pbk. 

1. *Naval research. 2. *Research — Collected works. I. 
Salkovitz, Edward I. II. United States. Office of Naval 
Research. III. Title: Thirtieth anniversary, 1946-1976 
science, technology, and the modern Navy. 


OCLC 3548393 


MARINE CORPS (NAVY) 
Defense Dept. 
Washington, DC 20380 


78-15126 
D 214.16:M 33/2 
United States. Marine Corps. 
Marine Corps lithograph program (Set I-74) — Washington 
: [Dept. of Defense, Navy Dept.], Marine Corps, 1974. 
20380 
5 col. lithographs ; 26 x 21 cm. or 21 x 26 cm. 
No longer sold by Supt. of Docs., as printed on publica- 
tion. 
pbk. 
1. United States. Marine Corps — Pictorial works. I. Title. 


OCLC 3954611 


Government Publications — August 1978 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


78-15127 
D 301.7:10-4/3/ch.1 
United States. Dept. of the Air Force. 

Air Force directory of unclassified addresses. — Rev. Sept. 
1, 1976. — Washington : Dept. of Defense, Dept. of the Air 
Force, 1976- 

20330 

v.: ill. ; 27 cm. — (Air Force manual ; 10-4) 

Supersedes AFM 10-4, volume 1, May 15, 1976. 

At head of title: Administrative communications. 

Loose-leaf for updating. 

Contents: Vol. 1, Change 1, May 13, 1977. 

@ltem 421 

pbk. 

1. United States. Air Force — Directories. I. Title. II. 
Title: Administrative communications, Air Force directory of 
unclassified addresses. III. Series: United States. Dept. of 
the Air Force. Air Force manual ; 10-4. 


OCLC 2781733 


78-15128 
D 301.7:30-3/5/v.2/ch.2 
United States. Dept. of the Air Force. 
Personnel. — Washington : Dept. of Defense, Dept. of the 
Air Force, 1974- 
20330 
v. ; 26 cm. — (Air Force manual ; 30-3) 
Loose-leaf for updating. 
Contents: v. 2. Personnel data system (PDS) MAJCOM 
(INTERIM), Change 2, Nov. 28, 1977. 
@ltem 421 
pbk. 
1. United States. Air Force — Personnel management. I. 
Title. II. Series: United States. Dept. of the Air Force. Air 
Force manual ; 30-3. 


OCLC 2233938 


78-15129 
D 301.7:30-3/5/v.8/ch.1 
United States. Dept. of the Air Force. 
Personnel. — Washington : Dept. of Defense, Dept. of the 
Air Force, 1974- 
20330 
v. ; 26cm. — (Air Force manual ; 30-3) 
Loose-leaf for updating. 
Contents: v. 8. Personnel data system—civilian (PDS-C), 
Change |, Oct. 1, 1977. 
@ltem 421 
pbk. 
1. United States. Air Force — Personnel management. I. 
Title. II. Series: United States. Dept. of the Air Force. Air 
Force manual ; 30-3. 


OCLC 2233938 





Air Force Department — Defense Dept. 


78-15130 
D 301.45/27-3:44-64 (2) 

Historical task analysis of C-130E personnel : final report fore 
period June 1976 - June 1977 / Frank D. Brown ... [et al.] — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1977. 

78235 

{[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 77-64 (2)) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Boeing Aerospace Company, with Advanced 
Systems Division, Wright-Patterson Air Force Base, Ohio, for 
Air Force Human Resources Laboratory, Brooks Air Force 
Base, Tex. 

September 1977. 

pbk 

1. *Airplanes— Maintenance and repair. 2. United 
States. Air Force — Job descriptions. I. Brown, Frank D 
ll. Air Force Human Resources Laboratory. Advanced 
Systems Division. Ill. Air Force Human Resources Labora- 
tory. IV. Boeing Aerospace Company. V. Series: Air 
Force Human Resources Laboratory. AFHRL-TR ; 77-64 (2) 


OCLC 3901937 


78-15131 
D 301.45/27-3:74-97 (3) 
Tetmeyer, Donald C 

Simulating maintenance manning for new weapon systems : 
maintenance manpower matrix program : final report for 
period | July 1971 - | December 1975 / Donald C. Tetmeyer, 
Sharon R. Nichols, Robert N. Deem. — Brooks Air Force 
Base, Tex. : Dept. of Defense, Dept. of the Air Force, Air 
Force Systems Command, Air Force Human Resources 
Laboratory, 1976 

78235 

{2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 74-97(3)) 

Technical report analysis, condensation, evaluation, 
TRACE 

AFHRL-TR 74-97(3) dated May 1976 supersedes AFHRL- 
IR 74-97(3) dated December 1974. 

Prepared by Advanced Systems Division, Wright-Patterson 
Air Force Base, Ohio, for Air Force Human Resources 
Laboratory, Brooks Air Force Base, Tex. 

May 1976 

pbk 

|. “Weapons systems — Maintenance and repair — Simula- 
tion methods. 2. United States. Air Force — Weapons 
systems. I. Nichols, Sharon R , joint author. II. Deem, 
Robert N , joint author. III. Air Force Human Resources 
Laboratory. Advanced Systems Division. IV. Air Force 
Human Resources Laboratory. V. Title. VI. Series: Air 
Force Human Resources Laboratory. AFHRL-TR ; 74-97(3). 


OCLC 3897792 
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78-15132 


D 301.45/27-3:74-97 (6) 


Simulating maintenance manning for new weapon systems : 


maintenance manpower matrix program : final report for 
period 1 July 1972 - 1S September 1975 / Donald C. Tet- 
meyer ... [et al.] — Brooks Air Force Base, Tex. : Dept. of 
Defense, Dept. of the Air Force, Air Force Systems Com- 
mand, Air Force Human Resources Laboratory, 1975. 

78235 

(2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 74-97(6)) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Advanced Systems Division, Wright-Patterson 
Air Force Base, Ohio, for Air Force Human Resources 
Laboratory, Brooks Air Force Base, Tex. 

May 1976. 

pbk. 

1. “Weapons systems — Maintenance and repair — Simula- 
tion methods. 2. United States. Air Force — Weapons 
systems. I. Tetmeyer, Donald C Il. Air Force Human 
Resources Laboratory. Advanced Systems Division. III. Air 
Force Human Resources Laboratory. IV. Series: Air Force 
Human Resources Laboratory. AFHRL-TR ; 74-97(6). 


OCLC 3897755 


78-15133 


D 301.45/27-3:75-45 


Evaluation of the effectiveness of Air Force advertising : final 


report for period June 1973 - June 1975 / Cecil J. Mullins ... 
{et al.]. — Brooks Air Force Base, Tex. : Dept. of Defense, 
Dept. of the Air Force, Air Force Systems Command, Air 
Force Human Resources Laboratory, 1975. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-45) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Personnel Research Division, Lackland Air 
Force Base, Tex., for Air Force Human Resources Laborato- 
ry, Brooks Air Force Base, Tex. 

September 1975. 

pbk. 

1. United States. Air Force — Public relations — Evalua- 
tion. I. Mullins, Cecil J Il. Air Force Human Resources 
Laboratory. Personnel Research Division. Ill. Air Force 
Human Resources Laboratory. IV. Series: Air Force Human 
Resources Laboratory. AFHRL-TR ; 75-45. 


OCLC 3910239 


78-15134 


D 301.45/27-3:75-50 


Hazel, Joe T 


Assessment location preference of airmen : final report for 
period | March 1974 - 30 June 1975 / Joe T. Hazel, Will J. 
Stacy, Loyd D. Burtch.— Brooks Air Force Base, Tex. : 
Dept. of Defense, Dept. of the Air Force, Air Force Systems 
Command, Air Force Human Resources Laboratory, 1975. 

78235 

{[2] p. ; 27 cm.— (Air Force Human Resources Laborato- 
ry technical report ; 75-50) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Occupational and Manpower Research Divi- 
sion, Lackland Air Force Base, Tex., for Air Force Human 
Resources Laboratory, Brooks Air Force Base, Tex. 





October 1975. 

pbk. 

1. United States. Air Force — Airmen. 2. *Military posts 
— United States. I. Stacy, Will J , joint author. Il. Burtch, 
Lloyd D , joint author. Ill. Air Force Human Resources 
Laboratory. Occupational and Manpower Research Division. 
IV. Air Force Human Resources Laboratory. V. Title. VI. 
Series: Air Force Human Resources Laboratory. AFHRL-TR 
; 75-50. 


OCLC 3897911 


78-15135 
D 301.45/27-3:75-51 
Hughes, John W 

Career area rotation model : supplemental user’s manual : 
final report for period October 1974 - May 1975 / John W. 
Hughes. — Brooks Air Force Base, Tex. : Dept. of Defense, 
Dept. of the Air Force, Air Force Systems Command, Air 
Force Human Resources Laboratory, 1975. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-51) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Occupational and Manpower Research Divi- 
sion, Lackland Air Force Base, Tex., for Air Force Human 
Resources Laboratory, Brooks Air Force Base, Tex. 

September 1975. 

pbk. 

1. United States. Air Force — Vocational guidance. 2. 
*Military services as a profession. I. Air Force Human 
Resources Laboratory. Occupational and Manpower 
Research Division. II. Air Force Human Resources Labora- 
tory. Ill. Applied Science Associates. IV. Title. V. Series: 
Air Force Human Resources Laboratory. AFHRL-TR ; 75- 
iB 


OCLC 3897921 


78-15136 
D 301.45/27-3:75-53 
Wiley, Llewellyn N 

Potential uses of the functional account code (FAC) in 
describing job requirements : final report for period March 
1974 - June 1975 / Llewellyn N. Wiley. — Brooks Air Force 
Base, Tex. : Dept. of Defense, Dept. of the Air Force, Air 
Force Systems Command, Air Force Human Resources 
Laboratory, 1975. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-53) 

Technical report § analysis, condensation, evaluation, 
TRACE. 

Prepared by Occupational and Manpower Research Divi- 
sion, Lackland Air Force Base, Tex., for Air Force Human 
Resources Laboratory, Brooks Air Force Base, Tex. 

October 1975. 

pbk. 

1. United States. Air Force — Personnel management. 2. 
United States. Air Force — Job descriptions. I. Air Force 
Human Resources Laboratory. Occupational and Manpower 
Research Division. Il. Air Force Human Resources Labora- 
tory. Ill. Title. IV. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 75-53. 


OCLC 3896349 
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78-15137 


D 301.45/27-3:75-54 


Alley, William E 


The feasibility of estimating personnel turnover from sur- 
vey data : a longitudinal study : final report for period 
December 1973 - December 1974 / William E. Alley, R. 
Bruce Gould. — Brooks Air Force Base, Tex. Dept. of 
Defense, Dept. of the Air Force, Air Force Systems Com- 
mand, Air Force Human Resources Laboratory, 1975. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-54) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Personnel Research Division, with Occupa- 
tional and Manpower Research Division, Lackland Air Force 
Base, Tex., for Air Force Human Resources Laboratory, 
Brooks Air Force Base, Tex. 

October 1975. 

pbk. 

1. United States. Air Force — Personnel management. 2. 
*Labor turnover. I. Gould, R Bruce, joint author. II. Air 
Force Human Resources Laboratory. Personnel Research 
Division. Ill. Air Force Human Resources Laboratory. Oc- 
cupational and Manpower Research Division. IV. Air Force 
Human Resources Laboratory. V. Title. VI. Series: Air 
Force Human Resources Laboratory. AFHRL-TR ; 75-54. 


OCLC 3896369 


78-15138 


D 301.45/27-3:75-55 


Brown, James E 


USAF evaluation of an automated adaptive flight training 
system : interim report for period January 1974 - December 
1974 / James E. Brown, Wayne L. Waag, Edward E. Ed- 
dowes. — Brooks Air Force Base, Tex. : Dept. of Defense, 
Dept. of the Air Force, Air Force Systems Command, Air 
Force Human Resources Laboratory, 1975. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-55) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Flying Training Division, Williams Air Force 
Base, Ariz., for Air Force Human Resources Laboratory, 
Brooks Air Force Base, Tex. 

October 1975. 

pbk. 

1. *Flight simulators. 2. *Aeronautics, Military — Study 
and teaching. I. Waag, Wayne L , joint author. II. Ed- 
dowes, Edward E , joint author. Ill. Air Force Human 
Resources Laboratory. Flying Training Division. IV. Air 
Force Human Resources Laboratory. V. Title. VI. Series: 
Air Force Human Resources Laboratory. AFHRL-TR ; 75- 
» ~ 5 


OCLC 3896379 
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Air Force Department — Defense Dept. 


78-15139 
D 301.45/27-3:75-56 
Wiley, Llewellyn, N 

Ratings of first-term airmen on supervisory potential and 
technical competence in AFSCs 462XO and 812XO: interim 
report for period July 1973-1974 / Llewellyn N. Wiley. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1975. 

78235 

(2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-56) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Occupational and Manpower Research Divi- 
sion, Lackland Air Force Base, Tex., for Air Force Human 
Resources Laboratory, Brooks Air Force Base, Tex. 

October 1975. 

pbk. 

1. United States. Air Force — Officers. 2. *Supervisors — 
Recruiting. I. Air Force Human Resources Laboratory. Oc- 
cupational and Manpower Research Division. II. Air Force 
Human Resources Laboratory. Ill. Title. IV. Series: Air 
Force Human Resources Laboratory. AFHRL-TR ; 75-56. 


OCLC 3896445 


78-15140 
D 301.45/27-3:75-59 (1) 
Gum, Don R 

Advanced simulation in undergraduate pilot training : an 
overview : final report for period 15 March 1971 - July 1975 
/ Don R. Gum, William B. Albery, James D Basinger. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1975. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-59(1)) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Advanced Systems Division, Wright-Patterson 
Air Force Base, Ohio, for Air Force Human Resources 
Laboratory, Brooks Air Force Base, Tex. 

December 1975. 

pbk. 

1. *Air pilots — United States. 2. *Computer graphics. 
3. *Simulation methods. I. Air Force Human Resources 
Laboratory. Advanced Systems Division. II. Air Force 
Human Resources Laboratory. III. Title. IV. Series: Air 
Force Human Resources Laboratory. AFHRL-TR ; 75-59.(1) 


OCLC 3895337 


78-15141 
D 301.45/27-3:75-60 
Hunter, David R 
Development of an enlisted psychomotor/perceptual test 
battery : final report for period June 1972 - July 1975 / 
David R. Hunter. — Brooks Air Force Base, Tex. : Dept. of 
Defense, Dept. of the Air Force, Air Force Systems Com- 
mand, Air Force Human Resources Laboratory, 1975. 
78235 
[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-60) 
Technical report analysis, condensation, evaluation, 
TRACE. 
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Prepared by Personnel Research Division, Lackland Air 
Force Base, Tex., for Air Force Human Resources Laborato- 
ry, Brooks Air Force Base, Tex. 

November 1976. 

pbk. 

1. United States. Air Force — Medical examinations. 2. 
*Motor ability — Testing. I. Air Force Human Resources 
Laboratory. Personnel Research Division. II. Air Force 
Human Resources Laboratory. III. Title. IV. Series: Air 
Force Human Resources Laboratory. AFHRL-TR ; 75-60. 


OCLC 3896151 


78-15142 


D 301.45/27-3:75-62 


Undergraduate navigator training attrition study : final report 


for period July 1973 - December 1974 / Philip E. DeVries , 
Jr. ... [ et al] — Brooks Air Force Base, Tex. : Dept. of 
Defense, Dept. of the Air Force, Air Force Systems Com- 
mand, Air Force Human Resources Laboratory, 1975. 

78235 

(2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-62) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Flying Training Division, Williams Air Force 
Base, Ariz., for Air Force Human Resources Laboratory, 
Brooks Air Force Base, Tex. 

November 1975. 

pbk. 

1. *Flight navigators. I. Air Force Human Resources 
Laboratory. Flying Training Division. Il. Air Force Human 
Resources Laboratory. III. Series: Air Force Human 
Resources Laboratory. AFHRL-TR ; 75-62. 


OCLC 3896141 


78-15143 


D 301.45/27-3:75-63 


Carpenter, James B 


Comparative analysis of the relative validity for subjective 
time rating scales / James B. Carpenter, M. Joyce Giorgia, 
Barry F. McFarland. — Brooks Air Force Base, Tex. : Dept. 
of Defense, Dept. of the Air Force, Air Force Systems Com- 
mand, Air Force Human Resources Laboratory, 1975. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 75-63) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Occupational and Manpower Research Divi- 
sion, Lackland Air Force Base, Tex., for Air Force Human 
Resources Laboratory, Brooks Air Force Base, Tex. 

December 1975. 

pbk. 

1. United States. Air Force — Job descriptions — Evalua- 
tion. 2. *Job descriptions — Evaluation. I. Giorgia, M 
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United States. General Accounting Office. 

The critical role of government in international air trans- 
port : report to the Congress / by the Comptroller General of 
the United States. — Washington : General Accounting Of- 
fice, 1978. 

vi, 97 p.: ill. ; 27 cm. 

“ID-77-50.” 

“B-138942.” 

Stamped on Cover: March 17, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. *Air lines — United States. 
cial. I. Title. 


2. *Aeronautics, Commer- 


OCLC 3753727 


78-15359 
GA 1.13:LCD-76-445 
United States. General Accounting Office. 

Using aviation resources in the United States more effi- 
ciently : report to the Congress / by the Comptroller General 
of the United States. — Washington : General Accounting Of- 
fice, 1977. 

iv, 93 p.: ill. ; 27 cm. 
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General Accounting Office 


Cover title. 

“LCD-76-445.” 

“B-164497(1)” 

Stamped on cover: March 31, 1977. 
@ltem 546-D (microfiche) 

pbk. 

1. *Airports — United States. I. Title. 


OCLC 2946172 


78-15360 
GA 1.13:LCD-77-406 
United States. General Accounting Office. 

Emergency power generators used and managed ineffi- 
ciently by Department of Defense. — Washington : General 
Accounting Office, 1977. 

iv, 32 p. : ill. ; 27 cm. 

“LCD-77-406”" 

“B-133361.” 

Stamped on cover: May 20, 1977. 

@ltem 546-D (microfiche) 

pbk. 

1. *Electric power systems — United States. 2. *United 
States — Armed Forces — Equipment. I. Title. 


OCLC 3910562 


78-15361 
GA 1.13:LCD-78-202 
United States. General Accounting Office. 

Improvements needed in the management of supplying and 
distributing vehicle parts : report / by the U.S. General Ac- 
counting Office. — Washington : General Accounting Office, 
1978. 

iii, 13 p. ; 27 cm. 

“LCD-78-202.” 

“B-158712." 

Stamped on cover: March 16, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. *Automobiles — Parts. 2. *Automobiles, Government 
— United States. I. Title. 


OCLC 3816197 


78-15362 
GA 1.13:LCD-78-410 
United States. Generai Accounting Office. 

Evaluation of the need for and cost of the proposed new 
Army ammunition plant in Mississippi : report / by the 
Comptroller General of the United States. — Washington : 
General Accounting Office, 1978. 

vi, 21 p. ; 27 cm. 

“LCD-78-410.” 

“B-175462.” 

Stamped on cover: March 17, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Army — Facilities. 
sissippi. I. Title. 


2. *Munitions — Mis- 


OCLC 3904997 


78-15363 
GA 1.13:PAD-78-33 
United States. General Accounting Office. 

Federal regulatory programs and activities / report of the 
Comptroller General of the United States. — Washington : 
General Accounting Office, 1978. 

6, 231 p. ; 27 cm. 
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“PAD-78-33.” 

“B-180224.” 

Stamped on cover: March 16, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. *Independent regulatory commissions — United States. 
2. *United States — Executive departments. I. Title. 


OCLC 3767481 


78-15364 
GA 1.13:PSAD-78-8 
United States. General Accounting Office. 

Consistent and uniform treatment of inflation needed in 
program cost estimates provided to the Congress : Report to 
the Congress / by the Comptroller General of the United 
States. — Washington : General Accounting Office, 1978. 

iv, 41 p. ; 27 cm. 

“PSAD-78-8.” 

“B-176873.” 

Stamped on cover: March 20, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. *Budget — United States. 2. “Inflation (Finance) — 
United States. I. Title. 


OCLC 3854152 


78-15365 
GA 1.13:PSAD-78-27 
United States. General Accounting Office. 

Is production of the CH-53E helicopter warranted? : report 
to the Congress / by the Comptroller General of the United 
States. — Washington : General Accounting Office, 1978. 

vi, 27 p. : ill. ; 27 cm. 

“PSAD-78-27.” 

“B-163058.” 

Stamped on cover: March 23, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. *Military helicopters. 2. United States. Navy — 
Procurement. I. Title. 


OCLC 3781703 


78-15366 
GA 1.14:C 49/title 2 
United States. General Accounting Office. Office of the 
General Counsel. 

Civilian personnel law manual. — [Washington] : General 
Accounting Office, Office of the General Counsel : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., [1977]- 

20402 

v. ; 27 cm. 

Contents: Title II. Leave. 

@ltem 545-A 

S/N 020-000-00159-3 

pbk. : $2.40 

1. Civil service — United States. 2. United States — Offi- 
cials and employees — Leave regulations. I. Title. 
KF5370.A812 
342/.73/068 
OCLC 3396094 





ASSISTANT PUBLIC PRINTER 
(Superintendent of Documents) 
Government Printing Office 
Washington, DC 20402 


78-15367 
GP 3.22/2:001/3 
United States. Superintendent of Documents. 

Home gardening of fruits and vegetables. — Washington : 
U.S. Government Printing Office, Superintendent of Docu- 
ments, 1978. 

20402 

4 p. ; 27 cm. — (Subject bibliography SB ; 001) 

“March 29, 1978.” 

@ltem 552-A 

pbk. 

1. *Government publications — Bibliography. 2. 
*Gardening — Bibliography. I. United States. Government 
Printing Office. II. Title. III. Series. 


OCLC 3957709 


78-15368 
GP 3.22/2:004/3 
United States. Superintendent of Documents. 

Business and business management. — Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1978. 

20402 

23 p. ; 26 cm. — (Subject bibliography SB ; 004) 

“April 7, 1978." 

@ltem 552-A 

pbk. 

f, *Government 
*Business — Bibliography. 
I. United States. Government Printing Office. 
Series. 


publications — Bibliography. 2. 
3. *Management — Bibliography. 
Il. Title. Il. 


OCLC 3948839 


78-15369 
GP 3.22/2:017/4 
United States. Superintendent of Documents. 

Recreational and outdoor activities. — Washington : Govt. 
Print. Off., Supertintendent of Documents, 1978. 

20402 

11 p. ; 27 cm. — (Subject bibliography SB ; 017) 

“March 28, 1978.” 

@ltem 552-A 

pbk. 

1. *Government publications — Bibliography. 2. 
*Outdoor recreation— United States — Bibliography. 3. 
*Recreation areas — United States — Bibliography. I. 
United States. Government Printing Office. II. Title. III. 
Series. 


OCLC 3926931 


78-15370 
GP 3.22/2:018/4 
United States. Superintendent of Documents. 
Aviation information and training materials. — Washington 
: U.S. Government Printing Office. Superintendent of Docu- 
ments, 1978. 
20402 
17 p. ; 27 cm. — (Subject bibliography SB ; 018) 
“March 7, 1978. 
@ltem 552-A 
pbk. 


Government Publications — August 1978 


1. *Government 
*Aeronautics — Study and 
United States. Government Printing Office. 
Series. 


publications — Bibliography. 2. 
teaching — Bibliography. I. 
Ik. Title. Ill. 


OCLC 3926921 


78-15371 
GP 3.22/2:181/2 
United States. Superintendent of Documents. 
Census of population. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1978. 
20402 
30 p. ; 26 cm. — (Subject bibliography SB ; 181) 
“April 12, 1978.” 
@ltem 552-A 
pbk. 
1. *Government publications — Bibliography. 2. *United 
States — Census — Bibliography. I. United States. Govern- 
ment Printing Office. II. Title. III. Series. 


OCLC 3948844 


78-15372 
GP 3.22/2:207/2 
United States. Superintendent of Documents. 

Civil rights and equal opportunity. — Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1978. 

20402 

17 p. ; 27 cm. — (Subject bibliography SB ; 207) 

“March 22, 1978.” 

@ltem 552-A 

pbk. 

1. *Government publications — Bibliography. 2. *Civil 
rights — United States — Bibliography. 3. *Discrimination in 
employment — United States— Bibliography. I. United 
States. Government Printing Office. II. Title. III. Series. 


OCLC 3926938 


78-15373 
GP 3.22/2:208/2 
United States. Superintendent of Documents. 

Securities and Exchange Commission publications. — 
Washington : U.S. Government Printing Office, Superinten- 
dent of Documents, 1978. 

20402 

[2] p. ; 27 cm. — (Subject bibliography SB ; 208) 

“March 24, 1978.” 

@ltem 552-A 

pbk. 

1. *Government publications — Bibliography. 2. United 
States. Securities and Exchange Commission — Bibliography. 
I. United States. Government Printing Office. II. Title. III. 
Series. 


OCLC 3957723 


78-15374 
GP 3.22/2:209/3 
United States. Superintendent of Documents. 
Fish and marine life. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1978. 
20402 
10 p. ; 27 cm. — (Subject bibliography SB ; 209) 
“April 20, 1978.” 
@ltem 552-A 
pbk. 
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Assistant Public Printer — (Superintendent of Documents) Government Printing Office 


2. *Fishing 
fishes — 


1. *Government publications — Bibliography. 
— United States — Bibliography. 3. “Marine 
Bibliography. I. United States. Government Printing Office. 
Il. Title. Ill. Series. 


OCLC 3927655 


78-15375 
GP 3.22/2:212/2 
United States. Superintendent of Documents. 
Automobile insurance. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1978. 
20402 
[1] p. ; 27 cm. — (Subject bibliography SB ; 212) 
“April 11, 1978." 
@ltem 552-A 
pbk. 
1. *Government publications — Bibliography. 2. 
*Insurance, Automobile — Bibliography. I. United States. 
Government Printing Office. II. Title. III. Series. 


OCLC 3926944 


78-15376 
GP 3.22/2:213/2 
United States. Superintendent of Documents. 

Occupational safety and health.— Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1978. 

20402 

22 p. ; 26 cm. — (Subject bibliography SB ; 213) 

“April 4, 1978.” 

@ltem 552-A 

pbk. 

1. *Government publications — Bibliography. 2. 
*Industrial safety — Bibliography. 3. *Industrial hygiene — 
Bibliography. I. United States. Government Printing Office. 
Il. Title. Ill. Series. 


OCLC 3948767 


78-15377 
GP 3.22/2:235/2 
United States. Superintendent of Documents. 
Foreign education. — Washington : U.S. Government Print- 
ing Office, Superintendent of Documents, 1978. 
20402 
3 p. ; 27 cm. — (Subject bibliography SB ; 235) 
“April 19, 1978." 
@ltem 552-A 
pbk. 
l. *Government 
*Education — Bibliography. I. 
Printing Office. Il. Title. Ifl. Series. 


publications — Bibliography. 2. 
United States. Government 


OCLC 3926940 
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GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


78-15378 
GS 1.4/3:73-2 
United States. General Services Administration. Office of 
Federal Management Policy. 

Audit of Federal operations and programs by executive 
branch agencies. — [Washington] General Services Ad- 
ministration, Office of Federal Management Policy, 1973. 

20405 

7 p. ; 27 cm. — (Federal management circular FMC ; 73- 
2) 

Supersedes Office of Management and Budget Circular no. 
A-73. 

“September 27, 1973.” 

pbk. 

1. *United States — Appropriations and expenditures. 2. 
*United States — Executive departments. I. Title. II. Se- 
ries. 


OCLC 3922981 


78-15379 
GS 1.4/3:74-4 
United States. General Services Administration. Office of 
Federal Management Policy. 

Cost principles applicable to grants and contracts with 
State and local governments. — [Washington] : General Ser- 
vices Administration, Office of Federal Management Policy, 
1974. 

20405 

25 leaves in various foliations ; 27 cm. — 
management circular FMC ; 74-4) 

Supersedes Office of Management and Budget circular no. 
A-87. 

Reprinted by U.S. Dept. of Housing and Urban Develop- 
ment. 

“July 18, 1974." 

pbk. 

1. *Public contracts — United States. 
United States. I. Title. Il. Series. 


(Federal 


2. *Grants-in-aid — 


OCLC 3922795 


78-15380 
GS 1.4/3:74-7 
United States. General Services Administration. Office of 
Federal Management Policy. 

Uniform administrative requirements for grants-in-aid to 
State and local governments. — [Washington] : General Ser- 
vices Administration, Office of Federal Management Policy, 
1974. 

20405 

96 p. in various pagings ; 27 cm. — (Federal management 
circular FMC ; 74-7) 

Supersedes Office Management and Budget Circular no. A- 
102. 

“September 13, 1974.” 

pbk. 

1. *Grants-in-aid — United States. 


I. Title. Il. Series. 


OCLC 3899583 





FEDERAL SUPPLY SERVICE 
General Services Administration 
Washington, DC 20405 


78-15381 
GS 2.2:D 63/2 
United States. Federal Supply Service. 

Sale, 50% off on most items : discontinued items, tools, 
paper, furniture, and office supplies, maintenance and 
operating supplies. — [Washington] : General Services Ad- 
ministration, Federal Supply Serivce, 1975. 

20405 

8 p. ; 27 cm. 

“April 1975.” 

pbk. 

1. ‘*Office equipment and _ supplies — Catalogs. 2. 
*Government purchasing — United States. I. Title. 


OCLC 3923809 


78-15382 
GS 2.19:1 
United States. Federal Supply Service. 

Life cycle costing in the procurement of room air condi- 
tioners. — Washington : General Services Administration, 
Federal Supply Service, 1975. 

22 leaves ; 29 cm. — (LCC procurement case ; 1) 

Cover title: Room air conditioners. 

Issued July 1975. 

pbk. 

1. *Air conditioning — Equipment and supplies — Cost ef- 
fectiveness. I. Title. II. Series. 


OCLC 3902223 


NATIONAL ARCHIVES AND RECORDS 
SERVICE 
General Services Administration 
Washington, DC 20403 


78-15383 
GS 4.6/2:R 24/5 
United States. National Archives and Records Service. 

Records center operations. — [Washington] : General Ser- 
vices Administration, National Archives and Records Service, 
1975. 

20408 

ca. 300 p. ; 27 cm. — (GSA handbook ; NAR P 1864.1A) 

“January 6, 1975.” 

pbk. 

1. United States. National Archives and Records Service — 
Records and correspondence. I. Title. II. Series. 


OCLC 3903390 


78-15384 
GS 4.7:8/2 
United States. National Archives. 

Population schedules, 1800-1870 : volume index to coun- 
ties and major cities. — Rev. 1957, 1962. — Washington : 
General Services Administration, National Archives and 
Records Service, National Archives, 1976. 

20403 

v, 217 p. ; 27 cm. — (Special list - National Archives and 
Records Service ; no. 8) (National Archives publication ; no. 
51-18) 

Reprinted 1969, 1973, 1976. 

pbk. 


Government Publications — August 1978 


1. *United States — Census — Indexes. 2. *United States 
— Population. I. Title. II. Series. III. Series: United 
States. National Archives and Records Service. Special list ; 
no. 8. 


OCLC 2466510 


FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


78-15385 
GS 4.102:R 26 
United States. Office of the Federal Register. 

Options for regulatory improvement : a source book. — 
[Washington : General Services Administration, National 
Archives and Records Service], Office of the Federal Re- 
gister, 1978. 

20408 

164 p. in various pagings ; 28 cm. 

@ltem 574 

pbk. 

1. *Administrative agencies — Rules and practice — United 
States. I. Title. 


OCLC 3902465 


Code of Federal regulations may be purchased from the Supt. 
of Docs. for $400.00 a year, $500.00 additional for foreign 
mailing. 


78-15386 
GS 4.108:31/977 - 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 31. Money and 
finance: Treasury. [Washington] General Services Adminis- 
tration, National Archives and Records Service, Office of the 
Federal Register; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

24 cm. 

$5.75 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of July 1. 

1977. 

@ltem 572 

S/N 022-003-93371-9 

1. United States. Treasury Dept. — Rules and practice. 2. 
Finance, Public — United States. 3. Money — United States. 
I. Title. 


OCLC 2786662 


78-15387 
GS 4.108:46/pt.140-165/977 
GS 4.108:46/pt.166-199/977 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 46. Shipping. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.75 (pt.140-165) $3.75 (pt.166-199) 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 


Page 145 





Federal Register Office — General Services Administration 


Revised annually as of Oct. 1. 

Pts. 140-165, 166-199, 1975. 

@ltem 572 

S/N 022-003-93420-1 (pt.140-165) 0 022-003-93421-9 
(pt. 166-199) 

1. Coastwise shipping — Law and legislation — United 
States. 2. Maritime law — United States. 3. United States. 
Coast Guard — Rules and practice. I. Title. 


OCLC 2786662 


FEDERAL PREPAREDNESS AGENCY 
General Services Administration 
Washington, DC 20405 


78-15388 
GS 13.9:974 
United States. National Health Resources Advisory Committee. 
Report of the National Health Resources Advisory Com- 
mittee meeting : December 12-13, 1974, Schwartz Theater, 
Letterman Army Medical Center, San Francisco, California. 
— [Washington] : General Services Administration, Federal 
Preparedness Agency, [19757] 
20405 
i, 280 p. : ill. ; 27 cm. 
pbk. 
1. “Medicine, Chinese — Congresses. 2. *Emergency 
medical services — United States — Congresses. I. United 
States. Federal Preparedness Agency. II. Title. 


OCLC 3899467 


78-15389 
GS 13.9:975 
United States. National Health Resources Advisory Committee. 

Report of the National Health Resources Advisory Com- 
mittee meeting on airport/community emergency medical 
preparedness : October 16-17, 1975, John F. Kennedy Inter- 
national Airport, New York. — Washington : General Ser- 
vices Administration, Federal Preparedness Agency, [19767] 

20405 

i, 445 p.: ill. ; 27 cm. 

pbk. 

1. *Airports— United States — Safety measures — Con- 
gresses. 2. *Emergency medical services — United States — 
Congresses. I. United States. Federal Preparedness Agency. 
Il. Title. 


OCLC 2636944 


AGING ADMINISTRATION 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


78-15390 
HE 1.212:P 96/978 
United States. Administration on Aging. 

Publications of the Administration on Aging. — 
[Washington] : Dept. of Health, Education, and Welfare, Of- 
fice of Human Development, Administration on Aging, Na- 
tional Clearinghouse on Aging, 1978. 

20201 

11 p. ; 20 x 10 cm.— (DHEW publication ; no. (OHDS) 
76-20261) 

“March 1978.” 

@ltem 447-A-6 

pbk. 
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1. United States. Administration on Aging — Bibliography. 
2. *Aging — Bibliography. 3. *Government publications — 
Bibliography. I. Title. II. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(OHDS) 78-20261. 


OCLC 3905782 


SOCIAL SECURITY ADMINISTRATION 
Health, Education, and Welfare Dept. 
Baltimore, MD 21235 


78-15391 


HE 3.2:D 63/6/978 


If you become disabled. — [Washington : Dept. of Health, Edu- 


cation, and Welfare, Social Security Administration], 1978. 

20235 

26 p. ; 21 x 9 cm.— (DHEW publication ; no. (SSA) 78- 
10029) 

“February 1978.” 

@ltem 516 

pbk. 

1. *Social security — United States. 2. *Handicapped — 
United States. I. United States. Social Security Administra- 
tion. Il. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (SSA) 78-10029. 


OCLC 3930399 
EDUCATION OFFICE 


Health, Education, and Welfare Dept. 
Washington, DC 20202 


78-15392 


HE 19.102:C 68 
HE 19.102:C 68/case 1 
HE 19.102:C 68/case 2 


St. John, Edward P 


A study of selected developing colleges and universities / 
prepared by Edward P. St. John. — [Washington : Dept. of 
Health, Education, and Welfare, Education Division], Office 
of Education, Office of Planning, Budgeting and Evaluation, 
1977. 

20202 

6 v. : ill. ; 28 cm. 

Prepared under contract no. 41-676-7040-2. 

““‘December 1977.” 

Includes bibliographies. 

Contents: [v. 1.] Final report, structure, management, and 
intervention.—[v. 2.] Case study I, Doane College, Crete, 
Nebraska.—[v. 3.] Case study II, St. Mary's Junior College, 
Minneapolis, Minnesota. 

@ltem 461 (Rev. 1965) (microfiche ) 

pbk. 

1. *Universities and colleges — United States — Adminis- 
tration. 2. Doane College — Administration. 3. St. Mary’s 
Junior College, Minneapolis, Minn. — Administration. I. 
United States. Office of Education. Office of Planning, 
Budgeting and Evaluation. II. Title. 


OCLC 3939474 





78-15393 
HE 19.102:C 68/case 3 
HE 19.102:C 68/case 4 
HE 19.102:C 68/case 5 
St. John, Edward P 

A study of selected developing colleges and universities / 
prepared by Edward P. St. John. — [Washington : Dept. of 
Health, Education, and Welfare, Education Division], Office 
of Education, Office of Planning, Budgeting and Evaluation, 
1977. 

20202 

6 v.: ill. ; 28 cm. 

Prepared under contract no. 41-676-7040-2. 

“December 1977.” 

Includes bibliographies. 

Contents: [v. 4.] Case study III, Xavier University of Loui- 
siana, New Orleans, Louisiana.—[v. 5] Case study IV, North 
Carolina Agricultural and Technical State University, Green- 
sboro, North Carolina.—[v. 6] Case study V, Valencia Com- 
munity College, Orlando, Florida. 

@ltem 461 (Rev. 1965) (microfiche) 

pbk. 

1. *Universities and colleges — United States — Adminis- 
tration. 2. Xavier University of Louisiana — Administration. 
3. North Carolina Agricultural and Technical State Universi- 
ty — Administration. 4. Valencia Community College — Ad- 
ministration. I. United States. Office of Education. Office of 
Planning, Budgeting and Evaluation. II. Title. 


OCLC 3939474 


78-15394 
HE 19.108:Oc 1/instr. 

Occupational preparation - inspection and quality control : in- 
structor’s guide. — [Washington : Dept. of Health, Education, 
and Welfare, Education Division, Office of Education] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

vii, 127 p. : ill. ; 27 cm. 

At head of title: The manufacturing cluster. 

Prepared by the New Jersey State Department of Educa- 
tion, Division of Vocational Education, under grant no. 
OEG-0-71-4687(357) funded by the U.S. Office of Educa- 
tion. 

Includes bibliographical references. 

S/N 017-080-01656-7 

pbk. : $2.00 

1. *Industry — Vocational guidance. 2. *Quality control 
— Vocational guidance. I. United States. Office of Educa- 
tion. 


OCLC 3929439 


78-15395 
HE 19.108:Oc 1/student 
Occupational preparation - inspection and quality control : stu- 
dent’s manual. — [Washington : Dept. of Health, Education, 
and Welfare, Education Division, Office of Education] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

vi, 130 p. : ill. ; 27 cm. 

At head of title: The manufacturing cluster. 

Prepared by the New Jersey State Department of Educa- 
tion, Division of Vocational Education, under grant no. 
OEG-0-71-4687(357) funded by the U.S. Office of Educa- 
tion. 

S/N 017-080-01655-9 

pbk. : $2.00 


Government Publications — August 1978 


1. *Industry — Vocational guidance. 2. *Quality contrel 
— Vocational guidance. I. United States. Office of Educa- 
tion. 


OCLC 3336612 


78-15396 
HE 19.108:Oc 1/2/instr. 

Exploring manufacturing occupations : instructor’s guide. — 
[Washington : Dept. of Health, Education, and Welfare, Edu- 
cation Division, Office of Education] : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1975. 

20402 

vii, 158 p. : ill. ; 27 cm. 

At head of title: The manufacturing cluster 

Prepared by the New Jersey State Department of Educa- 
tion, Division of Vocational Education, under grant no. 
OEG-0-7 1-4687, funded by the U. S. Office of Education. 

S/N 017-080-01658-3 

pbk. : $2.30 

1. *Industry — Vocational guidance. 
fice of Education. 


I. United States. Of- 


OCLC 3929361 


78-15397 
HE 19.108:Oc 1/2/student 
Exploring manufacturing occupations : student’s manual. — 
[Washington : Dept. of Health, Education, and Welfare, Edu- 
cation Division, Office of Education} : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1975. 
20402 
vi, 104 p. : ill. ; 27 cm. 
At head of title: The manufacturing cluster 
Prepared by the New Jersey State Department of Educa- 
tion, Division of Vocational Education, under grant no. 
OEG-0-71-4687, funded by the U. S. Office of Education. 
S/N 017-080-01657-5 
pbk. : $1.75 
1. *Industry — Vocational guidance. 
fice of Education. 


I. United States. Of- 


OCLC 3336756 


NATIONAL INSTITUTE OF EDUCATION 
Health, Education, and Welfare Dept. 
Washington, DC 20208 


78-15398 
HE 19.202:N 21 i/3/v.1-2/index 
Catalog of NIE education products : subject and title index / 
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Contents: pt. 1. Fine-particle iron oxides for pigment, elec- 
tronic and chemcial use. 
@ltem 637-A 
S/N 024-004-01924-7 
pbk. : $2.30 
1. *Iron oxides. I. United States. Bureau of mines. II. 
Title. III. Series: United States. Bureau of Mines. Informa- 
tion circular - Bureau of Mines ; 8771. 


OCLC 3936809 


78-15567 
I 28.37:974/v.2 
Minerals yearbook. Washington, Dept. of the Interior, Bureau 
of Mines; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

ill. 24 cm. 

$9.75 

1932/33- 

Issued in three vols., 1952-1962; in four vols., 1963-69; in 
three vols., 1970- . 

Chapters that will later be included in the bound vols. are 
issued as preprints in advance of publication as they are 
completed. 

1974, v.2, Area reports: Domestic. 

Indexed by: Chemical abstracts ISSN 0009-2258 
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@ltem 639 

S/N 024-004-01916-6 

ISSN 0076-8952 

Has supplement: Statistical appendix to Minerals yearbook 
1933-35 

Continues: Mineral resources of the United States 1882- 
1931 

1. Mineral industries — United States — Statistics — Year- 
books. 2. Mines and mineral resources — United States — 
Statistics — Yearbooks. I. United States. Bureau of Mines. 
TN23.U612 
OCLC 1847412 


78-15568 
1 28.37:975/v.1 
Minerals yearbook. Washington, Dept. of the Interior, Bureau 
of Mines; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

ill. 24 cm. 

$13.75 

1932/33- 

Issued in three vols., 1952-1962; in four vols., 1963-69; in 
three vols., 1970- . 

Chapters that will later be included in the bound vols. are 
issued as preprints in advance of publication as they are 
completed. 

1975, v.1, Metals, minerals, and fuels. 

Indexed by: Chemical abstracts ISSN 0009-2258 

@ltem 639 

S/N 024-004-01922-1 

ISSN 0076-8952 

Has supplement: Statistical appendix to Minerals yearbook 
1933-35 

Continues: Mineral resources of the United States 1882- 
1931 

1. Mineral industries — United States — Statistics — Year- 
books. 2. Mines and mineral resources — United States — 
Statistics — Yearbooks. I. United States. Bureau of Mines. 
TN23.U612 
OCLC 1847412 


78-15569 
I 28.37/a:B 549/975 
United States. Bureau of Mines. 
Coal: bituminous and lignite. [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Bituminous coal — Statistics. 
Title. 


2. Lignite — Statistics. I. 


OCLC 2704715 


78-15570 
1 28.37/a:C 177/976 
United States. Bureau of Mines. 
Carbon black. [Pittsburgh, Pa.], Dept. of the Interior, Bu- 
reau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
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1. Carbon-black — Statistics. I. Title. 


OCLC 2704715 


78-15571 
1 28.37/a:C 468/2/976 
United States. Bureau of Mines. 
Chromium. [Pittsburgh, Pa.], Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Chromium — Statistics. I. Title. 


OCLC 2704715 


78-15572 
I 28.37/a:C 669/2/975 
United States. Bureau of Mines. 
Coke and coal chemicals. [Pittsburgh, Pa.], Dept. of the 
Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Coke industry — United States — Statistics. 
trade — United States — Statistics. I. Title. 


2. Coal 


OCLC 2704715 


78-15573 
I 28.37/a:C 723/976 
United States. Bureau of Mines. 
Columbium and tantalum. [Pittsburgh, Pa.], Dept. of the 
Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Niobium — Statistics. 
Statistics. I. Title. 


2. Tantalum — United States — 


OCLC 2704715 


78-15574 
1 28.37/a:D 543/976 
United States. Bureau of Mines. 
Diatomite. [Pittsburgh, Pa.], Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Diatomaceous earth — Statistics. I. Title. 


OCLC 2704715 


78-15575 
1 28.37/a:G 998/976 
United States. Bureau of Mines. 
Gypsum. [Pittsburgh, Pa.], Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 





At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 

Annual. 

1. Gypsum — United States — Statistics. I. Title. 


OCLC 2704715 


78-15576 
I 28.37/a:Ir 6/3/975 
United States. Bureau of Mines. 
Iron oxide pigments. [Pittsburgh, Pa.], Dept. of the Interi- 
or, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Iron ores — United States — Statistics. I. Title. 


OCLC 2704715 


78-15577 
I 28.37/a:Ir 6/6/976 
United States. Bureau of Mines. 
Iron oxide pigments. [Pittsburgh, Pa.], Dept. of the Interi- 
or, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Iron oxides — Statistics. 
Title. 


2. Pigments — Statistics. I 


OCLC 2704715 


78-15578 
I 28.37/a:K 98/976 
United States. Bureau of Mines. 
Kyanite and related materials. (Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Aluminum silicates — Statistics. I. Title. 


OCLC 2704715 


78-15579 
I 28.37/a:L 629/976 
United States. Bureau of Mines. 
Lime. [Pittsburgh, Pa.], Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Lime industry — United States — Statistics. I. Title. 


OCLC 2704715 


Government Publications — August 1978 


78-15580 
I 28.37/a:M 313/976 
United States. Bureau of Mines. 
Manganese. [Pittsburgh, Pa.], Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Manganese — United States — Statistics. I. Title. 


OCLC 2704715 


78-15581 
I 28.37/a:M 581/976 
United States. Bureau of Mines. 
Mica. [Pittsburgh, Pa.], Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mica — United States — Statistics. I. Title. 


OCLC 2704715 


78-15582 
I 28.37/a:P 329/976 
United States. Bureau of Mines. 
Peat. [Pittsburgh, Pa.], Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Peat industry — United States — Statistics. I. Title. 


OCLC 2704715 


78-15583 
I 28.37/a:P 421/976 
United States. Bureau of Mines. 
Perlite. [Pittsburgh, Pa.], Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Perlite — Statistics. I. Title. 


OCLC 2704715 


78-15584 
I 28.37/a:P 448/3/975 
United States. Bureau of Mines. 
Crude petroleum and petroleum products. 
Pa.], Dept. of the Interior, Bureau of Mines. 
15213 
ill, 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Petroleum 
Statistics. 


[ Pittsburgh, 


industry and trade — United States — 
2. Petroleum products — Statistics. I. Title. 


OCLC 2704715 
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78-15585 
I 28.37/a:T 392/976 
United States. Bureau of Mines. 
Thorium. [Pittsburgh, Pa.], Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Thorium — Statistics. I. Title. 


OCLC 2704715 


78-15586 
I 28.37/a:V 26/976 
United States. Bureau of Mines. 
Vanadium. [Pittsburgh, Pa.], Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Vanadium — United States — Statistics. I. Title. 


OCLC 2704715 


78-15587 
I 28.37/a:V 592/976 
United States. Bureau of Mines. 
Vermiculite. [Pittsburgh, Pa.], Dept. of the Interior, Bu- 
reau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Vermiculite — Statistics. I. Title. 


OCLC 2704715 


78-15588 
I 28.37/a 2:Al 13/975 
United States. Bureau of Mines. 
The mineral industry of Albania. [Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Albania — Statistics. I. Title. 


OCLC 2704715 


78-15589 
I 28.37/a 2:B 638/975 
United States. Bureau of Mines. 
The mineral industry of Bolivia. [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral indusiries — Bolivia — Statistics. 1. Title. 


OCLC 2704715 
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78-15590 
I 28.37/a 2:B 739/975 
United States. Bureau of Mines. 
The mineral industry of Brazil. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Brazil — Statistics. I. Title. 


OCLC 2704715 


78-15591 
I 28.37/a 2:B 927/975 
United States. Bureau of Mines. 
The mineral industry of Burma. [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Burma — Statistics. I. Title. 


OCLC 2704715 


78-15592 
I 28.37/a 2:C 996/975 
United States. Bureau of Mines. 
The mineral industry of Czechoslovakia. (Pittsburgh, Pa.] 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral 
Title. 


industries — Czechoslovakia — Statistics. I. 


OCLC 2704715 


78-15593 
I 28.37/a 2:F 22 e/975 
United States. Bureau of Mines. 

The mineral industry of other areas of the Far East and 
South Asia (Afghanistan, Bangladesh, Brunei, Cambodia, 
Hong Kong, Laos, Mongolia, Nepal, Singapore, Sri Lanka, 
North Vietnam, South Vietnam). [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 

15213 

ill. 24 cm. 

At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 

Annual. 

1. Mineral industries — Asia — Statistics. I. Title. 


OCLC 2704715 


78-15594 
I 28.37/a 2:G 317/975 
United States. Bureau of Mines. 
The mineral industry of East Germany. [Pittsburgh, Pa.] 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 





1. Mineral East — Statistics. I. 


Title. 


industries — Germany, 


OCLC 2704715 


78-15595 
I 28.37/a 2:H 894/975 
United States. Bureau of Mines. 
The mineral industry of Hungary. [Pittsburgh, Pa.] Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint form the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 


1. Mineral industries — Hungary — Statistics. I. Title. 


OCLC 2704715 


78-15596 
I 28.37/a 2:K 422/975 
United States. Bureau of Mines. 
The mineral industry of Kenya, Tanzania, and Uganda. 
[Pittsburgh, Pa.] Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Kenya — Statistics. 
dustries — Tanzania — Statistics. 3. Mineral 
Uganda — Statistics. I. Title. 


2. Mineral in- 
industries — 


OCLC 2704715 


78-15597 
I 28.37/a 2:M 28/975 
United States. Bureau of Mines. 
The mineral industry of Maine. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Maine — Statistics. I. Title. 


OCLC 2704715 


78-15598 
I 28.37/a 2:M 36/975 
United States. Bureau of Mines. 
The mineral industry of Maryland. [Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Maryland — Statistics. I. Title. 


OCLC 2704715 


78-15599 
I 28.37/a 2:N 42 h/975 
United States. Bureau of Mines. 
The mineral industry of New Hampshire. [ Pittsburgh, Pa.], 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
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At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 

Annual. 

1. Mineral industries— New Hampshire — Statistics. I. 
Title. 


OCLC 2704715 


78-15600 
I 28.37/a 2:Or 3/975 
United States. Bureau of Mines. 
The mineral industry of Oregon. [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Oregon — Statistics. I. Title. 


OCLC 2704715 


78-15601 
I 28.37/a 2:P 757/975 
United States. Bureau of Mines. 
The mineral industry of Poland. [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Poland — Statistics. I. Title. 


OCLC 2704715 


78-15602 
I 28.37/a 2:R 661/975 
United States. Bureau of Mines. 
The mineral industry of Romania. [Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Romania — Statistics. I. Title. 


OCLC 2704715 


78-15603 
I 28.37/a 2:Un 34 k/975 
United States. Bureau of Mines. 
The mineral industry of the United Kingdom. [Pittsburgh, 
Pa.], Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — United Kingdom — Statistics. I. 
Title. 


OCLC 2704715 
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78-15604 
I 28.37/a 2:V 556/975 
United States. Bureau of Mines. 
The mineral industry of Venezuela. [Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm 
At head of title: Preprint from the 1975 Buteau of Mines 
Minerals yearbook. 
Annual 
1. Mineral industries — Venezuela — Statistics. I. Title. 


OCLC 2704715 


78-15605 
I 28.37/a 2:W 27/975 
United States. Bureau of Mines. 
The mineral industry of Washington. [Pittsburgh, Pa.}, 
U.S. Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual 
1. Mineral industries — Washington (State) — Statistics. I. 
Title 


OCLC 2704715 


78-15606 
I 28.37/a 2:Z 1/975 
United States. Bureau of Mines. 
The mineral industry of Zambia. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals yearbook. 
Annual. 
1. Mineral industries — Zambia — Statistics. I. Title. 
OCLC 2704715 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


78-15607 
I 29.2:P 69/2 
United States, National Park Service. 

Project planner : resolving the park folder : 
Service informational folder program. — Washington : 
of the Interior, National Park Service, 1978. 

20240 

[2] p. ; 60 x 43 cm fold. to 10 x 22 cm. 

@ltem 648 

pbk 

1. *National parks and reserves — Interpretive programs — 
United States. 2. *Pamphlets. I. Title. 


National Park 
Dept. 


OCLC 3927051 
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78-15608 
I 29.2:Un 3/2 
United States. National Park Service. 
Unigrid : design specifications : 
formation folder program. — Washington : 
terior, National Park Service, 1978. 
20240 
[2] p. ; 60 x 42 fold. to 10 x 21 cm. 
@ltem 648 
pbk. 
1. *National parks and reserves — Interpretive programs — 
United States. 2. *Pamphiets. 3. *Graphic methods. I. 
Title. 


National Park Service in- 
Dept. of the In- 


OCLC 3927013 


78-15609 
I 29.9/2:H 19/2 
United States. National Park Service. 

Access national parks : a guide for handicapped visitors. — 
Washington : Dept. of the Interior, National Park Service : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

xviii, 198 p. : ill., maps ; 24 cm. — (NPS ; 188) 

January 1978. 

@ltem 648-A 

S/N 024-005-0069 1-5 

pbk. : $3.50 

1. National parks and reserves — United States — Guide- 
books. 2. Handicapped — Recreation. I. Title. Il. Title: A 
guide for handicapped visitors. 

E160.U644 1977 
917.3/04/92602408 16 
OCLC 3327039 


78-15610 
1 29.21:D 49/7/978 
Devils Postpile National Monument, California. — Rev. 1978. 
— [Washington] : Dept. of the Interior, National Park Ser- 
vice, 1978. 
20240 
folder (8 p.) : ill. ; 1S cm. 
pbk. 
1. *Devils Postpile National Monument, Calif. 
States. National Park Service. 


I. United 


OCLC 3954482 


78-15611 
1 29.71:978 
Camping in the national park system. Washington, [Dept. of 
the Interior, National Park Service]; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 
ill., map 24 cm. 
$1.40 
1965- 
1978. 
@ltem 646-C 
S/N 024-005-00700-8 
Continues: Camping facilities in areas administered by the 
National Park Service, 1959-63. 
1. Camp sites, facilities, etc. — United States. 2. National 
parks and reserves — United States. I. United States. Na- 
tional Park Service. 


OCLC 2226089 





GEOGRAPHIC NAMES BOARD 
Interior Dept. 
Washington, DC 20240 


78-15612 
1 33.8:C 76/2 
Defense Mapping Agency. Topographic Center. 

Gazetteer of conventional names : names approved by the 
U.S. Board on Geographic Names. — 2nd ed. — Washington : 
[Dept. of Defense], Defense Mapping Agency, Topographic 
Center, 1977. 

20305 

v, 26 p. ; 21 x 28 cm. 

Issued July 1977. 

Supersedes Conventional names gazetteer, March 1, 1972. 

Stock no. GAZGNCONVNAMES. 

@ltem 617 

pbk. 

1. Geography — Dictionaries. I. United States. Board on 
Geographical Names. II. Title. 


OCLC 3683253 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


78-15613 
I 49.2:0i S/v.1-4 
1 49.2:0i 5/v.5/pt.1-5 
Conservation Foundation. 

Environmental planning for offshore oil and gas. — 
Washington : Dept. of the Interior, Fish and Wildlife Service, 
Office of Biological Services, National Coastal Ecosystems 
Team, 1978. 

20036 

5 v. in 9 : 
77/16.5) 

Prepared by Conservation Foundation under contract no. 
14-16-0008-962 for U.S. Dept of the Interior, Fish and Wil- 
dlife Service, Office of Biological Services, National Coastal 
Ecosystems Team. 

Includes bibliographies. 

Contents: v. 1. Clark, J., Zinn, J., and Terrell, C. Recovery 
technology.—v. 2. Zinn, J. Effects on coastal communi- 
ties.—v. 3. Clark, J. and Terrell, C. Effects on living 
resources and habitats.—v. 4. Banta, J. S. Regulatory 
framework for protecting living resources.—v. 5, pt. 1. Tip- 
pie, V. and Robadue, D. Regional status reports, New En- 
gland.—v. 5, pt. 2. Goodman, J. and Klose, P. Regional 
status reports, Mid and South Atlantic.—v. 5, pt. 3. 
Mumphrey, A. J., jr., and Carlucci, G. D. Regional status re 
ports, Gulf Coast Region.—v. 5, pt. 4. Corwin, R. and Hef- 
ferman, P. H. Regional status reports, California.—v. 5, pt. 5. 
Hershman, M. J. and Feldmann, J. H. Regional status re- 
ports, Alaska, Washington, and Oregon. 

@ltem 612 

pbk. 

1. *Gas, Natural, in submerged lands — Environmental 
aspects — United States. 2. *Petroleum in submerged lands 
— Environmental aspects— United States. I. National 
Coastal Ecosystems Team. II. Title. III. Series: United 
States. Fish and Wildlife Service. Office of Biological Ser- 
vices. FWS/OBS ; 77/12 - 77/16.5. 


ill., maps ; 28 cm.— (FWS/OBS ; 77/12 - 


OCLC 3925621 
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78-15614 


1 49.2:0i 5/2 


Fore, Paul L 


Proceedings of the 1977 Oil Spill Response Workshop / 
Paul L. Fore, editor ; National Coastal Ecosystems Team. — 
Washington : Dept. of the Interior, Fish and Wildlife Service, 
1977. 

20240 

vi, 153 p. : ill. ; 28 cm. — (FWS/OBS ; 77-24) 

Cosponsored by Office of Migratory Bird Management and 
Office of Biological Services. 

September 1977. 

Includes bibliographies. 

@ltem 612 

pbk. 

1. *Oil spills — United States — Congresses. 2. *Oil spills 
— Environmental aspects — United States — Congresses. I. 
National Coastal Ecosystems Team. II. United States. Fish 
and Wildlife Service. Office of Biological Services. III. 
United States. Office of Migratory Bird Management. IV. 
Oil Spill Response Workshop, New Orleans, La. 1977. V. 
Title. VI. Series: United States. Fish and Wildlife Service. 
Office of Biological Services. FWS/OBS ; 77-24. 


OCLC 3930545 


78-15615 
I 49.2:P 91/draft 
United States. Fish and Wildlife Service. 

Report on predator damage management in the West. — 
Washington : Dept. of the Interior, Fish and Wildlife Service, 
1978. 

20240 

312 p. in various pagings : ill. ; 27 cm. 

At head of title: Draft. 

May 5, 1978. 

Bibliography: p. 306-326 (2d group) 

@ltem 612 

pbk. 

1. *Predatory animals — The West. 2. *Domestic animals 
— The West. 3. *Predator control — The West. I. Title. 
Il. Title: Draft report on predatory damage management in 
the West. 


OCLC 3936898 


78-15616 


1 49.15/3:212 
Menzie, Calvin M 

Metabolism of pesticides, an update / by Calvin M. Men- 
zie. — Washington : Dept. of the Interior, Fish and Wildlife 
Service, 1978. 

20402 

xvi, 381 p. : ill. ; 27 cm.— 
port— Wildlife ; no. 212) 

Bibliography: p. 303-378. 

@ltem 614-C 

pbk. 

1. “Metabolism. 2. *Pesticides. I. United States. Fish 
and Wildlife Service. II. Title. III. Series: United States. 
Fish and Wildlife Service. Special scientific report— Wildlife ; 
no. 212. 


(Special scientific re- 
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78-15617 
I 49.70:80-81 
Houf, Larry J 

Effects of antimycin A and retenone on macrobenthos in 
ponds / by Larry J. Houf and Robert S. Campbell. Aquatic 
macroinvertebrates in a small Wisconsin trout stream before, 
during, and two years after with the fish toxicant antimycin / 
by Gerarld Z. Jacobi and Donald J. Degan. — Washington : 
Dept. of the Interior, Fish and Wildlife Service, 1977. 

Fish Control Laboratories, P.O. Box 818, LaCrosse, Wis. 
54601 

[1], 29, 24 p. : ill. maps ; 26 cm. — (Investigations in fish 
control ; 80) (Investigations in fish control ; 81) 

Issued with Aquatic macroinvertebrates in small Wisconsin 
trout stream before, during, and two years after treatment 
with the fish toxicant antimycin, by Gerald Z. Jacobi and 
Donald J. Degan. 

Includes bibliographies. 

@ltem 610-D 

pbk. 

1. *Benthos. 2. *Mycosoes. 3. *Antifungal agents — 
Toxicology. 4. *Stream ecology — Wisconsin. 5. *Trout — 
Diseases. 6. *Piscicides. I. Campbell, Robert S, joint 
author. II. Jacobi, Gerald Z Aquatic macroinvertebrates in 
a small Wisconsin trout stream before, during, and two years 
after treatment with the fish toxicant antimycin. III. Degan, 
Donald J Aquatic macroinvertebrates in a small Wisconsin 
trout stream before, during, and two years after treatment 
with the fish toxicant antimycin. IV. Title. V. Title: 
Aquatic macroinvertebrates in a small Wisconsin trout 
stream before, during, and two years after treatment with the 
fish toxicant antimycin. VI. Series. VII. Series. 
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LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


78-15618 
1 53.2:N 41/976 
United States. Bureau of Land Management. Nevada State Of- 
fice. 
Nevada statistics Reno, Nev., Dept. of the Interior, Bureau 
of Land Management, Nevada State Office. 
300 Booth St., Room 3008, 89509 
ill. 22 cm. 
Other title: Nevada BLM statistics 
Report covers fiscal year 1976 and transition quarter. 
@ltem 631 
1. Land — Nevada — Statistics — Periodicals. 2. Environ- 
mental policy — Nevada — Statistics — Periodicals. I. Title. 


OCLC 3948308 


78-15619 
I §3.2:Ut 1/4/975 
United States. Bureau of Land Management. Utah Multiple Use 
Advisory Board. 

Report of proceedings - Utah Multiple Use Advisory 
Board. [Salt Lake City, Utah] Dept. of the Interior, Bureau 
of Land Management. 

84111 

27 cm. 

“Meeting and tour, St. George, Utah, October 6-7,1975.” 
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1. Land — Utah — Congresses. 2. Environmental policy 
— Utah — Congresses. I. Title. 


OCLC 3948302 


78-15620 


I 53.2:W 64/978 


Wildlife on the public lands. — Washington : Dept. of the In- 


terior, Bureau of Land Management, 1978. 

20240 

[14] p. : ill. ; 22 x 10 cm. 

IS no. 3-78. 

@ltem 631 
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1. *Wildlife habitat improvement — United States. 2. 
*United States — Public Lands. I. United States. Bureau of 
Land Management. 


OCLC 3898467 


OUTDOOR RECREATION BUREAU 
Interior Dept. 
Washington, DC 20240 


78-15621 


1 66.2:R 24/2 


Urban Research and Development Corporation. 


Guidelines for understanding and determining optimum 
recreation carrying capacity. — Washington : Dept. of the In- 
terior, Bureau of Outdoor Recreation, 1977. 

20240 

160 p. in various pagings : ill. ; 27 cm. 

Prepared for Dept. of the Interior, Bureau of Outdoor 
Recreation by Urban Research and Development Corpora- 
tion under contract BOR 5-14-07-5. 

January 1977. 

Bibliography: E-1 through E-8. 

pbk 

1. *Outdoor recreation — United States. I. United States. 
Bureau of Outdoor Recreation. II. Title. 


OCLC 3054824 


MINING ENFORCEMENT AND SAFETY 
ADMINISTRATION 
Interior Dept. 
Washington, DC 20240 


78-15622 


1 69.8/2:5 


Rankin, John E 


Job safety analysis / by J. E. Rankin and M. G. Zabetakis. 
— [Washington] : Dept. of the Interior, Mining Enforcement 
and Safety Administration, [19777] 

20240 

[6], 31 p.: ill. ; 18 cm. — (MESA safety manual ; no. 5) 

S/N 024-019-00020-9 

pbk. : $1.60 

1. *Coal mines and mining — Safety measures. 2. *Job 
analysis. I. Zabetakis, Michael G , joint author. II. United 
States. Mining Enforcement and Safety Administration. III. 
Title. IV. Series: United States. Mining Enforcement and 
Safety Administration. MESA safety manual ; no. 5. 


OCLC 3954511 





78-15623 
1 69.9:1070 
Bruce, William E 

Fan curve preparation using programmable pocket calcula- 
tors / by William E. Bruce. — [Washington] : Dept. of the In- 
terior, Mining Enforcement and Safety Administration, 1978. 

20240 

[1] , 20 p. : ill. ; 27 cm. — (MESA informational report 
IR ; 1070) 

Includes bibliographical references. 

@ltem 637-A 

pbk. 

1. *Fans (Machinery) — Performance. 2. *Mine ventila- 
tion — Equipment and supplies. I. United States. Mining 
Enforcement and Safety Administration. II. Title. III. Se- 
ries: United States. Mining Enforcement and Safety Adminis- 
tration. MESA informational report IR ; 1070. 


OCLC 3954562 


U.S. INFORMATION AGENCY 
Washington, DC 20547 


78-15624 
IA 1.24/2:9-77 
United States. Information Agency. Research Service. 

Soviet and East European CSCE media coverage between 
the two Belgrade conferences. — Washington : U.S. Informa- 
tion Agency, Research Service, 1977. 

20547 

i, 3 p. ; 27 cm.— (Research note - U.S. Information 
Agency ; N-9-77) 

“October 4, 1977.” 

pbk. 

1. Conference on Security and Cooperation in Europe. 2. 
*Mass media — Europe, Eastern. I. Title. II. Series: United 
States. Information Agency. Research note - U.S. Information 
Agency ; N-9-77. 


OCLC 3926565 


78-15625 
IA 1.24/3:E-2-75 
United States. Information Agency. Office of Research. 
Audience reaction to the IMV film : “Profile, Joan Ganz 
Cooney.” — [Washington] : U.S. Information Agency, Office 
of Research, 1975. 
20547 
ii, 23 p. ; 27 cm. — (E-2-75) 
“March 27, 1975.” 
pbk. 
1. *Moving-pictures — Evaluation. 2. *Moving-picture au- 
diences — Colombia — Bogota. I. Title. 


OCLC 3930699 


78-15626 
IA 1,.24/3:E-3-75 
United States. Information Agency. Office of Research. 
Audience reaction to the IMV film : Profile, Dr. Ricardo 
Alegria. — [Washington] : U.S. Information Agency, Office 
of Research, 1975. 
20547 
ili, 14 p. ; 27 cm. — (E-3-75) 
“April 15, 1975.” 
pbk. 
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1. *Moving-pictures — Evaluation. 2. *Moving-picture au- 
diences — Colombia — Bogota. I. Title. 


OCLC 3931156 


78-15627 
IA 1.24/3:E-4-75 
United States. Information Agency. Office of Research. 
Audience reaction to the IMV film : “Stout hearts, steady 
hands.”’ — [Washington] : U.S. Information Agency, Office 
of Research, 1975. 
20547 
ii, 18 p. ; 27 cm. — (E-4-75) 
“April 17, 1975.” 
pbk. 
1. *Moving-pictures — Evaluation. 
diences — Philippine Islands — Manila. 


2. *Moving-picture au- 
I. Title. 


OCLC 3931120 


78-15628 
IA 1.24/3:E-5-75 
United States. Information Agency. Office of Research. 
VOA-CAAP audience __ estimate for Taiwan. — 
[Washington] : U.S. Information Agency, Office of Research, 
1975. 
20547 
7 p.; 27 cm.— (E-5-75) 
“April 17, 1975.” 
pbk. 
1. Voice of America (Radio program) 2. 
diences — Taiwan. I. Title. 


*Radio au- 


OCLC 3930850 


78-15629 
IA 1.24/3:E-7-75 
United States. Information Agency. Office of Research. 
VOA-CAAP audience estimate for Kuwait, 1974. — 
[Washington] : U.S. Information Agency, Office of Research, 
1975. 
20547 
ii, 21 p.: ill. ; 27 cm. — (E-7-75) 
“June 16, 1975.” 
pbk. 
1. Voice of America (Radio program) 2. 
diences — Kuwait (State) I. Title. 


*Radio au- 


OCLC 3930780 


78-15630 
IA 1.24/3:E-8-75 
United States. Information Agency. Office of Research. 
Audience reaction to Vision program no. 23.— 
[Washington] : U.S. Information Agency, Office of Research, 
1975. 
20547 
i, 13 p.; 27 cm. — (E-8-75) 
“June 24, 1975.” 
pbk. 
1. *Television programs — Rating. 2. 
diences — Colombia — Bogota. I. Title. 


*Television au- 


OCLC 3931226 
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78-15631 
IA 1.24/3:E-11-75 


United States. Information Agency. Office of Research. 

VOA_ audience estimate for Tanzania, 1974.— 
(Washington] : U.S. Information Agency, Office of Research, 
1975. 

20547 

i, 13 p. ; 27 cm. — (E-11-75) 

“November, 25, 1975.” 

pbk. 

1. Voice of America (Radio program) 2. 
diences — Tanzania. I. Title. 


*Radio au- 


OCLC 3930949 


78-15632 
IA 1.24/3:E-13-75 


United States. Information Agency. Office of Research. 

VOA audience estimate for Egypt, 1975. — [Washington] : 
U.S. Information Agency, Office of Research, 1975. 

20547 

i, i, 12 p. ; 27 cm. — (E-13-75) 

“December 25, 1975.” 

pbk. 

1. Voice of America (Radio program) 2. 
diences — Egypt. I. Title. 


*Radio au- 


OCLC 3930982 


78-15633 
IA 1,.24/3:E-14-75 
United States. Information Agency. Office of Research. 
VOA-CAAP audience estimate for major cities in Moroc- 
co, 1974. — [Washington] : U.S. Information Agency, Office 
of Research, 1975. 
20547 
ii, 11 p. ; 27 cm. — (E-14-75) 
“December 15, 1975.” 
pbk. 
1. Voice of America (Radio program) 2. 
diences — Morocco. I. Title. 


*Radio au- 


OCLC 3930825 


78-15634 
IA 1.24/3:E-15-75 
United States. Information Agency. Office of Research. 
VOA audience estimate for Israel, 1974. — [Washington] : 
U.S. Information Agency, Office of Research, 1975. 
20547 
i, 17 p. ; 27 cm. — (E-15-75) 
“December 16, 1975.” 
pbk. 
1. Voice of America (Radio program) 2. 
diences — Israel. I. Title. 


*Radio au- 


OCLC 3931027 


78-15635 
IA 1.24/3:E-16-75 
United States. Information Agency. Office of Research. 
Hungarian audiences for Western radio broadcasters, 1974. 
— (Washington) U.S. Information Agency, Office of 
Research, 1975. 
20547 
iii, 30 p. ; 27 cm. — (E-16-75) 
“December 22, 1975.” 
pbk. 
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1. Voice of America (Radio program) 2. *Radio au- 
diences — Hungary. I. Title. 


OCLC 3930800 


78-15636 
IA 1.24/3:E-16-76 


United States. Information Agency. Office of Research. 

VOA_ audience estimate for Senegal, 1974.— 
[Washington] : U.S. Information Agency, Office of Research, 
1976. 

20547 

i, 19 p.; 27 cm. — (E-16-76) 

“August 25, 1976.” 


pbk. 
1. Voice of America (Radio program) 2. *Radio au- 


diences — Senegal. I. Title. 


OCLC 3930887 


78-15637 
IA 1.24/3:E-17-75 


United States. Information Agency. Office of Research. 

VOA audience estimate for Iran, 1975. — [Washington] : 
U.S. Information Agency, Office of Research, 1975. 

20547 

i, 21 p.: ill. ; 27 cm. — (E-17-75) 

“December 29, 1975.” 

pbk. 

1. Voice of America (Radio program) 2. *Radio au- 
diences — Iran. I. Title. 


OCLC 3931094 


78-15638 
IA 1.24/3:E-18-76 


United States. Information Agency. Office of Research. 

VOA_ audience estimate for Australia, 1975.— 
[Washington] : U.S. Information Agency, Office of Research, 
1976. 

20547 

5 p. ; 27 cm. — (E-18-76) 

“September 17, 1976.” 

pbk. 

1. Voice of America ( Radio program) 2. 
diences — Australia. I. Title. 


*Radio au- 


OCLC 3894639 


78-15639 
IA 1.24/3:E-20-76 


United States. Information Agency. Office of Research. 

VOA audience estimate for the Philippines, 1974. — 
[Washington] : U.S. Information Agency, Office of Research, 
1976. 

20547 

i, 17 p.; 27 cm. — (E-20-76) 

“November 8, 1976.” 

pbk. 

1. Voice of America (Radio program) 
diences — Philippine Islands. I. Title. 


2. *Radio au- 


OCLC 3930132 





78-15640 
IA 1.24/3:E-22-68 
United States. Information Agency. Office of Research. 

Latin American food-population exhibit : an evaluation. — 
[Washington] : U.S. Information Agency, Office of Research, 
1968. 

20547 

ii, 7 leaves ; 27 cm. — (E-22-68) 

“November 21, 1968.” 

pbk. 

1. *Population— Public opinion. 2. *Food supply — 
Public opinion. 3. *Public opinion — Latin America. I. 
Title. 


OCLC 3916033 


78-15641 
IA 1.24/3:E-22-76 
United States. Information Agency. Office of Research. 

VOA audience estimate for urban Cameroon, 1974. — 
[Washington] : U.S. Information Agency, Office of Research, 
1976. 

20547 

i, 25 p. : ill. ; 27 cm. — (E-22-76) 

“December 17, 1976.” 

pbk. 

1. Voice of America (Radio program) 2. *Radio au- 
diences — Cameroon. I. Title. 


OCLC 3931073 


78-15642 
IA 1.24/3:E-24-76 
United States. Information Agency. Office of Research. 

Audience reaction to three acquired films. — [Washington] 
: U.S. Information Agency, Office of Research, 1976. 

20547 

7 leaves ; 27 cm. — (E-24-76) 

“December 22, 1976.” 

pbk. 

1. *Moving-pictures — Evaluation. 2. *Moving-picture au- 
diences — Colombia — Bogota. 3. *Moving-picture  au- 
diences — Philippine Islands — Manila. 4. *Moving-picture 
audiences — Lebanon — Beirut. I. Title. 


OCLC 3931195 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


78-15643 
IC 1.2:R 13/22/map AL 
IC 1.2:R 13/22/map AR 
IC 1.2:R 13/22/map AZ 
IC 1.2:R 13/22/map CA-no. 
IC 1.2:R 13/22/map CA-so. 
United States. Interstate Commerce Commission. 

[Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 


Government Publications — August 1978 


Contents: Alabama.— Arizona and New Mex- 
ico.—Arkansas.—California (North).—California (South). 

@ltem 674 

1. *Railroads — United States — Abandonment — Maps. 
2. *Railroads — United States — Finance — Maps. 3. 
*Railroads and state — United States— Maps. I. United 
States. Geological Survey. State transportation maps. II. 
Title. III. Title: Rail systems diagram. 


OCLC 3939253 


78-15644 


IC 1.2:R 13/22/map CO 
IC 1.2:R 13/22/map CT 
IC 1.2:R 13/22/map DE 
IC 1.2:R 13/22/map FL 
IC 1.2:R 13/22/map GA 


United States. Interstate Commerce Commission. 


(Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 

Contents: Colorado.—Connecticut, Massachusetts and 
Rhode Island.—Delaware, Maryland and Vir- 
ginia.— Florida.—Georgia. 

@ltem 674 

1. *Railroads — United States — Abandonment — Maps. 
2. *Railroads — United States — Finance — Maps. 3. 
*Railroads and state — United States— Maps. I. United 
States. Geological Survey. State transportation maps. II. 
Title. III. Title: Rail systems diagram. 


OCLC 3939253 


78-15645 


IC 1.2:R 13/22/map IA 
IC 1.2:R 13/22/map ID 
IC 1.2:R 13/22/map IL 
IC 1.2:R 13/22/map IN 
IC 1.2:R 13/22/map KS 


United States. Interstate Commerce Commission. 


{Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 

Contents: lowa.—Idaho.—Illinois.— Indiana.—Kansas. 
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Interstate Commerce Commission 


1. *Railroads — United States — Abandonment — Maps. 
a *Railroads — United States — Finance — Maps. 3. 
*Railroads and state— United States— Maps. I. United 
States. Geological Survey. State transportation maps. II. 
Title. Ill. Title: Rail systems diagram. 


OCLC 3939253 


78-15646 

IC 1.2:R 13/22/map KY 

IC 1.2:R 13/22/map LA 

IC 1.2:R 13/22/map ME 

IC 1.2:R 13/22/map MI 

IC 1.2:R 13/22/map MN 
United States. Interstate Commerce Commission. 

[Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 

Contents: Kentucky and Tennessee.—Louisiana.— Maine. 
—Michigan.— Minnesota. 

@ltem 674 

1. *Railroads — United States — Abandonment — Maps. 
a *Railroads — United States — Finance — Maps. 3. 
*Railroads and state — United States— Maps. I. United 
States. Geological Survey. State transportation maps. II. 
Title. III. Title: Rail systems diagram. 


OCLC 3939253 


78-15647 

IC 1.2:R 13/22/map MO 

IC 1.2:R 13/22/map MS 

IC 1.2:R 13/22/map MT 

IC 1.2:R 13/22/map NC 

IC 1.2:R 13/22/map ND 
United States. Interstate Commerce Commission. 

{Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 

Contents: Missouri.— Mississippi.— Montana.— North 
Carolina and South Carolina.—North Dakota and South 
Dakota. 

@ltem 674 

1. *Railroads — United States — Abandonment — Maps. 
2. *Railroads — United States — Finance — Maps. 3. 
*Railroads and state — United States— Maps. I. United 
States. Geological Survey. State transportation maps. II. 
Title. III. Title: Rail systems diagram. 


OCLC 3939253 
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78-15648 


IC 1.2:R 13/22/map NE 
IC 1.2:R 13/22/map NH 
IC 1.2:R 13.22/map NJ 
IC 1.2:R 13/22/map NV 
IC 1.2:R 13/22/map NY 


United States. Interstate Commerce Commission. 


{Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 

Contents: Nebraska.—New Hampshire and _ Ver- 
mont.—New Jersey.—Nevada.—New York. 

@ltem 674 

1. *Railroads — United States — Abandonment — Maps. 
2. *Railroads — United States — Finance — Maps. 3. 
*Railroads and state — United States— Maps. I. United 
States. Geological Survey. State transportation maps. _ II. 
Title. Ill. Title: Rail systems diagram. 


OCLC 3939253 


78-15649 


IC 1.2:R 13/22/map OH 
IC 1.2:R 13/22/map OK 
IC 1.2:R 13/22/map OR 
IC 1.2:R 13/22/map PA 
IC 1.2:R 13/22/map TX-no.1 


United States. Interstate Commerce Com mission. 


{Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 

Contents: Ohio.—Oklahom a.—Oregon.—Pennsyl- 
vania.— Texas (North). 

@ltem 674 

1. *Railroads — United States — Abandonment — Maps. 
2. *Railroads — United States — Finance — Maps. 3. 
*Railroads and state — United States— Maps. I. United 
States. Geological Survey. State transportation maps. _ II. 
Title. Ill. Title: Rail systems diagram. 


OCLC 3939253 





78-15650 
IC 1.2:R 13/22/map TX-so. 

IC 1.2:R 13/22/map UT 

IC 1.2:R 13/22/map WA 

IC 1.2:R 13/22/map WI 

IC 1.2:R 13/22/map WV 

IC 1.2:R 13/22/map WY 
United States. Interstate Commerce Commission. 

[Consolidated rail systems diagram maps / prepared by In- 
terstate Commerce Commission to accompany its Rail 
systems diagram, Sept. 1977.] Washington : [Interstate Com- 
merce Commission, 1977]. 

41 maps ; 55 x 43 or 43 x 55 cm. 

Scales vary. 

Consolidated rail systems are color-coded upon the State 
transportation maps of the Geological Survey which still 
carry only the name of the Survey. 

Because of the variances in scale, two or more states are 
combined in some instances on one map, while other states 
are split in two, resulting in a total of 41 maps. 

Contents: Texas (South).—Utah.— Washington. 
—Wisconsin.— West Virginia.—Wyoming. 

@ltem 674 

1. *Railroads — United States — Abandonment — Maps. 
2. *Railroads — United States — Finance — Maps. 3. 
*Railroads and state — United States— Maps. I. United 
States. Geological Survey. State transportation maps. _ II. 
Title. III. Title: Rail systems diagram. 


OCLC 3939253 


78-15651 
IC 1.6:351 
United States. Interstate Commerce Commission. 

Interstate Commerce Commission reports. Washington, In- 
terstate Commerce Commission; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$11.00 

Other title: Decisions of the Interstate Commerce Commis- 
sion of the United States 

V. 351. Jan. 1974-Apr. 1976. 


Indices: Consolidated index-digest of reports of Interstate 
Commerce Commission involving rates and practices cover- 
ing L.C.C. volumes 339-41, 343-44. 

@ltem 677 

S/N 026-000-01091-8 

1. Interstate commerce — Cases. 2. Transportation — 
United States — Cases. 3. United States. Interstate Com- 
merce Commission. I. Title. 


OCLC 1768456 


78-15652 
IC 1.32:M 37/draft 
United States. Interstate Commerce Commission. 

Docket no. W-1270 : Mascony Transport and Ferry Ser- 
vice, Inc. initial operations, New London to Greenport, L.L., 
N.Y.— Washington : Interstate Commerce Commission, 
1976. 

20423 

[7], 59 p. ill. ; 27 cm. 

pbk. 
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1. *New London, Conn. — Ferries — Environmental 
aspects. 2. *Greenport, N.Y.— Ferries — Environmental 
aspects. I. Title. 


OCLC 3902598 


JUSTICE DEPARTMENT 
Washington, DC 20530 


78-15653 
J 1.2:D 36/5 
Arthur D. Little, inc. 

Cost and service impacts of deinstitutionalization of status 
offenders in ten States : “‘Responses to angry youth” / Arthur 
D. Little, Inc., with Council of State Governments and 
Academy for Contemporary Problems. — Washington : Dept. 
of Justice, Law Enforcement Assistance Administration, Of- 
fice of Juvenile Justice and Delinquency Prevention, 1977, 
1978 printing. 

20531 

x, 61 p. ; 28 cm. 

Prepared for Office of Juvenile Justice and Delinquency 
Prevention and Youth Development Bureau, Dept. of Health, 
Education, and Welfare. 

“October 1977.” 

@ltem 717 

pbk. 

1. *Status offenders — United States. 2. *Rehabilitation 
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reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

18 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-9) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02076-7 

pbk. : $0.50 

1. *Service industries — Vocational guidance. 2. *Service 
industries workers. I. Title. Il. Series: United States. Bu- 
reau of Labor Statistics. Bulletin - Bureau of Labor Statistics 
; 1955-9. 


OCLC 3948565 


78-15690 
L 2.3:1955-10 
United States. Bureau of Labor Statistics. 

Food merchandising occupations. — [Washington] : Dept. 
of Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

20, [1] p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-10) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

Includes bibliographical references. 

S/N 029-001-02077-5 

pbk. : $0.50 

1. *Food industry and trade — Vocational guidance. I. 
Title. II. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 1955-10. 


OCLC 3948498 


78-15691 
L 2.3:1955-11 
United States. Bureau of Labor Statistics. 

Protective and related service occupations. — 
[Washington] : Dept. of Labor, Bureau of Labor Statistics : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

21 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-11) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02678-3 

pbk. : $0.50 

1. *Security systems. 2. *Police — Vocational guidance. 
3. *Police patrol — Surveillance programs. I. Title. II. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-11. 


OCLC 3948703 
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78-15692 
L 2.3:1955-12 
United States. Bureau of Labor Statistics. 

Education and related occupations. — [Washington] 
Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

17 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-12) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02079-1 

pbk. : $0.50 

1. *Education as a profession. 2. *Teaching — Vocational 
guidance. I. Title. Il. Series: United States. Bureau of 
Labor Statistics. Bulletin - Bureau of Labor Statistics ; 1955- 
12. 


OCLC 3948500 


78-15693 
L 2.3:1955-13 
United States. Bureau of Labor Statistics. 

Sales occupations. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

22 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-13) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02080-5 

pbk. : $0.50 

1. *Sales personnel — Vocational guidance. 2. *Selling — 
Vocational guidance. I. Title. II. Series: United States. Bu- 
reau of Labor Statistics. Bulletin - Bureau of Labor Statistics 
; 1955-13. 


OCLC 3948760 


78-15694 
L 2.3:1955-14 
United States. Bureau of Labor Statistics. 

Construction occupations - structural. — [Washington] 
Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

18 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-14) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-0208 1-3 

pbk. : $0.50 

1. *Construction industry — Vocational guidance. 2. 
*Construction workers — Vocational guidance. I. Title. II. 
Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 1955-14. 


OCLC 3948289 


78-15695 
L 2.3:1955-16 
United States. Bureau of Labor Statistics. 
Air and water transportation occupations. — [Washington] 
: Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
23 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-16) 
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Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02083-0 

pbk. : $0.50 

1. *Aeronautics, Commercial — Vocational guidance. 2. 
*Merchant marine — Vocational guidance. 3. *Shipping. I. 
Title. II. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 1955-16. 


OCLC 3948570 


78-15696 
L 2.3:1955-17 
United States. Bureau of Labor Statistics. 

Railroad occupations. — [Washington] : Dept. of Labor, 
Bureau of Labor Statistics : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

12 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-17) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02084-8 

pbk. : $0.50 

1. *Railroads — Vocational guidance. I. Title. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1955-17. 


OCLC 3948467 


78-15697 
L 2.3:1955-18 
United States. Bureau of Labor Statistics. 

Driving occupations. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

18 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-18) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02085-6 

pbk. : $0.50 

1. *Motor vehicle driving — Vocational guidance. I. Title. 
Il. Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 1955-18. 


OCLC 3948533 


78-15698 
L 2.3:1955-19 
United States. Bureau of Labor Statistics. 

Environmental scientists and conservation occupations. — 
[Washington] : Dept. of Labor, Bureau of Labor Statistics : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

18 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-19) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001 -02086-4 

pbk. : $0.50 

1. *Environmental policy — United States. 2. 
*Conservation of natural resources — Vocational guidance. 

I. Title. Il. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 1955-19. 


OCLC 3948733 





78-15699 
L 2.3:1955-20 
United States. Bureau of Labor Statistics. 

Engineering and related occupations. — [Washington] 
Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

23 p. : ill. ; 28 cm.— 
Statistics ; 1955-20) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-00 1-02087-2 

pbk. : $0.50 

1. *Engineering — Vocational guidance. 2. *Engineers — 
Employment. I. Title. II. Series: United States. Bureau of 
Labor Statistics. Bulletin - Bureau of Labor Statistics ; 1955- 
20. 


(Bulletin - Bureau of Labor 


OCLC 3948753 


78-15700 
L 2.3:1955-21 
United States. Bureau of Labor Statistics. 

Physical and life scientists. — [Washington] Dept. of 
Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

15 p. : ill. ; 28 cm.— 
Statistics ; 1955-21) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02088-1 

pbk. : $0.50 

1. *Life sciences — Vocational guidance — United States. 
2. *Physics as a profession — United States. I. Title. II. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-21. 


(Bulletin - Bureau of Labor 


OCLC 3948746 


78-15701 
L 2.3:1955-22 
United States. Bureau of Labor Statistics. 

Mathematics and related occupations. — [Washington] 
Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

14 p. : ill. ; 28 cm.— 
Statistics ; 1955-22) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02089-9 

pbk. : $0.50 

1. *Mathematics — Vocational guidance. I. Title. II. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-22. 


(Bulletin - Bureau of Labor 


OCLC 3948743 


78-15702 
L 2.3:1955-23 
United States. Bureau of Labor Statistics. 

Public utilities occupations. — [Washington] Dept. of 
Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

20 p. : ill. ; 28 cm. — 
Statistics ; 1955-23) 


(Bulletin - Bureau of Labor 
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Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02090-2 

pbk. : $0.50 

1. *Public utilities — Vocational guidance. I. Title. II. 
Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 1955-23. 


OCLC 3948757 


78-15703 
L 2.3:1955-24 
United States. Bureau of Labor Statistics. 

Motor vehicle and machinery repairers. — [Washington] : 
Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

22 p. : ill. ; 28 cm.— 
Statistics ; 1955-24) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02091-1 

pbk. : $0.50 

1. *Motor vehicles — Maintenance and repair — Voca- 
tional guidance. 2. *Machinery — Maintenance and repair 
— Vocational guidance. I. Title. II. Series: United States. 
Bureau of Labor Statistics. Bulletin - Bureau of Labor 
Statistics ; 1955-24. 


(Bulletin - Bureau of Labor 


OCLC 3948730 


78-15704 
L 2.3:1955-25 
United States. Bureau of Labor Statistics. 

Machine repairers and operators. — [Washington] : Dept. 
of Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

18, [1] p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-25) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

Includes bibliographical references. 

S/N 029-001-02092-9 

pbk. : $0.50 

1. “Machinery — Maintenance and repair — Vocational 
guidance. I. Title. II. Series: United States. Bureau of 
Labor Statistics. Bulletin - Bureau of Labor Statistics ; 1955- 
25. 


OCLC 3948487 


78-15705 
L 2.3:1955-26 
United States. Bureau of Labor Statistics. 

Small business occupations. — [Washington] : Dept. of 
Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

18 p. : ill. ; 28 cm.— 
Statistics ; 1955-26) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02093-7 

pbk. : $0.50 


(Bulletin - Bureau of Labor 
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1. *Small business — Vocational guidance. I. Title. II. 
Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 1955-26. 


OCLC 3948526 


78-15706 
L 2.3:1955-27 
United States. Bureau of Labor Statistics. 

Health practitioners. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

18, [1] p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-27) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition 

Includes bibliographical references. 

S/N 029-001-02094-5 

pbk. : $0.50 

1. *Hygiene — Vocational guidance. I. Title. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1955-27. 


OCLC 3948477 


78-15707 
L 2.3:1955-28 
United States. Bureau of Labor Statistics. 

Health occupations. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

24 p. ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-28) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition 

S/N 029-001-02095-3 

pbk. : $0.50 

l *Medical personnel — Supply and demand. 2. 
*Medicine — Vocational guidance. I. Title. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1955-28. 


OCLC 3948398 


78-15708 
L 2.3:1955-29 
United States. Bureau of Labor Statistics. 

Health occupations. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

23 p. : ill 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-29) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-00 1-02096-1 

pbk. : $0.50 

|. “Medical personnel — Supply and demand. 2. 
*Medicine — Vocational guidance. I. Title. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1955-29. 


OCLC 3948398 
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78-15709 


L 2.3:1955-30 


United States. Bureau of Labor Statistics. 


Lawyers, city managers, and social science occupations. — 
[Washington] : Dept. of Labor, Bureau of Labor Statistics : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

24 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-30) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02097-0 

pbk. : $0.50 

1. *Lawyers — Vocational guidance. 2. *Social sciences 
— Vocational guidance. 3. *City managers — Vocational 
guidance. I. Title. II. Series: United States. Bureau of 
Labor Statistics. Bulletin - Bureau of Labor Statistics ; 1955- 
30. 


OCLC 3948718 


78-15710 


L 2.3:1955-31 


United States. Bureau of Labor Statistics. 


Counseling and related occupations. — [Washington] 
Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

19 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-31) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02098-8 

pbk. : $0.50 

1. *Counseling — Vocational guidance. I. Title. II. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-31. 


OCLC 3948713 


78-15711 


L 2.3:1955-32 


United States. Bureau of Labor Statistics. 


Social service occupations. — [Washington] Dept. of 
Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

18, [1] p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-32) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

Includes bibliographical references. 

S/N 029-001-02099-6 

pbk. : $0.50 

1. *Social service — Vocational guidance. I. Title. II. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-32. 


OCLC 3948489 


78-15712 


L 2.3:1955-33 


United States. Bureau of Labor Statistics. 


Performing arts and entertainment-related occupations. — 
[Washington] : Dept. of Labor, Bureau of Labor Statistics : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

18, [1] p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-33) 





Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

Includes bibliographical references. 

S/N 029-001-02100-3 

pbk. : $0.50 

1. *Performing arts — Vocational guidance. 2. 
*Entertainers — Vocational guidance. I. Title. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1955-33. 


OCLC 3948518 


78-15713 
L 2.3:1955-34 
United States. Bureau of Labor Statistics. 

Design occupations. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

17, [1] p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-34) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

Includes bibliographical references. 

S/N 029-001-02101-1 

pbk. : $0.50 

1. ‘*Design, Decorative — Vocational guidance. 2. 
*Design, Industrial — Vocational guidance. I. Title. II. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-34. 


OCLC 3948516 


78-15714 
L 2.3:1955-35 
United States. Bureau of Labor Statistics. 

Communications - related occupations. — [Washington] : 
Dept. of Labor, Bureau of Labor Statistics : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

24 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-35) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02102-0 

pbk. : $0.50 

1. *Communication and traffic — Employees. I. Title. II. 
Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 1955-35. 


OCLC 3948710 


78-15715 
L 2.3:1955-36 
United States. Bureau of Labor Statistics. 

Agriculture and logging and lumber mill products indus- 
tries. — [Washington] : Dept. of Labor, Bureau of Labor 
Statistics : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

23 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-36) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02103-8 

pbk. : $0.50 
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1. *Logging — Vocational guidance. 2. *Lumbering — 
Vocational guidance. 3. *Agriculture — Economic aspects. 
I. Title. II. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 1955-36. 


OCLC 3948558 


78-15716 
L 2.3:1955-37 
United States. Bureau of Labor Statistics. 

Energy-producing industries. — [Washington] : Dept. of 
Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

24 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-37) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02104-6 

pbk. : $0.50 

1. *Power resources. 2. *Power (Mechanics) I. Title. 
Il. Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 1955-37. 


OCLC 3948737 


78-15717 
L 2.3:1955-38 
United States. Bureau of Labor Statistics. 

Petroleum refining, industrial chemical, drug, and paper 
and allied products industries. — [Washington] : Dept. of 
Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

19 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-38) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02105-4 

pbk. : $0.50 

1. *Petroleum chemicals industry — Vocational guidance. 
2. *Paper making and trade — Vocational guidance. 3. 
*Petroleum industry and trade — Vocational guidance. I. 
Title. II. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 1955-38. 


OCLC 3948576 


78-15718 
L 2.3:1955-40 
United States. Bureau of Labor Statistics. 

Aircraft, missile, and spacecraft : office machine and com- 
puter : electronics; and motor vehicle and equipment manu- 
facturing industries. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

22 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-40) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02107-1 

pbk. : $0.50 
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1. ‘*Aerospace industries — Vocational guidance. 2. 
*Electronic office machines. 3. *Motor vehicles — Main- 
tenance and repair — Vocational guidance. I. Title. Il. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-40. 


OCLC 3948539 


78-15719 
L 2.3:1955-41 
United States. Bureau of Labor Statistics. 

Apparel, baking, laundry and dry cleaning, and textile mill 
products industries. — [Washington] : Dept. of Labor, Bu- 
reau of Labor Statistics : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

18 p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-41) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

S/N 029-001-02108-9 

pbk. : $0.50 

1. *Clothing trade — Vocational guidance. 2. *Baking — 
Vocational guidance. 3. *Textile industry. I. Title. II. Se- 
ries: United States. Bureau of Labor Statistics. Bulletin - Bu- 
reau of Labor Statistics ; 1955-41. 


OCLC 3948527 


78-15720 
L 2.3:1955-42 
United States. Bureau of Labor Statistics. 

Government occupations. — [Washington] : Dept. of 
Labor, Bureau of Labor Statistics : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

13, [1] p. : ill. ; 28 cm.— (Bulletin - Bureau of Labor 
Statistics ; 1955-42) 

Reprinted from the Occupational outlook handbook, 1978- 
79 edition. 

Includes bibliographical references. 

S/N 029-001-02109-7 

pbk. : $0.50 

1. United States — Appointments, qualifications, tenure, 
etc. 2. *State governments — Officials and employees. 3. 
*Municipal officials and employees. I. Title. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1955-42. 


OCLC 3948511 


78-15721 
L 2.3:1988 
United States. Bureau of Labor Statistics. 

Industry wage surveys : banking and life insurance, 
December 1976 / [analysis prepared by Carl Barsky]. — 
Washington : Dept. of Labor, Bureau of Labor Statistics : for 
sale by the Supt. of Docs., U.S. Govt. Print, Off., 1978. 

20402 

viii, 143 p. : ill. ; 28 cm. — (Bulletin - Bureau of Labor 
Statistics ; 1988) 

Chiefly tables. 

Includes list of industry wage studies at end of bulletin. 

Contents: Includes pt. 1. Banking.—pt. 2. Life insurance. 

@ltem 768-A-1 

S/N 029-001-02166-6 

pbk. : $3.25 
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1. *Wages — Bank employees — United States. 2. *Wages 
— Insurance companies — United States. I. Barsky, Carl. 
II. Title. I. Series: United States. Bureau of Labor 
Statistics. Bulletin - Bureau of Labor Statistics ; 1988. 


OCLC 3901514 


78-15722 
L 2.46/3:In 3/4 
United States. Bureau of Labor Statistics. 

How to get information from the Bureau of Labor 
Statistics. — Washington : Dept. of Labor, Bureau of Labor 
Statistics, 1978. 

20212 

(2] p. : ill. ; 55 x 43 cm. fold. to 28 x 22 cm. 

@ltem 769-A 

pbk. 

1. United States. Bureau of Labor Statistics — Information 
services. I. Title. 


OCLC 3902805 


78-15723 
L 2.71:518 
United States. Bureau of Labor Statistics. 

Occupational safety and health statistics : concepts and 
methods. — [Washington] : Dept. of Labor, Bureau of Labor 
Statistics, 1977 [published 1978] 

20212 

ii, 10 p. : ill. ; 28 cm.— (Report - U.S. Bureau of Labor 
Statistics ; 518) 

Prepared in the Office of Occupational Safety and Health 
Statistics by the staff of the Division of Periodic Surveys. 

@ltem 768-G 

pbk. 

1. *Industrial safety — Statistics. 2. *Occupational dis- 
eases — Statistics. 3. “Sampling (Statistics) I. United 
States. Office of Occupational Safety and Health Statistics. 
Division of Periodic Surveys. II. Title. III. Series: United 
States. Bureau of Labor Statistics. Report ; 518. 


OCLC 3909077 


78-15724 
L 2.71:522 
United States. Bureau of Labor Statistics. 

Questions and answers on popular labor force topics. — 
[Washington] : Dept. of Labor, Bureau of Labor Statistics, 
1978. 

20212 

i, 30 p. ; 21 cm.— (Report - U.S. Bureau of Labor 
Statistics ; 522) 

Prepared in the Bureau's Office of Current Employment 
Analysis by Diane N. Westcott. 

Includes index. 

Bibliography: p. 27-28. 

@ltem 768-G 

pbk. 

1. Labor supply — United States — Statistical services. 2. 
Unemployed — United States — Statistical services. I. West- 
cott, Diane N_ Il. Title. III. Series: United States. Bureau of 
Labor Statistics. Report ; 522. 

HD8051.A7876 no. 522 
(HDS724] 

331.1/08 s 
(331.1/2/0973] 

OCLC 3705652 





78-15725 
L 2.71:524 
United States. Bureau of Labor Statistics. 

A guide to evaluating your firm's injury and illness ex- 
perience, 1976: construction industries. — [Washington] 
Dept. of Labor, Bureau of Labor Statistics, 1978. 

20212 

i, 9 p. ; 21 cm.— (Report - U.S. Bureau of Labor 
Statistics ; 524) 

Prepared in the Office of Occupational Safety and Health 
Statistics, by the staff of the Division of Periodic Surveys. 

@ltem 768-G 

pbk. 

1. *Occupational diseases — United States — Statistics. 2. 
*Industrial accidents — United States — Statistics. 3. 
*Construction industry. I. United States. Office of Occupa- 
tional Safety and Health Statistics. Division of Periodic Sur- 
veys. Il. Title. Ill. Title: Construction industries. IV. Se- 
ries: United States. Bureau of Labor Statistics. Report ; 474. 


OCLC 3902770 


78-15726 
L 2.105:C 59/976-2 
United States. Bureau of Labor Statistics. North Central Re- 
gional Office. 

Municipal government wage survey, Cleveland, Ohio, June 
1976.— Chicago : Dept. of Labor, Bureau of Labor 
Statistics, North Central Region V, 1976. 

230 South Dearborn Strest!, 60604 

i, 23 p. ; 28 cm.— (Regional report - Bureau of Labor 
Statistics, North Central Regional Office ; 76-1) 

Chiefly tables. 

Supplement to Regional report 75-1. 

pbk. 

1. *Cleveland, Ohio — Officials and employees — Salaries, 
allowances, etc. I. Title. II. Series: United States. Bureau 
of Labor Statistics. North Central Regional Office. Regional 
report - Bureau of Labor Statistics, North Central Regional 
Office ; 76-1. 


OCLC 3903299 


78-15727 
L 2.107:P 96 
Area wage survey. Puerto Rico. [Washington] Dept. of Labor, 
Bureau of Labor Statistics. 
20210 
28 cm. 
Dec. 1976. 
1. Wages— Puerto Rico — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. 


OCLC 3929190 


Government Publications — August 1978 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


78-15728 
L 35.8:P 93/bk.4/les.8 A 
United States. Occupational Safety and Health Administration. 

Principles and practices of occupational safety and health : 
booklet 4, lesson health and environmental control. — 
Washington : Dept. of Labor, Occupational Safety and 
Health Admnistration, 1978. 

20210 

{1}, 20 p. ; 27 cm. 

@ltem 745-C-1 

pbk. 

1. United States. Occupational Safety and Health Adminis- 
tration. 2. *Industrial hygiene — Handbooks, manuals, etc. 
3. *Industrial safety — Handbooks, manuals, etc. I. Title. 
II. Title: Introduction to OSHA's health program. III. Title: 
Occupational health and environmental control. 


OCLC 3916080 


78-15729 
L 35.11/2:M 41/978 
United States. Occupational Safety and Health Administration. 
Essentials of materials handling. —Rev. 1978.— 
{Washington] : Dept. of Labor, Occupational Safety and 
Health Administration, 1978. 
20210 
23 p. : ill. ; 21 cm. — (OSHA ; 2236) (Safe work prac- 
tices series) 
@ltem 766-J 
pbk. 
1. *Materials handling — Safety measures. I. Title. II. 
Series: United States. Occupational Safety and Health Ad- 
ministration. Safe work practices series. 


OCLC 3954460 


WOMEN’S BUREAU 
Labor Dept. 
Washington, DC 20210 


78-15730 
L 36.112:55/Spanish 
United States. Women’s Bureau. 
Guia a los derechos de la mujer que trabaja. — Rev. 1975. 
— Washington : Dept. of Labor, Employment Standards Ad- 
ministration, Women’s Bureau : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1976. 
20402 
32 p. ; 21 cm. — (Pamphlet - U.S. Women’s Bureau ; 55- 
S) 
Traducido en 1976 con _ modificaciones memores- 
(Translated in 1976 with minor modifications) 
Spanish. 
S/N 029-016-00047-0 
pbk. : $0.55 
1. *Women — Employment — United States. 2. 
*Women's rights— United States. I. Title. II. Series: 
United States. Women’s Bureau. Pamphlet ; 55-S. 


OCLC 3209630 
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Worker‘s Compensation Programs Office — Labor Dept. 


WORKER’S COMPENSATION PROGRAMS 
OFFICE 
Labor Dept. 
Washington, DC 20210 


78-15731 
L 36.409:CM-2/2 
United States. Employment Standards Administration. Division 
of Coal Mine Workers’ Compensation. 

Questions and answers about black lung program : Black 
lung benefits reform act of 1977.—Rev. Feb. 1978. — 
[Washington] : Dept. of Labor, Employment Standards Ad- 
ministration, Office of Workers’ Compensation Programs, 
Division of Coal Mine Workers’ Compensation, 1978. 

20210 

8 p. ; 27 cm. — (Pamphlet - Office of Worker's Compen- 
sation Programs ; CM-2) 

@ltem 779-A-1 

pbk. 

1. “*Lungs— Dust diseases— Miscellanea. 2. ‘*Coal 
miners — Diseases and hygiene — Miscellanea. I. Title. 


OCLC 3920493 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


78-15732 
L 37.2:¥ 8/4 
United States. Employment and Training Administration. Office 
of Youth Programs. 

A monitoring and assessment plan for the Youth employ- 
ment and demonstration projects act of 1977.— 
(Washington] : Dept. of Labor, Employment and Training 
Administration, Office of Youth Programs, 1977. 

20210 

{2}, 17 p. ; 27 cm. 

@ltem 780-A-1 

pbk 

1. United States. Laws, statutes, etc. Youth employment 
and demonstration projects act of 1977. 2. *Labor laws and 
legislation — United States. 3. *Youth — Employment — 
United States. I. Title. 


OCLC 3929639 


78-15733 
L 37.8/2:338 
United States. Employment and Training Administration. 

The Comprehensive employment and training act of 1973 : 
Job Corps catalog of materials. — [Washington] : Dept. of 
Labor, Employment and Training Administration, 1976. 

20213 

51 p. in various pagings ; 27 cm. — (ET handbook ; 338) 

Title on cover is: Catalog of materials for Job Corps under 
the Comprehensive employment and training act of 1973. 

Issued June 1976. 

Recision: Catalog of Job Corps materials, JCH-191, July 
1975. 

pbk. 
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1. United States. Job Corps. 2. United States. Laws, 
statutes, etc. Comprehensive employment and training act of 
1973. 3. *Manpower policy — Law and legislation — Hand- 
books, manuals, etc. 4. *Occupational training — Law and 
legislation — Handbooks, manuals, etc. I. Title. Il. Title: 
Job Corps catalog of materials. III. Title: Comprehensive 
employment and training act of 1973. IV. Series: United 
States. Employment and Training Administration. ET hand- 
book ; 338. 


OCLC 3916157 


78-15734 


L 37.8/2:363 


United States. Employment and Training Administration. Office 


of Administration and Management. 

SESA_ accounting system accounting manual. — 
[Washington] : Dept. of Labor, Employment and Training 
Administration, Office of Administration and Management, 
1978- 

20210 

v.: ill. ; 28 cm. — (ET handbook ; 362) 

State employment security agency accounting manual. 

Contents: vol. 3. Report utilization—chap. 7. Report 
utilization guide.— 

@ltem 747-B 

pbk. 

1. United States. Employment and Training Administra- 
tion. Office of Administration and Management — Hand- 
books, manuals, etc. 2. United States. Employment Service 
— Handbooks, manuals, etc. 3. *Accounting — Handbooks, 
manuals, etc. I. Title. II. Series: United States. Employ- 
ment and Training Administration. ET handbook ; 362. 


OCLC 3899311 


78-15735 


L 37.14:45 


United States. Employment and Training Administration. 


Unlocking the second gate : the role of financial assistance 
in reducing recidivism among ex-prisoners. — Reprinted 
1978. — [Washington] : Dept. of Labor, Employment and 
Training Administration : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20213 

{1}, iv, 71 p.: ill. ; 28 cm. — (R & D monograph ; 45) 

Prepared by Kenneth J. Lenihan. 

Includes bibliographical references. 

@ltem 746-H 

S/N 029-000-00309-2 

pbk. : $2.40 

1. Recidivists — Maryland — Baltimore. 2. Ex-convicts — 
Employment — Maryland — Baltimore. I. Lenihan, Kenneth 
J Ul. Title. Il. Series: United States. Employment and 
Training Administration. R & D monograph ; 45. 
HD5701.US53 no. 45 
(HV9306.B2] 
331.1/1/0973 s 
[362.8] 

OCLC 3708283 





Government Publications — August 1978 


UNITED STATES EMPLOYMENT SERVICE 
Labor Dept. 
Washington, DC 20001 


78-15736 
L 37.14:56 
Ripley, Randall B 
CETA prime sponsor management decisions and program 
goal achievement / prepared by Randall B. Ripley and as- 
sociates ; Ohio State University. — Washington : Dept. of L 37.31 1:guide 
Labor, Employment and Training Administration : for sale by United States. Employment Service. Office of Technical Sup- 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. port. 
20402 Information guide to the job bank frequently listed 
xvi, 129 p. : ill. ; 28 cm. — (R & D monograph ; 56) openings report (JOB-FLO) : job service. — Washington : 
Bibliography: p. 121-122. Dept. of Labor, Employment and Training Administration, 
@ltem 746-H Employment Service, Office of Technical Support, 1977. 
S/N 029-000-00308-4 20213 
pbk. : $3.00 20 leaves : ill. ; 27 cm. 
1. *Manpower policy — United States— Finance. 2. May 1977. 
*Revenue sharing — United States. I. United States. Em- @ltem 756-B 
ployment and Training Administration. II. Ohio. State pbk. 
University, Columbus. Ill. Title. IV. Series: United States. 1. *Job vacancies — Information services — United States. 
Employment and Training Administration. R & D monograph . Title. I. Title: Job service. 
; 56. 


78-15739 


OCLC 3921739 
OCLC 3793251 


78-15737 


LIBRARY OF CONGRESS 


L 37.16:2 Washington, DC 20540 


United States. Employment and Training Administration. 
Career opportunities in the trucking industry. — Washing- 
ton : Dept. of Labor, Employment and Training Administra- 
tion, Employment Service : for sale by the Supt. of Docs., Annual report of the Librarian of Congress. Washington, 
U.S. Govt. Print. Off., 1978. Library of Congress; for sale by the Supt. of Docs., U.S. 
20402 Govt. Print. Off. 
viii, 80 p. : ill. ; 28 cm. — (Occupational and career infor- 20402 
mation series ; no. 2) 27 cm. 
Bibliography: p. 71-72. $7.25 
@ltem 780-A-6 1866- 
S/N 029-000-00306-8 1866-1896 report year is same as calendar year. 


78-15740 
LC 1.1:976 
United States. Library of Congress. 


pbk. : $2.50 

1. *Transportation, Automotive — Freight — Vocational 
guidance. I. United States. Employment Service. II. Title. 
III. Series: United States. Employment and Training Adminis- 
tration. Occupational and career information series ; no. 2. 


Report covers fiscal year 1976. 

@ltem 785 

S/N 030-000-00090- 1 

ISSN 0083-1565 

1. United States. Library of Congress. I. Title. 


OCLC 3758091 OCLC 0929776 


UNEMPLOYMENT INSURANCE SERVICE 78-15741 
Labor Dept. 


Washington, DC 20210 


LC 1.34:2 
Letters of delegates to Congress, 1774-1789 / Paul H. Smith, 
editor, Gerard W. Gawalt, Rosemary Fry Plakas, Eugene R. 
Sheridan, assistant editors. — Washington : Library of Con- 


78-15738 
L 37.202:C 73 gress : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 


United States. Unemployment Insurance Service. 
Unemployment compensation for Federal employees 
UCFE instructions for Federal agencies. — [Washington] : 
Dept. of Labor, Employment and Training Administration, 
Unemployment Insurance Service, 1977 [published 1978] 
20213 
90 p. : ill. ; 27 cm. 
December 1977. 
@ltem 783-E-1 


1977- 
20402 
v.: ill. ; 24 cm. 
Includes bibliographical references and index. 
Contents: v. 2. September-December 1775. 
@ltem 785-D 
S/N 030-000-00077-3 
ISBN 0-8444-0230-3 : $9.00 
1. United States. Continental Congress — History — 


pbk. Sources — Collected works. I. Smith, Paul Hubert, 1931- 
1. *United States— Officials and employees. 2. II. United States. Library of Congress. 
*Insurance, Unemployment. I. Title. JK1033.L47 
328.73 


OCLC 3753461 OCLC 2020737 
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Library of Congress 


78-15742 
LC 2.8:C 43/supp.2 
Children's literature : a guide to reference sources : second 
supplement / complied by Virginia Haviland with the 
assistance of Margaret N. Coughlan. — Washington : Library 
of Congress : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977- 
20402 
v.: ill. ; 24 cm 
@ltem 806-B 
S/N 030-001-00075-3 
ISBN 0-8444-0022-X : $7.75 
1. Reference books — Children’s literature. 2. Children’s 
literature — History and criticism — Bibliography. I. Havi- 
land, Virginia, 1911- II. Coughlan, Margaret N , 1925-_ IIL. 
United States. Library of Congress. 
Z1037.A1H35 
028.52 
OCLC 2224536 


LIBRARY OF CONGRESS 
Washington, DC 20540 


78-15743 
LC 6.7:976 
United States. Library of Congress. Serial Division. 

Newspapers received currently in the Library of Congress. 
Washington, Library of Congress; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off 

20402 

26 cm 

$1.10 

3d- ed.; 1972- 

@ltem 818-F 

S/N 030-005-00008-2 

Continues: Newspapers currently received & permanently 
retained in the Library of Congress 

1. Newspapers — Bibliography — Catalogs. 2. United 
States. Library of Congress. I. Title. 


OCLC 2611689 


78-15744 
LC 19.2:B 73/8/976-2 
The new braille musician. Print edition. Washington, Library of 
Congress, Division for the Blind and Physically Handicapped, 
Music Section. 
20542 
26 cm. 
-Spring 1977. 
Fall 1976. 
Semiannual. 
Superseded by: Musical mainstream 
1. Music — Periodicals. 2. Blind, Periodicals for the — 
Periodicals. 3. Blind, Books for the — Periodicals. I. 
United States. Library of Congress. Division for the Blind 
and Physically Handicapped. Il. Title. 


OCLC 2493800 


78-15745 
LC 19.11:V 8/976-77 
For younger readers; braille and talking books. Washington, 
Library of Congress, Division for the Blind and Physically 
Handicapped. 
20542 
28 cm. 
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“A catalog of braille and talking books announced in 
Braille Book Review and Talking Book Topics in 1976 and 
1977.” 

@ltem 806 

ISSN 0093-2825 

1. Blind, Books for the — Bibliography — Catalogs. 2. 
Talking books — Bibliography — Catalogs. I. United States. 
Library of Congress. Division for the Blind and Physically 
Handicapped. 

Key Title: For younger readers 


OCLC 1569687 


78-15746 


LC 33.11:77-1 


Selected information resources on scholarships, fellowships, 


grants and loans / compiled by John Henry Hass. — Washing- 
ton : Library of Congress, Science and Technology Division, 
National Referral Center, 1977. 

20540 

17 p. ; 27 cm. — (NRC switchboard ; SL 77-1) 

pbk. 

1. *Grants-in-aid — United States. 2. *Information ser- 
vices — United States. I. Hass, John Henry. Il. Library of 
Congress. National Referral Center. _ III. Series. 


OCLC 1308654 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


78-15747 


LR 1.8:225 


United States. National Labor Relations Board. 


Decisions and orders of the National Labor Relations 
Board. Washington, National Labor Relations Board; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

v. 27 cm. 

$15.00 

v. l- Dec. 7, 1935/July 1, 1936- 

“This volume includes all important Decisions and Orders 
issued by the Board during the period of June 24 through 
September 17, 1976.” 


Indices: Tables of cases decided: Vols. 1-41, Dec. 7, 1935- 
June 30, 1942, in v. 41; Vols. 1-74, Dec. 7, 1935-Aug. 21, 
1947. 1 v.; Vols. 75-104, Aug. 22, 1947-May 27, 1953. I v.; 
Vols. 105-150, May 22, 1953-Feb. 12, 1965. 1 v.; Vols. 147- 
166, May 18, 1964-Aug. 9, 1967. 1 v. 

v. 225, June 24-Sept. 17, 1976. 

@ltem 826 

S/N 031-000-00175-7 

1. United States. National Labor Relations Board. 2. 
Labor laws and legislation — United States — Cases. 3. Ar- 
bitration, Industrial — United States — Cases. 

LAW 
331.154 
OCLC 1768562 





78-15748 
LR 1.8:226 
LR 1.8:227 
United States. National Labor Relations Board. 

Decisions and orders of the National Labor Relations 
Board. Washington, National Labor Relations Board; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. 

$17.00 (v. 226) $28.00 (v. 227, per 2 pt. set) 

v. 1- Dec. 7, 1935/July 1, 1936- 

v. 226, Sept. 18-Dec. 3, 1976; v.227, Dec. 4, 1976-Jan. 31, 
1977, 2 pts. 


Indices: Table of cases decided: v. 1-41, (Dec. 7, 1935- 
June 30, 1942), v. 1-74, (Dec. 7, 1935-Aug. 21, 1947), v. 
75-104, (Aug. 22, 1947-May 27, 1953). Index of Board deci- 
sions: v.75-104 (Aug. 22, 1947-May 27, 1953, v. 105-138 
(May 22, 1953-Feb. 12, 1965), v. 147-166 (May 18, 1964- 
Aug. 9, 1967). 

@ltem 826 

S/N 031-000-00176-5 (v.226) 0 031-000-00177-3 (v.227, 
2 pts.) 

1. United States. National Labor Relations Board. 2. 
Labor laws and legislation — United States — Cases. 3. Ar- 
bitration, Industrial — United States — Cases. I. Title. 


OCLC 1768562 


78-15749 
LR 1.8/7:977 
United States. National Labor Relations Board. 

Classification outline with topical index for decisions of the 
National Labor Relations Board and related court decisions. 
— Washington : National Labor Relations Board : for sale by 
the Supt. of Docs., U. S. Govt. Print. Off., 1977. 

20402 : 

viii, 230, 683 p. ; 29 cm. 

Includes index. 

@ltem 826 

S/N 031-000-00168-4 

$11.00 

1. *Labor laws and legislation — United States — Cases — 
Indexes. I. Title. 


OCLC 3803243 


78-15750 
N 29.2:El 2 
United States. Bureau of Ships. 

Elements of electricity and radio. — [Washington] : Dept. 
of Defense, Dept. of the Navy, Bureau of Ships, [1944,i.e. 
1976]. 

20350 

vi, 205 p. : ill. ; 22 cm. — (NAVSHIPS ; 0967-188-4010) 

“Formerly NAVSHIPS 900,012” 

“0967-LP-188-4010." 

“Material has been taken from War Training Book No. 1, 
as issued by the Bell Telephone Laboratories School for War 
Training." 

pbk. 

1. *Electricity. 2. *Radio. I. United States. Navy Dept. 
Il. Title. 


OCLC 2933668 


Government Publications — August 1978 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


78-15751 


NAS 1.2:L 23 


Landsat urban area delineation : Intralab project 75-3 / Jerrold 


W. Christenson ... [et al.] — [Washington] National 
Aeronautics and Space Administration, 1977. 

20546 

v, 38 p.: ill. ; 27 cm. 

Issued Dec. 1977. 

Bibliography: p. 38. 

@ltem 830-C 

pbk. 

1. *Landsat (Artificial satellite) 2. “Metropolitan areas. 
I. Christenson, Jerrold W _ II. United States. National 
Aeronautics and Space Administration. 


OCLC 3898088 


78-15752 


NAS 1.2:W 72 


Vargo, Donald J 


Wind energy developments in the 20th century / Donald J. 
Vargo. — Rev. ed. — Cleveland, Ohio : National Aeronautics 
and Space Administration, Lewis Research Center, Technolo- 
gy Utilization and Public Affairs Office ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1975, 1978 
printing. 

20402 

20 p. : ill., map ; 27 cm. 

Biliography: p. 16-20. 

@ltem 830-C 

S/N 003-000-007 15-9 

pbk. : $1.10 

1. *Wind power. 2. *Air-turbines. I. Lewis Research 
Center. Il. Title. 


OCLC 3768098 


78-15753 


NAS 1.14:D-8315 


Rhyne, Richard H 


Flight assessment of an atmospheric turbulence measure- 
ment system with emphasis on long wavelengths / Richard H. 
Rhyne. — Washington : National Aeronautics and Space Ad- 
ministration ; Springfield, Va. : for sale by the National 
Technical Information Service, 1976. 

22161 

29 p. : ill. ; 27 cm. — (NASA technical note ; NASA TN 
D-8315) 

Issued Dec. 1976. 

Includes bibliographical references. 

pbk. 

1. *Atmospheric turbulence. I. United States. National 
Aeronautics and Space Administration. II. Title. III. Se- 
ries: United States. National Aeronautics and Space Adminis- 
tration. NASA technical note ; NASA TN D-8315. 


OCLC 2804882 
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National Aeronautics and Space Administration 


78-15754 
NAS 1.14:D-8340 
Schmidt, James F 

Performance and boundary-layer evaluation of a sonic inlet 
/ James F. Schmidt and Robert S. Ruggeri. — Washington : 
National Aeronautics and Space Administration ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1976. 

54 p.: ill. ; 27 cm. — (NASA technical note ; NASA TN 
D-8340) 

Issued Nov. 1976. 

Includes bibliographical references. 

pbk. 

1. *Turbulent boundary layer. I. Ruggeri, Robert S , joint 
author. II. United States. National Aeronautics and Space 
Administration. Ill. Title. IV. Series: United States. Na- 
tional Aeronautics and Space Administration. NASA techni- 
cal note ; NASA TN D-8340. 


OCLC 2781186 


78-15755 
NAS 1.14:D-8341 
Post, Robert E 

Evaluation of potassium titanate as a component of al- 
kaline fuel cell matrices / Robert E. Post. — Washington : 
National Aeronautics and Space Administration ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1976. 

25 p. : il. ; 27 cm. — (NASA technical note ; NASA TN 
D-8341) 

Issued Nov. 1976. 

Includes bibliographical references. 

pbk. 

1. *Potassium compounds. 2. *Fuel cells. I United 
States. National Aeronautics and Space Administration. II. 
Title. Ill. Series: United States. National Aeronautics and 
Space Administration. NASA technical note ; NASA TN D- 
8341. 


OCLC 2993085 


78-15756 
NAS 1.14:D-8366 
Neergaard, John R 
The theoretical reflectance of x-rays from optical surfaces / 
John R. Neergaard, John M. Reynolds, and Stanley A. Fields. 
— Washington : National Aeronautics and Space Administra- 
tion ; Springfield, Va. : for sale by the National Technical In- 
formation Service, 1976. 
viii, 47 p. : ill. ; 27 em. — (NASA technical note ; NASA 
TN D-8366) 
Isued Nov. 1976. 
Includes bibliographical references. 
pbk 
1. X-rays. I. Reynolds, John M , joint author. Il. Fields, 
Stanley A , joint author. IIIf. United States. National 
Aeronautics and Space Administration. IV. Title. V. Se- 
ries: United States. National Aeronautics and Space Adminis- 
tration. NASA technical note ; NASA TN D-8366. 


OCLC 2977659 
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78-15757 
NAS 1.14:D-8375 
Siegel, Robert. 

Three-dimensional potential flow over hills and oval 
mounds / Robert Siegel ; Lewis Research Center, Cleveland. 
— Washington : National Aeronautics and Space Administra- 
tion ; Springfield, Va. : for sale by the National Technical In- 
formation Service, 1976. 

34 p. : ill. ; 27 cm. — (NASA technical note ; NASA TN 
D-8375) 

Issued Dec. 1976. 

Bibliography: p. 29. 

pbk. 

1. *Winds. I. United States. National Aeronautics and 
Space Administration. II. Title. Ill. Series: United States. 
National Aeronautics and Space Administration. NASA 
technical note ; NASA TN D-8375. 


OCLC 2781198 


78-15758 
NAS 1.14:D-8392 
Mayhue, Robert J 
Acoustic tracking of Woodhead seabed drifters / Robert J. 
Mayhue and Ray W. Lovelady ; Langley Research Center. — 
Washington : National Aeronautics and Space Administration 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1977. 
22161 
20 p. : ill. ; 27 cm. — (*IASA technical note ; NASA TN 
D-8392) 
Issued Mar. 1977. 
Bibliography: p. 6. 
pbk. 
1. “Oceanography. 2. *Tracking radar. I. Lovelady, Ray 
W , joint author. II. United States. National Aeronautics 
and Space Administration. III. Title. IV. Series: United 
States. National Aeronautics and Space Administration. 
NASA technical note ; NASA TN D-8392. 


OCLC 3483852 


78-15759 
NAS 1.14:D-8429 
Laser Doppler dust devil measurements / by James W. Bilbro ... 
{et al.] ; George C. Marshall Space Flight Center. — 
Washington : National Aeronautics and Space Administration 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1977. 

22161 

iv, 82 p. : ill. ; 27 cm.— (NASA technical note ; NASA 
TN D-8429) 

Issued Feb. 1977. 

Bibliography: p. 81-82. 

pbk. 

1. *Dust devils. 2. *Laser Doppler velocimeter. I. Bil- 
bro, James W_ Il. United States. National Aeronautics and 
Space Administration. III. Series: United States. National 
Aeronautics and Space Administration. NASA technical note 
; NASA TN D-8429. 


OCLC 3483996 





78-15760 
NAS 1.14:D-8516 
Vaicaitis, Rimas. 
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Anuskiewics, Todd 
Federal technology transfer / by Todd Anuskiewics. — 
[Washington] : National Science Foundation, 1973. 
20550 
vii, 73 p. ill. ; 28 cm. 
Prepared for National Science Foundation, Office of Inter- 
governmental Science and Research Utilization. 
pbk. 
1. *Technology transfer. 2. *Technology and state — 
United States. I. National Science Foundation. II. Title. 


OCLC 0820054 
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78-15793 


NS 1.2:F 33/8 


National Science Foundation. 


NATO postdoctoral fellowships in science. — Washington : 
National Science Foundation, [1977] 

20550 

[4] p. ; 27 cm. 

“The National Science Foundation announces the 1976-77 
program of NATO postdoctoral fellowships in Science, clos- 
ing date for submission of applications, November 29, 1976, 
announcements of awards to be made on or about April 15, 
1977.” 

“SE 77-17.” 

pbk. 

1. *Science — Scholarships, fellowships, etc. — United 
States. I. Title. 


OCLC 3915928 


78-15794 


NS 1.2:F 79 


Society of Vertebrate Paleontology. Advisory Committee for 


Systematics Resources in Vertebrate Paleontology. 

Fossil vertabrates in the United States : the next ten years : 
a report of the Society of Vertebrate Paleontology, Advisary 
Committee for Systematics Resources in Vertebrate Paleon- 
tology ; Wann Langston, Jr., Chairman ... [et al.] ...— 
[Washington] : National Science Foundation, 1977. 

20550 

v, 40 p. : ill., map ; 28 cm. 

Prepared for National Science Foundation, Directorate for 
Biological, Behavioral, and Social Sciences under Grant no. 
(BMS 74-02079 AO1). 

Issued Dec. 1977. 

Includes bibliographical references. 

@ltem 834-C 

pbk. 

1. *Vertebrates, Fossil. 2. *Paleontology — United States. 
I. Langston, Wann _ II. United States. National Science Foun- 
dation. III. Title. 


OCLC 3938193 


78-15795 


NS 1.2:G 28 


Public Meeting on Genetic Engineering for Nitrogen Fixation, 


National Academy of Sciences, 1977. 

Report of the Public Meeting on Genetic Engineering for 
Nitrogen Fixation, held at the National Academy of Sciences, 
Washington, D.C., October 5-6, 1977 ; edited by Alexander 
Hollaender. — [Washington : National Science Foundation] : 
for sale by the Supt. of Docs., U. S. Govt. Print. Off., 1977. 

20402 

122 p.: ill. ; 26 cm. 

Prepared for National Science Foundation, Directorate for 
Research Applications, RANN/Research Applied to National 
Needs by Associated Universities, Inc., under Grant no. AER 
77-05338. 

Includes bibliographical references. 

@ltem 834-C 

S/N 038-000-00354-2 

pbk. : $3.00 

1. *Nitrogen — Fixation. 2. *Micro-organisms, Nitrogen- 
fixing. 3. *Genetic engineering. I. Hollaender, Alexander. 
II. United States. National Science Foundation. _ III. Title. 


OCLC 3858783 





78-15796 
NS 1.2:G 75/5 
Boldt, Robert F 

Trends in aptitude of graduate students in science / Robert 
F. Boldt ; Educational Testing Service. — [Washington] : Na- 
tional Science Foundation, Division of Science Resources 
Studies, 1976. 

20550 

24 p. ; 27 cm. 

Issued Dec. 1976. 

Bibliography: p. 19. 

pbk. 

1. *Graduate students — Science — United States. 2. 
*Learning ability. I. United States. National Science Foun- 
dation. Division of Science Resources Studies. II. Educa- 
tional Testing Service. III. Title. 


OCLC 3905827 


78-15797 
NS 1.2:In 8/4 
United States. National Science Foundation. 

Division of International Programs National Science 
Foundation. — [Washington] : National Science Foundation, 
19777] 

20550 

v, 30 p. : ill. ; 23 cm. — (NSF 77-29) 

pbk. 

1. United States. National Science Foundation. Division of 
International Programs. 2. *Science — International 
cooperation. I. Title. 


OCLC 3744965 


78-15798 
NS 1.2:In 8/5 
National Science Foundation. Office of Intergovernmental 
Science and Research Utilization. 

Intergovernmental science and research utilization : a 
progress report. — Washington : National Science Founda- 
tion, Office of Intergovernmental Science and Research 
Utilization, 1973. 

20550 

v, 98 p. : ill. ; 27 cm. — (NSF 75-9) 

Issued Sept. 1973. 

pkb. 

1. *Science — Research grants — United States. I. Title. 


OCLC 2557700 


78-15799 
NS 1.2:In 8/6 
Solomon, Robert 

The interdependence of nations : an agenda for research / 
by Robert Solomon with Anne Gault. — Washington : Na- 
tional Science Foundation, Directorate of Applied Science 
and Research Applications : for sale by the Supt. of Docs., 
Govt. Print. Off., 1977. 

20402 

127 [6] p. ; 28 cm. 

A report to the National Science Foundation. Directorate 
of Applied Science and Research Applications, under Grant 
AER 76-12283, by Brookings Institution. 

Issued Dec. 1977. 

Includes bibliographical references. 

@ltem 834-C 

S/N 038-000-00355-1 

pbk. : $3.00 


Government Publications — August 1978 


1. *International economic relations. I. Gault, Ann , joint 
author. II. National Science Foundation. Directorate of Ap- 
plied Science and Research Applications. III. Brookings In- 
stitution, Washington, D.C. IV. Title. 


OCLC 3792238 


78-15800 
NS 1.2:L 46/3 
Lead in the environment. — Washington : National Science 
Foundation : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 

20402 

vi, 272 p. : ill. ; 28 cm. — (NSF/RA-770214) 

“A report and analysis of research at Colorado State 
University, University of Illinois at Urbana-Champaign, and 
University of Missouri at Rolla prepared for the National 
Science Foundation.” 

Includes bibliographical references. 

@ltem 834-C 

S/N 038-000-00338-1 

pbk. : $4.00 

1. *Lead — Environmental aspects — United States. I. 
United States. National Science Foundation. 


OCLC 3500095 


78-15801 
NS 1.2:M 58 
Proceedings, 1976 Engineering Foundation conferences : the 

role of microorganisms in the recovery of oil. — 
[Washington] : National Science Foundation, Directorate for 
Research Applications, RANN/Research Applied to National 
Needs, Division of Advanced Energy and Resources 
Research and Technology : for sale by the Supt. of Docs., 
U.S. Govt. Print. Office, 1978. 

20402 

viii, 140 p. : ill. ; 26 cm. 

This material is based upon research supported by the Na- 
tional Science Foundation under Grant AER-7522833. 

Conference held in Easton, Maryland on Nov. 9-14, 1975, 
under sponsorship of the Engineering Foundation, and the 
Florida Power and Light Company, and endorsed by the Au- 
dubon Society. 

Includes bibliographical references. 

@ltem 834-C 

S/N 038-000-0035 1-8 

pbk. : $3.00 

1. *Secondary recovery of oil— Congresses. I. United 
States. National Science Foundation. Division of Advanced 
Energy and Resources Research and Technology. II. En- 
gineering Foundation, New York. III. National Audubon 
Society. IV. Florida Power and Light Company. 


OCLC 3930052 


78-15802 
NS 1.2:Oc 2/6/1 
Mid-ocean Dynamics Experiment-One. Scientific Council. 

Mode-I : an overview of the program and detailed descrip- 
tion of the field experiment. — [Washington National 
Science Foundation], 1973. 

20550 

38 p.: ill. ; 28 cm. 

Cover title : Mode I, the program and the plan. 

Sponsored by the International Decade of Ocean Explora- 
tion, National Science Foundation and the Office of Naval 
Research. 

pbk. 
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National Science Foundation 


1. *Oceanography. 2. ‘“*Oceanographic research. 3. 
*Ocean circulation. I. United States. National Science 
Foundation. Office for the International Decade of Ocean 
Exploration. II. United States. Office of Naval Research. 


Ill. Title. 


OCLC 1346136 


78-15803 
NS 1.2:P 81/v.2 
The 1972 scientist and engineer population redefined. — 
[Washington] : National Science Foundation : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1975- 
20402 
v.: ill. ; 24x 30cm 
“NSF 75-327.” 
Prepared by Norman Seltzer. 
Issued Sept. 1975. 
Contents: v. 2. Labor force and employment charac- 
teristics. 
@ltem 834-C 
S/N 038-000-00259-7 
pbk. : $2.65 
1. Scientists — United States — Statistics. 
United States — Statistics. I. Seltzer, Norman. II. United 
States. National Science Foundation. 
Q149.U5S44 
312/.94 
OCLC 1974762 


2. Engineers — 


78-15804 
NS 1.2:R 31/29 
A review of the relationship between research and development 
and economic growth/productivity / Leonard L. Lederman ... 
{et al.]. — [Washington] : National Science Foundation, Of- 
fice of Economic and Manpower Studies, 1971. 

20550 

i, 76 p. ; 27 cm. 

Issued Feb. 1971. 

Bibliography: p. 69-74. 

pbk. 

1. Research — Economic aspects — United States — Ad- 
dresses, essays, lectures. I. Lederman, Leonard L_ Il. 
United States. National Science Foundation. Office of 
Economic and Manpower Studies. 

HC110.R4R48 
338/.0973 
OCLC 0496524 


78-15805 
NS 1.2:R 31/30 
United States. National Science Foundation. 

Research Applied to National Needs : fiscal years 1971- 
1973. — [Washington] : National Science Foundation, [197- 
?) 

20550 

32 p. in various pagings ; 27 cm. 

pbk. 

|. United States. National Science Foundation. Research 
Applied to National Needs Program. I. Title. 


OCLC 3898384 
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78-15806 
NS 1.2:R 31/31/985 
United States. National Science Foundation. 

1985 R & D funding projections. — Washington : National 
Science Foundation : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., [1977] 

20402 

vi, 25 p.: ill. ; 24 x 30 cm. 

“NSF 76-314.” 

“Prepared by John R. Chirichiello.” 

Bibliography: p. 25. 

@ltem 834-C 

S/N 038-000-00292-9 

pbk. : $0.75 

1. Research and development contracts — United States. 
2. Financial research. I. Chirichiello, John R_ II. Title. 
HC110.R4C48 
338.4/3 
OCLC 3627569 


78-15807 
NS 1.2:Se 6 
United States. National Science Foundation. Office of National 
R & D Assessment. 

Serving social objectives via technological innovations : 
possible near-term Federal policy options. — [Washington] : 
National Science Foundation, Office of National R&D As- 
sessment, 1977. 

20550 

xix, 97 p.: ill. ; 27 cm. 

Issued May 1973. 

Includes bibliographial references. 

pbk. 

1. *Technological 
*Technology and state — United States. 


innovations — United States. 2. 


I. Title. 


OCLC 3915997 


78-15808 
NS 1.2:T 22/16 
United States. National Science Foundation. Office of National 
R & D Assessment. 

Technological innovation and Federal government policy : 
research and analysis of the Office of National R&D Assess- 
ment. — [Washington] : National Science Foundation, Scien- 
tific, Technological and International Affairs Directorate, Of- 
fice of National R & D Assessment, 1976. 

20550 

[3], 73 p. ; 27 cm. 

Issued Jan. 1976. 

Bibliography: p. 51-72. 

pbk. 

1. Technological innovations — United States. 
T173.8.U54 1976 
338.4/7/60973 
OCLC 2303197 


78-15809 


I. Title. 


NS 1.2:V 88 
Voluntary products standards : an index based on hazard 

category / compiled by Andrew J. Parker, Jr., Charles H. 
Gonnerman, Thomas Sommer ; Mueller Associates, inc. — 
Washington : National Science Foundation, Directorate for 
Applied Science and Research Activity : for sale by the Supt. 
of Doc., U.S. Govt. Print. Off., [1978]. 

20402 

413 p. ; 26cm. — (NSF-RA-0001) 





Prepared by Mueller Associates, inc. for National Science 
Foundation, Directorate for Applied Science and Research 
Activity under Grant no. APR 74-00665 AO3. 

@ltem 834-C 

S/N 038-000-00359-3 

pbk. : $5.75 

l. *Commercial products — Classification. 2. 
*Commercial products — Safety measures. I. Parker, An- 
drew J_ II. Gonnerman, Charles H_ III. Sommer, Thomas 
IV. National Science Foundation. Directorate for Applied 
Science and Research Activity. V. Mueller Associates. 


OCLC 3902989 


78-15810 
NS 1.10/4:976 
United States. National Science Foundation. 

National Science Foundation grants and awards. Washing- 
ton, National Science Foundation; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

26 cm. (NSF 76-2) 

$4.75 

1963/64- 

Report covers fiscal year and transition quarter 1976. 

Previously included in: Annual report - National Science 
Foundation. 

Annual. 

@ltem 834-E 

S/N 038-000-00349-6 

Main series: United States. National Science Foundation. 
NSF 

1. Research — United States. 
fellowships, etc.— United States. 3. 
grants — United States. I. Title. 


2. Science — Scholarships, 
Science — Research 


378.3 
[507] 
OCLC 1252365 


78-15811 
NS 1.22:In 2/975 
Research and development in industry; funds, scientists & en- 

gineers. Washington, National Science Foundation; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 24 x 30 cm. (Surveys of science resources series) (NSF 
77-324) 

$2.75 

1966- 

Subtitle varies. 

Data collected and compiled by the Bureau of the Census. 

1975. 

Annual. 

@ltem 834-T 

S/N 038-000-00357-7 

Main series: United States. National Science Foundation. 
Surveys of science resources series 

Main series: United States. National Science Foundation. 
NSF 

Continues: Basic research, applied research, and develop- 
ment in industry 1962-65 


Government Publications — August 1978 


Industrial — United States — Costs — 
Statistics — Periodicals. 2. Scientists— United States — 
Statistics — Periodicals. 3. Engineers— United States — 
Statistics — Periodicals. I. United States. National Science 
Foundation. II. United States. Bureau of the Census. III. 
Series: United States. National Science Foundation. Surveys 
of science resources series. 


5. Research, 


OCLC 1269747 


78-15812 
NS 1.28:77-1 
United States. National Science Foundation. National Science 
Board. 

Report of the National Science Board. [Washington] Na- 
tional Science Foundation, National Science Board; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. (NSB 77-1) 

$4.75 

1968- 

Other title: Annual report of the National Science Board 

Distinctive title: Science indicators 

1976. 

Includes bibliographical references. 

@ltem 834-Z 

S/N 038-000-00341-1 

Main series: United States. National Science Foundation. 
National Science Board. NSB 

1. Research — United States — Statistics. 
— United States — Statistics. I. Title. 


2. Technology 


OCLC 2529592 


PRESIDENT OF THE UNITED STATES 


78-15813 
Pr 36.8:P 56/F 11/2/974 
United States. President’s Council on Physical Fitness and 
Sports. 

An introduction to physical fitness : includes self-testing 
activities, graded exercises, and a jogging program. -— 
[Washington] : President’s Council on Physical Fitness and 
Sports, 1974. 

(26] p.: ill. ; 22 x 9 cm. 

Information incorrect in publication as to sale by Supt. of 
Docs. 

pbk. 

1. *Physical fitness. 


2. *Exercise. I. Title. 


OCLC 3894591 


78-15814 
Pr 37.8:Ex 7/P 94 
United States. President’s Export Council. Task Force on Ex- 
port Promotion. 

Report of the President’s Export Council, Task Force on 
Export Promotion. — [Washington] President’s Export 
Council, Task Force on Export Promotion, 1976. 

20230 

16 p. ; 27 cm. 

“December 1976.” 

pbk. 

1. *Foreign trade promotion — United States. 
sales — United States. I. Title. 


2. *Export 


OCLC 3923916 
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President of the United States 


78-15815 
Pr 37.8:P 94/F 73/3 
National Commission on Productivity and Work Quality. 
Technology applied to the food industry : a preliminary re- 
port. — Washington : National Commission on Productivity 
and Work Quality, 1975. 
20508 
32 p. ; 27 cm. 
On cover: Producitivity. 
“January 1975.” 
Includes bibliographical references. 
pbk. 
1. *Food industry and trade — Technological innovations. 
2. *Food industry and trade — United States — Production 
control. I. Title. 


OCLC 3929603 


78-15816 
Pr 37.8:P 94/L 11 
National Commission on Productivity and Work Quality. 
Labor-management productivity committees in American 
industry. — Washington : National Commission on Produc- 
tivity and Work Quality, 1975. 
20036 
iii, 59 p. ; 27 cm. 
On cover: Productivity. 
“May 1975.” 
Bibliography: p. 57-59. 
pbk. 
1. *Employees’ representation in management — United 
States. 2. *Industrial productivity — United States. I. Title. 


OCLC 2687285 


78-15817 
Pr 37.8:P 94/L 11/2 
National Commission on Productivity and Work Quality. 

Labor-management committees in the public sector : ex- 
periences of eight committees. — Washington National 
Commission on Productivity and Work Quality, 1975. 

vi, 71 p. ; 26cm. — (CP76001) 

On cover: Productivity. 

“November 1975.” 

Includes bibliographical references. 

pbk. 

1. Employee-management 
United States —- Case studies. 
HD8008.N255 1975 
350/.17/0973 
OCLC 2820014 


relations in government — 


I. Title. 


78-15818 
Pr 37.8:P 94/P 94/6 

National Commission on Productivity and Work Quality. 

Productivity centers around the world. — Washington : Na- 
tional Commission on Productivity and Work Quality, 1975. 

[20036] 
iv, 36 p. ; 27 cm. 
On cover: Productivity. 
““May 1975.” 
pbk. 
1. *Labor productivity. 


2. *Industrial relations. I. Title. 


OCLC 3877348 
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78-15819 
Pr 37.8:P 94/P 94/7 
National Commission on Productivity and Work Quality. 

A plant-wide productivity plan in action : three years of 
experience with the Scanlon plan. — Washington : National 
Commission on Productivity and Work Quality, 1975. 

20036 

vii, 54 p. : ill. ; 26 cm. 

On cover: Productivity. 

““May 1975.” 

Bibliography: p. 45-54. 

pbk. 

1. *Labor productivity — United States. 
— United States. I. Title. 


2. *Profit-sharing 


OCLC 3567703 


78-15820 
Pr 37.8:P 94/P 95/8 
National Commission on Productivity and Work Quality. 
Improving municipal productivity : work measurement for 
better management. — Washington : National Commission, 
on Productivity and Work Quality, 1975. 
20036 
vi, 34 p. : ill. ; 26 cm. — (CP75018) 
On cover: Productivity. 
“November 1975.” 
Bibliography: p. 34. 
pbk. 
1. *Labor productivity — United States. 
management — United States. I. Title. 


2. *Personnel 


OCLC 2223432 


78-15821 
Pr 39.8:M 52/R 29/v.1-4 
United States. President's Commission on Mental Health. 
Report to the President from the President’s Commission 
on Mental Health. — [ Washington] : President's Commission 
on Mental Health : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 
20402 
4v.: ill. ; 26 cm. 
Vols. 2-4 entitled Task panel reports submitted to the Pre- 
sident’s Commission on Mental Health. 
Includes bibliographies. 
Contents: v. 1. [Commission’s report and recommendations 
to the President].—v. 2-4 Appendices. 
@ltem 851-J 
S/N 040-000-00390-8 (v.1) 0 040-000-00391-6 (v.2) 0 
040-000-00392-4 (v.3) 0 040-000-003 93-2 (v.4) 
pbk. : $2.75 (v.1) : $7.00 (v.2) : $8.75 (v.3) : $8.50 (v.4) 
1. *Mental health planning — United States. I. Title. 


OCLC 3874670 





PRESIDENT’S COMMITTEE ON 
EMPLOYMENT OF THE HANDICAPPED 
Executive Office of the President 
Washington, DC 20210 


78-15822 
PrEx 1.10:Ac 2 
People are asking about displaying the symbol access. — 
[Washington : President’s Committee on Employment of the 
Handicapped, 1977?] 
20210 
12 p. : ill. ; 26 cm. 
pbk. 
1. *Architecture and the physically handicapped — United 
States. 2. *Physically handicapped — United States. 


OCLC 3894768 


78-15823 
PrEx 1.10:B 27 
United States. President's Committee on Employment of the 
Handicapped. 

A survey of State laws to remove barriers. — Washington : 
President’s Commmittee on Employment of the Han- 
dicapped, 1973. 

(21) p. ; 26 cm. 

“August 1973.” 

pbk. 

1. *Architecture and the physically handicapped — Law 
and legislation — United States. 2. *Building laws — United 
States. I. Title. 


OCLC 3903667 


78-15824 
PrEx 1.10:M 52/2 
Respond to mentally restored workers. — [Washington : Pre- 
sident’s Committee on Employment of the Handicapped], 
1978. 

20210 

folder (3 p.) ; 23 cm. 

@ltem 766-C 

pbk. 

1. “Mentally ill— United States— Employment. 2. 
*Mentally ill— United States — Rehabilitation. I. United 
States. President's Committee on Employment of the Han- 
dicapped. 


OCLC 3937433 


78-15825 
PrEx 1.10:P 96/977-2 
United States. President’s Committee on Employment of the 
Handicapped. 

Publicity tips : from the President’s Committee on Employ- 
ment of the Handicapped. — [Washington] President's 
Committee on Employment of the Handicapped, [19777] 

8, [6] p. : ill. 26 cm. 

pbk. 

1. *Publicity. 2. *Handicapped — Employment — United 
States. I. Title. 


OCLC 3899454 


Government Publications — August 1978 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


78-15826 


PrEx 2.6/2:G 76 


Review guide, grantees financial management systems. — 


[Washington] : Executive Office of the President, Office of 
Management and Budget : for sale by the Supt. of Docs., 
U:S. Govt. Print. Off., 1977, 1978 printing. 

20402 

32 p. in various pagings ; 26 cm. 

Prepared by the Association of Government Accountants. 

“June 1977.” 

@ltem 854-A 

S/N 041-001-00162-0 

pbk. : $1.30 

1. *Grants-in-aid — United States. 2. *Finance. I. United 
States. Office of Management and Budget. II. Association of 
Government Accountants. III. Title: Grantees financial 
mnagement systems. 


OCLC 3923001 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


78-15827 


PrEx 3.10:In 2 


Levy-Pascal, Ehud. 


An analysis of the cyclical dynamics of industrialized coun- 
tries / by Ehud Levy-Pascal. — Washington : Central Intel- 
ligence Agency, Directorate of Intelligence, Office of Politi- 
cal Research, 1976. 

20505 

i, 48 p. : ill. ; 27 cm. 

Prepared by the International Functional Staff of the Of- 
fice of Political Research. 

“PR 76 10009.” 

“January 1976.” 

Includes bibliographical references. 

pbk. 

1. Business cycles. 2. Economic development — Simula- 
tion methods. 3. Technology and civilization. I. United 
States. Central Intelligence Agency. International Functional 
Staff. II. Title. 

HB3711.L72 
338.5/44 
OCLC 2375993 


78-15828 


PrEx 3.10/4:G 81 


Greece. [Washington : Executive Office of the President, Cen- 


tral Intelligence Agency] : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1976. 

20402 

col. map 43 x 72 cm. fold to 16 x 23 cm. 

Scale 1:2,000,000. 

Title on envelope: Map of Greece. 

Includes 5 insets. 

S/N 041-015-00062-4 

pbk. : $1.00 

1. *Greece — Maps. I. United States. Central Intelligence 
Agency. II. Title: Map of Greece. 


OCLC 3103124 





Central Intelligence Agency — Executive Office of the President 


78-15829 
PrEx 3.11:CR 77-14798 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

The USSR leadership, party and government. — 
[Washington] : Central Intelligence Agency, National 
Foreign Assessment Center, 1977. 

20505 

| sheet : ports. ; 91 x 86 cm.— (Reference aid CR ; CR 
77-14798) 

Supersedes CR 76-15094 

Available through DOCEX project, Library of Congress. 

“December 1977.” 

@ltem 856-A-3 

1. Communist Party of the Soviet Union — Officials and 
employees — Posters. 2. “Russia — Administrative and 
political divisions — Posters. I. Title. 


OCLC 3898572 


78-15830 
PrEx 3.11:CR 77-15211 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

Politburo of the Chinese Communist Party. — 
[Washington] : Central Intelligence Agency, National 
Foreign Assessment Center, 1977. 

20505 

1 sheet : ports. ; 61 x 69 cm. — (Reference aid CR ; CR 
77-15211) 

Supersedes CR 76-12982. 

Available through DOCEX project, Library of Congress. 

“December 1977.” 

@ltem 856-A-3 

1. Chinese Communist Party. Politburo — Officials and em- 
ployees — Posters. I. Title. 


OCLC 3898588 


78-15831 
PrEx 3.11:CR 77-15883 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

Socialist Republic of Romania, government structure. — 
[Washington] : Central Intelligence Agency, National 
Foreign Assessment Center, 1977. 

20505 

1 sheet : ill., ports. ; 92 x 68 cm. — (Reference aid CR ; 
CR 77-15883) 

Available through DOCEX project, Library of Congress. 

“December 1977.” 

@ltem 856-A-3 

|. *Romania — Administrative and political divisions — 
Posters. I. Title 


OCLC 3895752 


78-15832 
PrEx 3.11:CR 78-10114 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

Polish People’s Republic party structure. — [Washington] : 
Central Intelligence Agency, National Foreign Assessment 
Center, 1978. 

20505 

1 sheet : ill., ports. ; 91 x 61 cm.— (Reference aid CR ; 
CR 78-10114) 

Supersedes CR 76-13415. 

Available through DOCEX project, Library of Congress. 
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“February 1978.” 

@ltem 856-A-3 

1. Polish United Workers’ Party — Officials and employees 
— Posters. I. Title. 


OCLC 3898601 


78-15833 


PrEx 3.11:CR 78-10278 
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Improved water and land use in the sierra : agreement 
between the United States of America and Peru signed at 
Lima September 29, 1976. — [Washington] : Dept. of State : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

{2], 87 p. ; 24 cm.— (Treaties and other international 
acts series ; 8682) 

English and Spanish. 

@ltem 899 

S/N 044-000-91535-9 

pbk. : $2.10 

1. *Water resources development — Law and legislation — 
United States. 2. *Water resources development — Law and 
legislation — Peru. 3. *Agricultural assistance, American — 
Peru. 4. *Land use — Planning— Peru. 5. *Land use — 
Planning — United States. I. United States. Dept. of State. 
Il. Title. Il. Series: United States. Dept. of State. Treaties 
and other international acts series ; 8682. 


OCLC 3905916 
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78-15870 


S 9.10:8683 


United States. Treaties, etc. USA and other governments, Dec. 


3, 1975. 

International Coffee Agreement, 1976, between the United 
States of America and other governments : approved by the 
International Coffee Council at London December 3, 1975. 
— [Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977. 

20402 

(2], 307 p ; 24 cm.— (Treaties and other international 
acts series ; 8683) 

English, French, Portuguese, and Spanish. 

@ltem 899 

S/N 044-000-9 1536-7 

pbk. : $4.50 

1. International Coffee Agreement (Organization) 2. 
*Coffee — Law and legislation. I. Title. II. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8683. 


OCLC 3903242 


78-15871 


S 9.10:8693 


United States. Treaties, etc. Dominican Republic, May 6, 1976. 


Technical services in equipment installations and airport 
facilities : agreement between the United States of America 
and the Dominican Republic, signed at Washington and 
Santo Domingo May 6 and 28, 1976. — [Washington] : Dept. 
of State : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

(2], 13 p. ; 24 cm.— (Treaties and other international 
acts series ; 8693) 

English and Spanish. 

@ltem 899 

S/N 044-000-91546-4 

pbk. : $0.80 

1. *Technical assistance, American — Dominican Republic. 
2. *Airports— Dominican Republic — Equipment and sup- 
plies. 3. *Airports— United States — Equipment and sup- 
plies. I. United States. Dept. of State. II. Title. III. Series: 
United States. Dept. of State. Treaties and other international 
acts series ; 8693. 


OCLC 3898916 


78-15872 


S 9.10:8701 


United States. Treaties, etc. Mexico, July 15, 1976. 


Plant protection : agreement between the United States of 
America and Mexico signed at Mexico February 8, 1973, and 
amending agreements signed at Washington and Mexico Sep- 
tember 10 and October 9, 1973, and signed at Washington 
and Mexico July 15 and 24, 1976. — [ Washington] : Dept. of 
State : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

{2], 13 p. ; 24 cm.— (Treaties and other international 
acts series ; 8701) 

English and Spanish. 

@ltem 899 

S/N 044-000-91554-5 

pbk. : $0.80 





1. *Plants, Protection of — Law and legislation — Mexico. 
2. *Plants, Protection of — Law and legislation — United 
States. I. United States. Dept. of State. II. Title. III. Se- 
ries: United States. Dept. of State. Treaties and other interna- 
tional acts series ; 8701. 


OCLC 3898444 


78-15873 
S 9.10:8703 
United States. Treaties, etc. Philippines, Feb. 7, 1977. 
Waterworks systems agreement between the United 
States of America and the Philippines signed at Manila Au- 
gust 6, 1976, and amending agreement signed at Manila 
February 7, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
[2], 38 p. ; 24 cm.— (Treaties and other international 
acts series ; 8703) 
@ltem 899 
S/N 044-000-91556-1 
pbk. : $1.40 
1. *Waterworks — Philippine Islands— Equipment and 
supplies. 2. *Waterworks — United States — Equipment and 
supplies. I. United States. Dept. of State. II. Title. III. Se- 
ries: United States. Dept. of State. Treaties and other interna- 
tional acts series ; 8703. 


OCLC 3898933 


78-15874 
S 9.10:8707 
United States. Treaties, etc. Syria, Aug. 9, 1976. 

Investment guaranties : agreement between the United 
States of America and Syria effected by exchange of notes 
signed at Damascus August 9, 1976, with related letter. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print, Off., 1978. 

20402 

[2], 24 p. ; 24 cm.— (Treaties and other international 
acts series ; 8707) 

English and Arabic. 

@ltem 899 

S/N 044-000-91575-8 

pbk. : $1.20 

1. *Insurance, Investment guaranty — Syria. 2. 
*Insurance, Investment guaranty — United States. I. United 
States. Dept. of State. II. Title. III. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
8707. 


OCLC 3898490 


78-15875 
S 9.10:8709 
United States. Treaties, etc. Peru, Dec. 14, 1976. 

Agricultural commodities : transfers under title II, agree- 
ment between the United States of America and Peru signed 
at Lima and Washington July 21 and August 8, 1976, and 
amending agreement signed at Lima December 14 and 20, 
1976. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 

20402 

[2], 8 p. ; 24 cm. — (Treaties and other international acts 
series ; 8709) 

English and Spanish. 

@ltem 899 

S/N 044-000-91561-8 

pbk. : $0.70 


Government Publications — August 1978 


1. *Surplus agricultural commodities, American — Law and 
legislation — Peru. I. United States. Dept. of State. II. 
Title. III. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8709. 


OCLC 3898743 


78-15876 
S 9.10:8710 
United States. Treaties, etc. Pakistan, Sept. 9, 1976. 
Agricultural commodities : transfers under title II, agree- 
ment between the United States of America and Pakistan 
signed at Islamabad December 9, 1976, with minutes. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977. 
20402 
(2], 5 p. ; 24 cm. — (Treaties and other international acts 
series ; 8710) 
@ltem 899 
S/N 044-000-9 1562-6 
pbk. : $0.60 
1. *Surplus agricultural commodities, American — Law and 
legislation — Pakistan. I. United States. Dept. of State. II. 
Title. III. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8710. 


OCLC 3905856 


78-15877 
S 9.10:8711 
United States. Treaties, etc. Mozambique, Sept. 14, 1976. 
Agricultural commodities : transfers under title II, agree- 
ment between the United States of America and Mozam- 
bique signed at Maputo September 14, 1976, with related 
note. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 
20402 
(2], 4 p. ; 24 cm. — (Treaties and other international acts 
series ; 8711) 
@ltem 899 
S/N 044-000-91563-4 
pbk. : $0.60 
1. *Surplus agricultural commodities, American — Law and 
legislation — Mozambique. I. United States. Dept. of State. 
Il. Title. III. Series: United States. Dept. of State. Treaties 
and other international acts series ; 8711. 


OCLC 3898730 


78-15878 
S 9.10:8713 
United States. Treaties, etc. Guatemala, Sept. 20, 1976. 
Municipal earthquake recovery : agreement between the 
United States of America and Guatemala signed at Gu- 
atemala September 20, 1976.— [Washington] : Dept. of 
State : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977. 
20402 
[2], 46 p. ; 24 cm.— (Treaties and other international 
acts series ; 8713) 
English and Spanish. 
@ltem 899 
S/N 044-000-91565-1 
pbk. : $1.50 
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State Department 


1. *Economic assistance, American — Guatemala. 2. 
*Disaster relief — Guatemala. 3. *Earthquakes — Gu- 
atemala. I. United States. Dept. of State. Il. Title. III. Se- 
ries: United States. Dept. of State. Treaties and other interna- 
tional acts series ; 8713. 


OCLC 3898970 


78-15879 
S 9.10:8715 
United States. Treaties, etc. Ethiopia, June 15, 1976. 
Agricultural commodities : agreement between the United 
States of America and Ethiopia signed at Addis Ababa June 
15, 1976. — [Washington] : Dept. of State : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
{(2], 26 p. ; 24 cm.— (Treaties and other international 
acts series ; 8715) 
@ltem 899 
S/N 044-000-91567-7 
pbk. : $1.20 
1. *Surplus agricultural commodities, American — Law and 
legislation — Ethiopia. I. United States. Dept. of State. II. 
Title. Ill. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8715. 


OCLC 3898668 


78-15880 
S 9.10:8716 
United States. Treaties, etc. Syria, Sept. 28, 1976. 

Agricultural commodities : agreement between the United 
States of America and Syria signed at Damascus April 20, 
1976 with minutes of negotiations and amending agreements 
effected by exchange of letters signed at Damascus May 11 
and 16, 1976, and exchange of letters signed at Damascus 
June 2 and 3, 1976, and exchange of letters signed at 
Damascus September 28 and 29, 1976. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

[2], 22 p. ; 24 cm. — (English and Arabic.) 

@ltem 899 

S/N 044-000-91568-5 

pbk. : $1.00 

1. *Surplus agricultural commodities — Law and legislation 
— Syria. I. United States. Dept. of State. II. Title. III. Se- 
ries: United States. Dept. of State. Treaties and other interna- 
tional acts series ; 8716. 


OCLC 3905892 


78-15881 
S 9.10:8717 
United States. Treaties, etc. Syria, Mar. 3, 1977. 

Agricultural commodities: agreement between the United 
States of America and Syria, signed at Damascus March 3, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

{2], 7 p. ; 24 cm. — (Treaties and other international acts 
series ; 8717) 

English and Arabic. 

@ltem 899 

S/N 044-000-91569-3 

pbk. : $0.70 
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1. *Surplus agricultural commodities, American — Syria. 
I. United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8717. 


OCLC 3087843 


78-15882 


S 9.10:8721 


United States. Treaties, etc. Singapore, Oct. 18, 1977. 


Air transport services : agreement between the United 
States of America and Singapore, effected by exchange of 
notes signed at Singapore Octoberl8 and 31, 1977, with 
memorandum of consultation signed at Washington Sep- 
tember 23, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

(2], 8 p. ; 24 cm. — (Treaties and other international acts 
series ; 8721) 

@ltem 899 

S/N 044-000-91573-1 

pbk. : $0.70 

1. *Aeronautics, Commercial —Law and legislation — 
United States. 2. *Aeronautics, Commercial — Law and 
legislation — Singapore. I. United States. Dept. of State. II. 
Title. Ill. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8721. 


OCLC 3952263 


78-15883 


S 9.10:8722 


United States. Treaties, etc. Lebanon, Sept. 24, 1977. 


Air transport services : agreement between the United 
States of America and Lebanon, effected by exchange of 
notes signed at Beirut September 24 and October 13, 1977. 
— [Washington] : Dept. of State : for sale by the Supt. of 
Does., U.S. Govt. Print. Off., 1978. 

20402 

(2], 3 p. ; 24 cm. — (Treaties and other international acts 
series ; 8722) 

@ltem 899 

S/N 044-000-91574-0 

pbk. : $0.60 

1. *Aeronautics, Commercial—Law and legislation — 
United States. 2. *Aeronautics, Commercial—Law and 
legislation — Lebanon. I. United States. Dept. of State. II. 
Title. III. Series: United States, Dept. of State. Treaties and 
other international acts series ; 8722. 


OCLC 3950149 


78-15884 


S 9.10:8723 


United States. Treaties, etc. Sudan, Sept. 23, 1977. 


Criminal investigations : agreement between the United 
States of America and Sudan signed at Washington Sep- 
tember 23, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

[2], 6 p. ; 24 cm. — (Treaties and other international acts 
series ; 8723) 

@ltem 899 

S/N 044-000-91576-6 

pbk. : $0.60 





1. *Criminal investigation — Law and legislation — United 
States. 2. *Criminal investigation — Law and legislation — 
Sudan. I. United States. Dept. of State. II. Title. III. Se- 
ries: United States. Dept. of State. Treaties and other interna- 
tional acts series ; 8723. 


OCLC 3898602 


78-15885 
S 9.10:8724 
United States. Treaties, etc. Pakistan, Sept. 9, 1977. 

Criminal investigations : agreement between the United 
States of America and Pakistan, signed at Washington Sep- 
tember 9, 1977. — [Washington] : Dept. of State : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

[2], 6 p. ; 24 cm. — (Treaties and other international acts 
series ; 8724) 

@ltem 899 

S/N 044-000-91577-4 

pbk. : $0.60 

1. ‘*Criminal investigation — Pakistan — International 
cooperation. 2. *Criminal investigation — United States — 
International cooperation. I. United States. Dept. of State. 
Il. Title. Ill. Series: United States. Dept. of State. Treaties 
and other international acts series ; 8724. 


OCLC 3948851 


78-15886 
S 9.10:8726 
United States. Treaties, etc. India, Aug. 19, 2977. 

Criminal investigation : agreement between the United 
States of America and India, signed at Washington August 
19, 1977. — [Washington] : Dept. of State : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

(2], 5 p. ; 24 cm. — (Treaties and other international acts 
series ; 8726) 

@ltem 899 

S/N 044-000-91579-1 

pbk. : $0.60 

1. *Criminal investigation — United States — International 
cooperation. 2. *Criminal investigation — India — Interna- 
tional cooperation. I. United States. Dept. of State. II. 
Title. III. Series: United States Dept. of State. Treaties and 
other international acts series ; 8726. 


OCLC 3948714 


78-15887 
S 9.10:8728 
United States. Treaties, etc. Japan, Mar. 18, 1977 
Fisheries off the United States coasts : agreement between 
the United States of America and Japan, signed at Washing- 
ton March 28, 1977, with agreed minutes. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print.,Off., 1977 
20402 
[2], 58 p. ; 24 cm.— (Treaties and other international 
acts series ; 8728) 
English and Japanese. 
@ltem 899 
S/N 044-000-91581-2 
pbk. : $1.80 


Government Publications — August 1978 


1. *Fishery law and legislation— Japan. 2. *Fishery law 
and legislation — United States. I. United States. Dept. of 
State. II. Title. III. Series: United States. Dept. of State. 
Treaties and other international acts series ; 8728. 


OCLC 3948680 


78-15888 


S 9.10:8734 


United States. Treaties, etc. Japan. Sept. 12, 1977. 


Atomic energy : reprocessing of special nuclear material : 
agreement between the United States of America and Japan, 
signed at Washington September 12, 1977, with joint com- 
munique. — [Washington] : Dept. of State : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

(2], 7 p. ; 24 cm. — (Treaties and other international acts 
series ; 8734) 

@ltem 899 

S/N 044-000-91587-1 

pbk. : $0.70 

1. *Atomic energy research — United States — Interna- 
tional cooperation. 2. *Atomic energy research — Japan — 
International cooperation. 3. *Atomic energy industries. I. 
United States. Dept. of State. II. Title. Ill. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8734. 


OCLC 3948515 


78-15889 


S 9.10:8738 


United States. Treaties, etc. Brazil, Apr. 22, 1976. 


Trade in cotton textiles : agreement between the United 
States of America and Brazil effected by exchange of notes 
signed at Brasilia April 22, 1976. — [Washington] : Dept. of 
State : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

(2], 7 p. ; 24 cm.— (Treaties and other international acts 
series ; 8738) 

English and Portuguese. 

@ltem 899 

S/N 044-000-91591-0 

pbk. : $0.70 

1. *Cotton trade —Law and _ legislation — Brazil. 2. 
*Cotton trade —Law and legislation-— United States. I. 
United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8738. 


OCLC 3948536 


78-15890 


S 9.10:8742 


United States. Treaties, etc. Cape Verde, Oct. 13, 1976. 


Aviation : provision of services : agreement between the 
United States of America and Cape Verde, signed at 
Washington and Praia October 13 and November 19, 1976. 
— [Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

{2], 4 p. ; 24 cm. — (Treaties and other international acts 
series ; 8742) 

@ltem 899 

S/N 044-000-91595-2 

pbk. : $0.60 
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State Department 


1. *Aeronautics, Commercial — Law and legislation — 
United States. 2. *Aeronautics, Commercial — Law and 
legislation — Cape Verde Islands. I. United States. Dept. of 
State. Il. Title. Il. Series: United States. Dept. of State. 
Treaties and other international acts series ; 8742. 


OCLC 3948525 


78-15891 
S 9.10:8744 
United States. Treaties, etc. Canada, Dec. 23, 1976. 

Trade : meat imports : agreement between the United 
States of America and Canada effected by exchange of let- 
ters signed at Washington December 23, and 29, 1976. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

[2], 3 p. ; 24 cm. — (Treaties and other international acts 
series ; 8744) 

@ltem 899 

S/N 044-000-91597-9 

pbk. : $ 0.60 

1. *Meat industry and trade —Law and legislation — 
Canada. 2. *Meat industry and trade — Law and legislation 
— United States. I. United States. Dept. of State. II. Title. 
Ill. Series: United States. Dept. of State. Treaties and other 
international acts series ; 8744. 


OCLC 3948543 


78-15892 
S 9.10:8747 
United States. Treaties, etc. Pakistan, Oct. 27, 1976. 

On-farm water management agreement between the 
United States of America and Pakistan, signed at Islamabad 
October 27, 1976. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print Off., 1978. 

[2], 41 p. ; 24 cm.— (Treaties and other international 
acts series ; 8747) 

@ltem 899 

S/N 044-000-9 1600-2 

pbk. : $1.50 

1. *Agricultural assistance, American — Pakistan. 2. 
*Water resources development—Law and _ legislation — 
Pakistan. 3. “Water resources development —Law and 
legislation — United States. I. United States. Dept. of State. 
Il. Title. Ill. Series: United States. Dept. of State. Treaties 
and other international acts series ; 8747. 


OCLC 3950846 


78-15893 
S 9.10:8760 
United States. Treaties, etc. Colombia, Oct. 19, 1976. 

Small farmer training : agreement between the United 
States of America and Colombia, signed at Bogota October 
19, 1976. — [Washington] : Dept. of State : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

[2], 18 p. ; 24 cm.— (Treaties and other international 
acts series ; 8760) 

@ltem 899 

S/N 044-000-91613-4 

pbk. : $1.00 
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1. *Agricultural assistance, American — Colombia. 2. 
*Technical assistance, American— Colombia. I. United 
States. Dept. of State. II. Title. III. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
8760. 


OCLC 3948791 


78-15894 
S 9.10:8768 
United States. Treaties, etc. Colombia, Nov. 29, 1976. 

Small farmer training : agreement between the United 
States of America and Colombia signed at Bogota November 
29, 1976. — [Washington] : Dept. of State : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

{2], 39 p. ; 24 cm.— (Treaties and other international 
acts series ; 8768) 

@ltem 899 

S/N 044-000-91621-5 

pbk. : $1.50 

1. *Agricultural assistance, American—Colombia. 2. 
*Technical assistance, American— Colombia. I. United 
States. Dept. of State. II. Title. II. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
8768. 


OCLC 3948267 


78-15895 
S 9.10:8770 
United States. Treaties, etc. Zambia, Dec. 3, 1976. 

Economic assistance agreement between the United 
States of America and Zambia, signed at Lusaka December 
3, 1976. — [Washington] : Dept. of State : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

(2], 17 p. ; 24 cm.— (Treaties and other international 
acts series ; 8770) 

@ltem 899 

S/N 044-000-91623-1 

pbk. : $0.90 

1. *Economic assistance, American — Zambia. I. United 
States. Dept. of State. II. Title. III. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
8770. 


OCLC 3952185 


INTERNATIONAL DEVELOPMENT AGENCY 
State Dept. 
Washington, DC 20523 


78-15896 
S 18.2:B 63 
Robbins, Edward H 
Bolivia : shelter sector assessment / Edward H. Robbins, 
Antonio Ynastrilla, C. Wade Clifton. — [Washington] : Dept. 
of State, Agency for International Development, Office of 
Housing, 1976. 
20037 
139 leaves in various foliations : ill. ; 28 cm. 
Prepared by National Savings and Loan League. 
December 1976. 
Bibliography: p. 88-89 
pbk. 





1. *Housing — Bolivia — Statistics. 2. *Underdeveloped 
areas — Housing. I. Ynastrilla, Antonio, joint author. II. 
Clifton, C Wade, joint author. III. National Savings and 
Loan League. IV. United States. Agency for International 
Development. Office of Housing. V. Title. 


OCLC 3922030 


78-15897 
S 18.30/2:34 
De Melo, Jaime 

The effects of distortions in the factor market : some 
general equilibrium estimates / by Jaime de Melo. — 
[Washington] : Dept. of State, Agency for International 
Development, Bureau for Program and Policy Coordination , 
1976. 

20037 

{1}, 28, [1] p. ; 27 cm.— (A.LD. discussion paper ; no. 
34) 

DN-AAA-114 ; ARC no. 338.521 D376 ; 262/77 

July 1976. 

Bibliography: p. 27-28. 

pbk. 

1. *Economics policy. 2. *Marketing — Mathematical 
models. I. United States. Agency for International Develop- 
ment. Bureau for Program and Policy Coordination. II. 
Title. Ill. Series: United States. Agency for International 
Development. A.I.D. discussion paper ; no. 34. 


OCLC 3673817 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


78-15898 
SBA 1.2:F 51 
United States. Small Business Administration. 
Firms in the 8(a) business development program. — 
Washington : Small Business Administration, 1977. 
20416 
ca 200 p. ; 21 x 27 cm. 
Issued November 1977. 
@ltem 901-B 
pbk. 
1. *Small business. I. Title. 


OCLC 3906086 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


78-15899 
SI 1.2:D 74/2 
Douglass, Frederick, 1817?-1895. 

A lecture on our national capital / by Frederick Douglass. 
— Washington : Smithsonian Institution Press, 1978. 

56 p. : ill. ; 28 cm. 

“Anacostia Neighborhood Museum, Smithsonian Institu- 
tion; National Park Service, United States Department of the 
Interior.” 

Bibliography: p. 56. 

@ltem 910 

pbk. 


Government Publications — August 1978 


1. *Washington, D.C. — History — Addresses, essays, lec- 
tures. 2. Washington, D.C.— Description. 3. Douglass, 
Frederick, 1817-1895. I. Anacostia Neighborhood Museum. 
II. United States. National Park Service. III. Title. 
F198.D75 
975.3/03 
OCLC 3707964 


78-15900 


SI 1.2:D 74/2/study 


Anacostia Neighborhood Museum. 


A lecture on our national capital by Frederick Douglas ; 
Study and discussion aids for the secondary student / 
Anacostia Neighborhood Museum, Smithsonian Institution, 
National Park Service, United States Department of the In- 
terior. — Washington : Smithsonian Institution Press, [19787] 

11 p. ; 27 cm. 

Bibliography: p. 11. 
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1. Douglass, Frederick, 1817?-1895. 2. *Washington, 
D.C. — History. I. United States. National Park Service. II. 
Title. 


OCLC 3894734 


78-15901 


SI 1.27:249 


Rudran, Rasanayagam. 


Socioecology of the blue monkeys (Cercopithecus mitis 
stuhlmanni) of the Kibale Forest, Uganda / Rasanayagam 
Rudran. — Washington : Smithsonian Institution Press, 1978. 

iv, 88 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 249) 

Bibliography: p. 86-88. 
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1. Cercopithecus mitis— Behavior. 2. Monkeys — 
Behavior. 3. Mammals — Uganda — Kibale Forest Reserve. 
I. Smithsonian Institution. II. Title. III. Series: Smithsonian 
Institution. Smithsonian contributions to zoology ; no. 249. 
QL1.S54 no. 249 
[QL737.P93] 

591/.08 s 
[599/.82] 
OCLC 2819204 


78-15902 


SI 1.27:255 


Robertson, D Ross. 


Sexual patterns in the labroid fishes of the Western Carib- 
bean, Il : the parrotfishes (Scaridae) / D. Ross Robertson and 
Robert R. Warner. — Washington : Smithsonian Institution 
Press, 1978. 

iii, 26 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 255) 

Bibliography: p. 26. 
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1. Scaridae — Behavior. 2. Fishes — Caribbean Sea. I. 
Warner, Robert R , joint author. H. Smithsonian Institution. 
Ill. Title. IV. Series: Smithsonian Institution. Smithsonian 
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QL1.S54 no. 255 
[QL638.S3] 
591/.08 s 
[597/.58] 
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78-15903 
SI 1.27:258 
Manning, Raymond B , 1934- 

Notes on some species of the Falcatus group of Gonodac- 
tylus (Crustacea, Stomatopoda, Gonodactylidae) / Raymond 
B. Manning. — Washington : Smithsonian Institution Press, 
1978. 

iii, 15 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 258) 

Bibliography: p. 14-15. 
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# Gonodactylus. 2. Crustacea — Classification. I. 
Smithsonian Institution. II. Title. If. Series: Smithsonian 
Institution. Smithsonian contributions to zoology ; no. 258. 
QL1.S854 no. 258 
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591/.08 s 
{595/.382] 
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78-15904 
SI 1.27:263 
Weitzman, Stanley H 
Three new species of fishes of the genus Nannostomus 
from the Brazilian states of Para and Amazonas (Teleostei, 
Lebiasinidae) / Stanley H. Weitzman. — Washington 
Smithsonian Institution Press, 1978. 
iti, 14 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 263) 
Bibliography: p. 14 
@ltem 910-D 
pbk 
1. Nannostomas. 2. Fishes — Brazil. I. Smithsonian In- 
stitution. II. Title. II. Series: Smithsonian Institution. 
Smithsonian contributions to zoology ; no. 263. 
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591/.08 s 
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78-15905 
SI 1.27:264 
Manning, Raymond B , 1934- 

New and rare stomatopod Crustacea from the Indo-West- 
Pacific region / Raymond B. Manning. — Washington 
Smithsonian Institution Press, 1978. 

iii, 36 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 264) 

Bibliography: p. 34-36 
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I Stomatopoda. 2 Crustacea — Indian Ocean. 3. 
Crustacea — Pacific Ocean. I. Smithsonian Institution. II. 
Title. Ill. Series: Smithsonian Institution. Smithsonian con- 
tributions to zoology ; no. 264. 

QL1.S54 no. 264 
[QL444.M375} 
591/.08 s 
[595/.382/09165] 
OCLC 3274368 
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Springer, Victor Gruschka, 1928- 


Five new species and a new genus of Indian Ocean blen- 
niid fishes, tribe Salariini, with a key to genera of the tribe / 
Victor G. Springer and August E. Spreitzer. — Washington : 
Smithsonian Institution Press, 1978. 

iii, 20 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 268) 

Bibliography: p. 20. 
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1. Blenniidae. 2. Fishes—Indian Ocean. I. Spreitzer, 
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tributions to zoology ; no. 268. 

QL1.S54 no. 268 
(QL638.B6) 
591/.08 s 
[597/.58] 
OCLC 3203496 


78-15907 


SI 1.27:270 


Springer, Victor Gruschka, 1928- 


Synonymization of the family Oxudercidae, with comments 
on the identity of Apocryptes cantoris Day (Pisces, 
Gobiidae) / Victor G. Springer. — Washington : Smithsonian 
Institution Press, 1978. 

iii, 14 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 270) 

Bibliography: p. 13-14. 
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1. Gobiidae. 2. Fishes — Classification. I. Smithsonian 
Institution. II. Title. II. Series: Smithsonian Institution. 
Smithsonian contributions to zoology ; no. 270. 

QL1.S54 no. 270 
[QL638.G7] 
591/.08 s 
[597/.58] 

OCLC 3223712 


78-15908 


SI 1.27:272 


Manning, Raymond B , 1934- 


Further observations on Oratosquilla, with accounts of two 
new genera and nine new species (Crustacea: Stomatopoda: 
Squillidae) / by Raymond B. Manning. — Washington 
Smithsonian Institution Press, 1978. 

iii, 44 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 272) 

Bibliography: p. 43-44. 

@ltem 910-D 

pbk. 

- Oratosquilla. 2. Crustacea — Classification. I. 
Smithsonian Institution. Il. Title. III. Series: Smithsonian 
Institution. Smithsonian contributions to zoology ; no. 272. 
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78-15909 
SI 1.27:274 
Clarke, Arthur H 
Polymorphism in marine mollusks and biome development 
/ by Arthur H. Clarke. — Washington : Smithsonian Institu- 
tion Press, 1978. 
iii, 14 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 274) 
Bibliography: p. 13-14. 
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78-15910 
SI 1.29:39 
Fosberg, Francis Raymond, 1908- 

Studies in the genus Boerhavia L. (Nyctaginaceae) 1-5 / F. 
Raymond Fosberg. — Washington : Smithsonian Institution 
Press, 1978. 

iii, 20 p. ; 26 cm. — (Smithsonian contributions to botany 
; no. 39) 

Bibliography: p. 19. 
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1. Boerhavia. I. Smithsonian Institution. II. Title. IIL. 
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botany ; no. 39. 
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[QK495.N9] 
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78-15911 
SI 6.2:C 27 
Cassatt, Mary, 1844-1926. 

Mary Cassatt : pastels and color prints. — Washington : 
Smithsonian Institution Press : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

39 p. : ill. (some col.) ; 26 cm. 

Catalog of an exhibition at the National Collection of Fine 
Arts, Washington, D.C., February 24-April 30, 1978.” 
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1. Cassatt, Mary, 1844-1926. I. Smithsonian Institution. 
National Collection of Fine Arts. II. Title. 
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INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


78-15912 
T 22.19/2:Ex 3 
United States. Internal Revenue Service. 

Study guide and audit technique guidelines : exempt or- 
ganization training program (examinations) no. 3152. — 
[Washington] : Treasury Dept., Internal Revenue Service 
1978. 

20224 

i, 162 p. ; 27 cm. 

Training 3152-01 (1-73) 
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1. Corporations, Nonprofit — Taxation. 2. *Taxation, Ex- 
emption from — Handbooks, manuals, etc. I. Title. 


OCLC 3715445 


78-15913 
T 22.19/2:F 22/2 
United States. Internal Revenue Service. 

Farms : self-instructional program for taxpayer service ; ad- 
ministrator'’s guidelines. — [Washington] : Treasury Dept., In- 
ternal Revenue Service, 1978. 

20224 

23 p. ; 27 cm. 

“Training 3039-01(2-78).” 
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1. *Income tax — United States— Law. 2. *Agriculture 
— Taxation — United States. I. Title. 


OCLC 3894750 


78-15914 
T 22.19/2:Se 2/2/phase 1 
United States. Internal Revenue Service. 

Internal security, basic school, phase | : text, investigative 
procedures. — [Washington] : Dept. of the Treasury, Internal 
Revenue Service, 1978. 

20224 

ix, 265 p. ; 27 cm. 

“Training 8127-01 (2-78).” 
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1. *Internal security — Study and teaching — United States. 
2. *Investigations — Study and teaching — United States. I. 
Title. 


OCLC 3779883 


78-15915 
T 22.44/2:522/9 
United States. Internal Revenue Service. 

Exclusion for sick pay or disability income. — Rev. May 
1977. — [Washington] : Dept. of the Treasury, Internal 
Revenue Service : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

16 p. : ill. ; 27 cm. — (Publication - Internal Revenue Ser- 
vice ; 522) 

For 1976 returns. 

Revised to reflect the Tax reduction and simplification act 
of 1977. 

S/N 048-004-01399-1 
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Internal Revenue Service — Treasury Dept. 


1. *Taxation, Exemption from — United States. 2. *Non- 
wage payments — Taxation — United States. I. Title. 


OCLC 3921970 


78-15916 
T 22.44/2:553/9 
United States. Internal Revenue Service. 

Highlights of 1977 changes in the tax law. — 1978 ed., 
{rev. Dec. 1977] — [Washington] : Dept. of the Treasury, In- 
ternal Revenue Service : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

12 p. : ill. ; 27 cm. — (Publication - Internal Revenue Ser- 
vice ; 553) 
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S/N 048-004-01358-4 

pbk. : $0.60 

1. *Taxation — United States— Law. I. Title. 
1977 changes in the tax law. 


Il. Title: 


OCLC 3901527 


ALCOHOL, TOBACCO AND FIREARMS 
BUREAU 
Treasury Dept. 
Washington, DC 20224 


78-15917 
T 70.8:N 47 
United States. Bureau of Alcohol, Tobacco, and Firearms. 
News media guide to firearms. — [Washington] : Treasury 
Dept., Bureau of Alcohol, Tobacco, and Firearms, [1978] 
20226 
[1], 38 p. : ill. ; 14x 21 cm. 
January 1978 
ATF P 1200.7 (1/78) 
@ltem 971-F 
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|. *Firearms — Handbooks, manuals, etc. I. Title. 
OCLC 3924013 


INTERNATIONAL TRADE COMMISSION 
Washington, DC 20436 


78-15918 
TC 1.2:M 56/2 
United States. International Trade Commission. 

Methyl alcohol from Brazil : affirmative determination of 
“No reasonable indication of injury” in Inquiry no. AA1921- 
Ing.-7 under the Antidumping act, 1921, as amended. — 
Washington : International Trade Commission, 1977. 

20436 

ii, 10, A-44 p. ; 28 cm. — (USITC publication ; 837) 

Prepared by Bruce Cates. 

October 1977. 

pbk. 

1. *Alcohol, Denatured. I. Cates, Bruce Il. Title. III. 
Series: United States. International Trade Commission. 
USITC publication ; 837. 


OCLC 3908844 
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TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


78-15919 
TD 1.2:Al 1s 
United States. Interagency Task Force on Safety and Design 
Issue. 
Alaska natural gas transportation system. — [Washington] : 
Dept. of Transportation, 1977. 
20590 
44 p. ; 26 cm. 
Lead agency: Dept. of Transportation. 
July 1, 1977. 
@ltem 982-C-1 (microfiche) 
pbk. 
1. *Gas, Natural — Alaska — Transportation. I. 
States. Dept. of Transportation. II. Title. 


United 


OCLC 3939310 


78-15920 
TD 1.2:R 21/v.1 
Simat, Helliesen & Eichner. 

An analysis of the effects of route restriction removal and 
discretionary authority : the transition to a less-regulated en- 
vironment. — [Washington] : Dept. of Transportation, Office 
of the Secretary ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

v. : ill. ; 28 cm. 

Contract DOT-OS-60155. 

Issued Jan. 1977. 

Includes bibliographical references. 

pbk. 

1. *Air lines — United States — Certification. I. United 
States. Dept. of Transportation. Office of the Secretary. II. 
Title. 


OCLC 2803158 


78-15921 
TD 1.2:T 68/17 
Role of air transportation in sparsely developed areas: planning 
guidelines developed in conjunction with a case study of 
SATENA Airline, Colombia, by Richard de Neufvilie ... [et 
al.]. — Washington : Dept. of Transportation, Office of the 
Assistant Secretary for Policy and International Affairs, 1973. 

20590 

161 p.: ill. ; 26cm. — (DOT P ; 6000.1) 

Prepared by Massachusetts Institute of Technology. Dept. 
of Civil Engineering under contract DOT-OS-00080. 

Includes bibliographical references. 

pbk. 

1. Underdeveloped areas — Aeronautics, Commercial — 
Case studies. 2. Servicio de Aeronavegacion a Territorios 
Nacionales. I. De Neufville, Richard, 1939- II. United 
States. Dept. of Transportation. Assistant Secretary for Policy 
and International Affairs. 

TA7.M36 no. 72-49 
(HE148.5] 

624/.08 s 
[387.7/09172/4] 
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78-15922 
TD 1.20:76-68 
Hoel, Lester A 

Criteria for evaluating alternative transit station designs / 
Lester A. Hoel, Michael J. Demetsky, Mark R. Virkler. — 
Washington : Dept. of Transportation, Office of the Secreta- 
ry, Office of University Research ; Springfield, Va. : for sale 
by the National Technical Information Service, 1976. 

22161 

xiii, 35, Al-[15] p. ; 28 cm. — (Report - Dept. of Trans- 
portation ; no. DOT-TST-76-68) 

Sponsored by U.S. Dept. of Transportation, Office of the 
Secretary, Office of University Research. 

Prepared by Dept. of Civil Engineering, University of Vir- 
ginia, under Constract DOT-OS-50233. 

Final report ; issued Feb. 1976. 

pbk. 

1. *Terminals (Transportation) — Designs and plans. 2. 
*Local transit — Stations — Designs and plans. 3. *Subways 
— Stations — Designs and plans. I. Demetsky, Michael J , 
joint author. Il. Virkler, Mark R , joint author. [III. United 
States. Dept. of Transportation. Office of University 
Research. IV. Title. V. Series: United States. Dept. of 
Transportation. Report ; no. DOT-TST-76-68. 


OCLC 2580624 


78-15923 
TD 1.20:77-57 
National Conference on Strengthening Organizational Capabili- 
ties for Transportation Planning, Ist, Houston, Tex., 1977. 

Proceedings of the first National Conference on 
Strengthening Organizational Capabilities for Transportation 
Planning / Naomi W. Lede, ed. — Washington : Dept. of 
Transportation, Office of the Secretary, Office of University 
Research ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1977. 

22161 

477 p. : ill. ; 28 cm. — (Report - Dept. of Transportation ; 
no. DOT-TST-77-57) 

Prepared by Urban Resources Center, Texas Southern 
University, Under contract DOT-OS-60123. 

Final report, issued June 30, 1977. 

Includes bibliographies. 

[Item 982-I-5] 
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1. *Transportation planning — United States — Citizen par- 
ticipation. 2. *Poor — Transportation — United States. I. 
Lede, Naomi W_ II. United States. Dept. of Transportation. 
Office of University Research. III. Title. IV. Series: United 
States. Dept. of Transportation. Report ; no. DOT-TST-77- 
37. 


OCLC 3575632 


78-15924 
TD 1.20/2:76-14/v.1-2 
Razzacki, S T 
Truck noise X : Noise reduction options for diesel powered 
International Harvester trucks / S. T. Razzacki. — Washing- 
ton : Dept. of Transportation, Office of the Secretary, Office 
of the Assistant Secretary for Systems Development and 
Technology, Office of Noise Abatement ; Springfield, Va. : 
for sale by the National Technical Information Service, 1976. 
22161 
2 v. : ill. 27 cm.— (Report - Transportation Systems 
Center ; no. DOT-TSC-OST-76-14) 
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Prepared by International Harvester Co., Truck Engineer- 
ing Center, under contract DOT-TSC-721. 

Final reports; April 1977. 

Includes bibliographical references. 

Contents: v. 1. Development work.—v. 2. Cost-noise analy- 
sis and field installation. 

pbk. 

1. *Motor-trucks — Noise. 2. *Motor-trucks — Motors 
(Diesel) — Noise. I. United States. Dept. of Transportation. 
Office of Noise Abatement. II. Title. III. Title: Noise 
reduction options for diesel powered International Harvester 
trucks. IV. Series: Transportation Systems Center. Report - 
Transportation Systems Center ; no. DOT-TSC-OST-76-14. 


OCLC 3401886 


78-15925 


TD 1.20/2:76-21 


Werner, V Alan 


Truck noise XI : evaluation and reduction of heavy-duty 
truck noise / V. Alan Werner, William Boyce. — Washington 
: Dept. of Transportation, Office of the Secretary, Office of 
the Assistant Secretary for Systems Development and 
Technology, Office of Noise Abatement ; a Springfield, Va. : 
for sale by the National Technical Information Service, 1976. 

22161 

192 p. in various pagings : ill. ; 27 cm. — (Report - Trans- 
portation Systems Center ; no. DOT-TSC-OST-76-21) 

Performed by PACCAR Inc., Truck R&D Center, under 
contract DOT-TSC-708. 

Final report; September 1976. 

pbk. 

1. “*Motor-trucks — Noise. I. Boyce, William, joint 
author. II. United States. Dept. of Transportation. Office of 
Noise Abatement. III. Title. IV. Title: Evaluation and 
reduction of heavy-duty truck noise. V. Series: Transporta- 
tion Systems Center. Report - Transportation Systems 
Center. ; no. DOT-TSC-OST-76-21. 


OCLC 2677602 


78-15926 


TD 1.20/2:76-33 


Desai, Samir A 


Water transportation requirements for coal movement in 
the 1980’s / Samir A. Desai. — Washington : Dept. of Trans- 
portation, Office of the Secretary, Office of the Assistant 
Secretary for Policy, Plans and International Affairs. ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1976. 

22161 

76 p. in various pagings : ill. ; 27 cm. — (Report - Trans- 
portation Systems Center ; no. DOT-TSC-OST-76-33) 

Prepared by Imput Output computer Services, Inc., under 
contract DOT-TCS-1000. 

Final report; December 1976. 
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1. *Coal— United States — Transportation. 2. “Inland 
water transportation — United States. I. United States. 
Dept. of Transportation. Office of the Assistant Secretary for 
Policy, Plans, and International Affairs. II. Title. Ill. Se- 
ries: Transportation Systems Center. Report - Transportation 
Systems Center ; no. DOT-TSC-OST-76-33. 


OCLC 3151836 
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78-15927 
TD 1.20/2:76-35 
Air quality analysis of a multilevel complex interchange : case 

study using the improved TSC/EPA model / Eugene M. 
Darling ... [et al.]. — Washington : Dept. of Transportation, 
Office of the Secretary, Office of the Assistant Secretary for 
Systems Development and Technology, Office of Systems En- 
gineering ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1976. 

ix, 124 p. : ill. ; 27 cm.— (Report - Transportation 
Systems Center ; no. DOT-TSC-OST-76-35) 

Prepared by Transportation Systems Center. 

Final report; December 1976. 

Includes bibliographical references. 

pbk. 

1. *Air — Pollution — Measurement. I. Darling, Eugene 
M. Il. United States. Dept. of Transportation. Office of 
Systems Engineering. III. Series: Transportation Systems 
Center. Report - Transportation Systems Center ; no. DOT- 
TSC-OST-76-35. 


OCLC 2758679 


78-15928 
TD 1.20/2:76-37 
Powel, S F 

The advisability of regulating electric vehicles for energy 
conservation / S. F. Powel, III, N. Rosenberg. — Washington : 
Dept. of Transportation, Office of the Secretary Office of the 
Assistant Secretary for Systems Development and Technolo- 
gy, Office of Systems Engineering ; Springfield, Va. : for sale 
by the National Technical Information Service, 1976. 
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xx, 237 p. in various pagings : ill. ; 27 cm.— (Report - 
Transportation Systems Center ; no. DOT-TSC-OST-76-37) 

Prepared by Transportation Systems Center. 

“August 1976.” 

“A report to the Congress and the President from the 
Secretary of Transportation.” 

Includes bibliographical references. 

pbk. 

1. *Automobiles, Electric. I. Rosenberg, N , joint author. 
II. United States. Dept. of Transportation. Office of Systems 
Engineering. Ill. Title. IV. Series: Transportation Systems 
Center. Report - Transportation Systems Center ; no. DOT- 
TSC-OST-76-37. 


OCLC 2682245 


78-15929 
TD 1.20/2:76-39 
DeWolf, J Barton 
Computer-based resource accounting model for automobile 
technology impact assessment / J. Barton DeWolf, Christian 
Davis, Peter C. Heinemann. — Washington : Dept. of Trans- 
portation, Office of Secretary, Office of the Assistant Secre- 
tary for Systems Development and Technology, Office of 
Systems Engineering ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976. 
22161 
viii, 66 p. : ill. ; 27 cm.— (Report - Transportation 
Systems Center ; no. DOT-TSC-OST-76-39) 
Prepared by the Charles Stark Draper Laboratory, Inc., 
under contract DOT-TSC-1021. 
Final report; October 1976. 
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4. *Automobiles — Technological innovations. 2. 
*Technology assessment— Data processing. I. Davis, 
Christian, joint author. II. Heinemann, Peter C , joint 
author. Ill. United States. Dept. of Transportation. Office of 
Systems Engineering. IV. Title. V. Series: Transportation 
Systems Center. Report - Transportation Systems Center ; 
no. DOT-TSC-OST-76-39. 


OCLC 3152623 


78-15930 


TD 1.20/2:76-42 


Marshall, W F 


Fuel consumption, emissions, and power characteristics of 
the 1975 Datsun 119-CID automotive engine : experimental 
data / W. F. Marshall, K. R. Stamper. — Washington : Dept. 
of Transportation, Office of the Secretary, Office of the 
Assistant Secretary for Systems Development and Technolo- 
gy, Office of Systems Engineering ; Springfield, Va. : for sale 
by the National Technical Information Service, 1976. 

22161 

vi, 36 p. : ill. ; 27 cm. — (Report - Transportation Systems 
Center ; no. DOT-TSC-OST-76-42) 

Prepared by Bartlesville Energy Research Center, under 
contract RA-75-10. P 

Interim report; November 1976. 
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1. *Datsun automobile. 2. *Automobiles— Fuel con- 
sumption. 3. *Automobiles — Motors — Exhaust gas. I. 
Stamper, K R, joint author. II. United States. Dept. of 
Transportation. Office of Systems Engineering. III. Title. 
IV. Series: Transportation Systems Center. Report - Trans- 
portation Systems Center ; no. DOT-TSC-OST-76-42. 


OCLC 2706915 


78-15931 


TD 1.20/2:76-44 


Getchell, Edward H 


A simulator to produce narrowband multipath effects on 
L-band aircraft-to-satellite signals / Edward H. Getchell, Paul 
F. Mahoney. — Washington : Dept. of Transportation, Office 
of the Secretary, Office of the Assistant Secretary for 
Systems Development and Technology, Office of Systems En- 
gineering ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1976. 
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v, 30 p. : ill. ; 27 cm. — (Report - Transportation Systems 
Center ; no. DOT-TSC-OST-76-44) 

Prepared by Signatron, Inc., under contract DOT-TSC-372. 

Final report; December 1976. 
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1. *Telecommunication systems. 2. *Aeronautics — Com- 
munication systems. I. Mahoney, Paul F. , joint author. II. 
United States. Dept. of Transportation. Office of Systems En- 
gineering. Ill. Title. IV. Series: Transportation Systems 
Center. Report - Transportation Systems Center ; no. DOT- 
TSC-OST-76-44. 


OCLC 3151937 





78-15932 
TD 1.20/2:76-51 
Mellman, Robert E 

Aggregate auto travel forecasting : state of the art and sug- 
gestions for future research / Robert E. Mellman. — 
Washington : Dept. of Transportation, Office of the Secreta- 
ry, Office of the Assistant Secretary for Systems Develop- 
ment and Technology ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976. 
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vi, 40 p. : ill. ; 27 cm. — (Report - Transportation Systems 
Center ; no. DOT-TSC-OST-76-51) 

Prepared by Transportation Systems Center. 

Final report; December 1976. 

Includes bibliographical references. 
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1. *Transportation, Automotive — United States — Mathe- 
matical models. I. United States. Dept. of Transportation. 
Office of the Assistant Secretary for Systems Development 
and Technology. II. Title. Ill. Series: Transportation 
Systems Center. Report - Transportation Systems Center ; 
no. DOT-TSC-OST-76-5 1. 


OCLC 3096124 


78-15933 
TD 1.20/2:76-54 
Havron, M. Dean 

Experimental designs and psychometric techniques for the 
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States. Congress. House. Committee on Science and 
Technology. Serial, 95th Congress ; no. 95-X. 


OCLC 3947050 


Subcommittee on SBA and SBIC Authority and General 
Small Business Problems. 

SBA programs and authorizations : hearings before the 
Subcommittee on SBA and SBIC Authority and General 
Small Business Problems of the Committee on Small Busi- 
ness, House of Representatives, Ninety-fifth Congress, second 
session ...— Washington : U.S. Govt. Print. Off., 1978. 

iii, [1], 971 p. : ill. ; 24 cm. 

Hearings held Feb. 23-Mar. 2, 1978. 

Includes bibliographical references. 

@ltem 1031 

pbk. 

1. United States. Small Business Administration — Ap- 
propriations and expenditures. I. Title. 


OCLC 3926334 


78-16289 78-16292 


Y 4.Sm 1:R 32 


Y 4.Sci 2:95/40 
United States. Congress House. Committee on Small Business. 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on the Environment and the At- 
mosphere. 

Oil spill recovery technology : hearings before the Subcom- 
mittee on the Environment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first session, June 28 and 29, 
1977. — Washington : U.S. Govt. Print. Off., 1978. 

iii, 319 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Science and Technology ; no. 95-40) 

Includes bibliographical references. 

@ltem 1025-A 

pbk. 

1. *Oil spills — United States. 2. *Technology — United 
States. I. Title. II. Series: United States. Congress. House. 
Committee on Science and Technology. Serial, 95th Con- 
gress ; no. 95-40. 


OCLC 3899555 


Subcommittee on Capital, Investment, and Business Opportu- 
nities. 

Revitalization of business districts : hearing before the Sub- 
committee on Capital, Investment, and Business Opportuni- 
ties of the Committee on Small Business, House of Represen- 
tatives, Ninety-fifth Congress, first session ... October 18, 
1977. — Washington : U.S. Govt. Print. Off., 1978. 

iii, 52 p. ; 24 cm. 

@ltem 1031 

pbk. 

1. *Central business districts — United States. 2. *City 
planning — United States. I. Title. 


OCLC 3901396 


SMALL BUSINESS, Select Committee on, 
Senate 


78-16290 Washington, DC 20510 

Y 4.Sci 2:95/53 

United States. Congress. House. Committee on Science and 
Technology. 

1979 Department of Energy authorization : hearing before 
the Committee on Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, second session ... — 
Washington : U.S. Govt. Print. Off., 1978- 

v.: ill. ; 24 cm. — (Serial - House, Committee on Science 
and Technology ; no. 95-53) 

Hearings held: pt. 1, Jan. 25, 1978. 

@ltem 1025-A 
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78-16293 
Y 4.Sm 1/2:Ag 8/pt.1 
United States. Congress. Senate. Select Committee on Small 
Business. 

Agricultural labor certification programs and small busi- 
ness : hearings before the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth Congress, first session 
... — Washington : U.S. Govt. Print. Off., 1978- 

v.: ill. ; 24 cm. 

Hearings held: pt. 1. Dec. 20 and 21, 1977. 


1. United States. Dept. of Energy — Appropriations and ~ 1049 
expenditures. I. Title. Il. Series: United States. Congress. a 


House. Committee on Science and Technology. Serial, 95th 1. *Agricultural laborers — United States. 2. 
Congress ; no. 95-53. *Agricultural laborers, Foreign — United States. I. Title. 


OCLC 3942440 OCLC 3903673 
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Y 4.Sm 1/2:C 73/4 
United States. Congress. Senate. Select Committee on Small 
Business. 

Competition review act : hearings before the Select Com- 
mittee on Small Business, United States Senate, Ninety-fifth 
Congress, second session ... January 24 and 25, 1978. — 
Washington : U.S. Govt. Print. Off., 1978. 

iii, 166 p. ; 24 cm. 

Includes bibliographical references. 

@ltem 1049 

pbk. 

1. United States. Competition Review Commission. 2. 
*Business enterprises — United States. 3. *Competition. I. 
Title. 


OCLC 3878588 


78-16295 
Y 4.Sm 1/2:F 22/2/pt.3 A-3 B 
United States. Congress. Senate. Select Committee on Small 
Business. 

Will the family farm survive in America? : Joint hearings 
before the Select Committee on Small Business and the Com- 
mittee on Interior and Insular Affairs, United States Senate, 
Ninety-fourth Congress, first session ....— Washington : U.S. 
Govt. Print. Off., 1975- 

v.: ill. ; 24 cm. 

Hearings held: pt. 3A-3B, Feb. 16 and 17, 1976. 

Includes bibliographical references. 

Contents: v. 3A-3B. Appendixes, Federal reclamation pol- 
icy (Westlands Water District). 

@ltem 1049 

pbk. 

1. Family farms — United States. 2. Reclamation of land 
— California. I. United States. Congress. Senate. Committee 
on Interior and Insular Affairs. II. Title. 

KF26.5.S6 1975i 
338.1/0973 
OCLC 2020399 


78-16296 
Y¥ 4.Sm 1/2:F 53/3 
United States. Congress. Senate. Select Committee on Small 
Business. 

Economic and small business conditions in the fishing in- 
dustry : hearing before the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth Congress, first session 
.. Groton, Conn., December 5, 1977. — Washington : U.S. 
Govt. Print. Off., 1977. 

iii, 91 p. : ill. ; 24 cm. 

@ltem 1049 

pbk. 

1. *Fisheries— Economic aspects— United States. I. 
Title. 


OCLC 3926375 


78-16297 
Y 4.Sm 1/2:F 73/2/pt.2/errata 
United States. Congress. Senate. Select Committee on Small 
Business. 

Food additives : competitive, regulatory, and safety 
problems : : errata : hearings before the Select Committee on 
Small Business, United States Senate, Ninety-fifth Congress, 
first session ... January 13 and 14, 1977. — Washington : U.S. 
Govt. Print. Off., 1978. 

[4] p. ; 24 cm. 
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1. *Food additives — Law and legislation — United States. 
2. *Food contamination. I. Title. 


OCLC 3524607 


78-16298 
Y 4.Sm 1/2:M 66 
United States. Congress. Senate. Select Committee on Small 
Business. 

Minority enterprise venture capital act of 1977 and Small 
business investment company development act of 1977 : 
hearing before the Select Committee on Small Business, 
United States Senate, Ninety-fifth Congress, first session, on 
S. 2156 and S. 2157 ... October 3, 1977. — Washington : 
U.S. Govt. Print. Off., 1978. 

iii, 142 p. ; 24 cm. 

@ltem 1049 

pbk. 

1. *Venture capital — United States. 2. *Small business 
investment companies. 3. *Minority business enterprises — 
United States. I. Title. 


OCLC 3895508 


VETERANS’ AFFAIRS, Committee on, 
House 
Washington, DC 20515 


78-16299 
Y 4.V 64/3:H 34/9 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. Subcommittee on Medical Facilities and Benefits. 
Veterans’ Administration’s response to National Academy 
of Sciences’ report entitled “Health care for American 
veterans” : hearing before the Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, first session, Sep- 
tember 29, 1977.— Washington : U.S. Govt. Print. Off., 
1978. 
iii, 327 p. ; 23 cm. 
Includes bibliographical references. 
@ltem 1027 
pbk. 
1. *Veterans — Medical care — United States. I. United 
States. Veterans’ Administration. II. Title. 


OCLC 3926413 


78-16300 
Y 4.V 64/3:W 84 
To provide recognition to the Women’s Air Force Service 
Pilots for their service during World War II by deeming such 
service to have been active duty in the Armed Forces of the 
United States for purposes of laws administered by the 
Veterans Administration : hearing before a Select Subcom- 
mittee of the Committee on Veteran’s Affairs, House of 
Representatives, Ninety-fifth Congress, first session ... Sep- 
tember 20, 1977.— Washington : U.S. Govt. Print Off., 
1977. 
iv, 461 p. : ill. 24 cm. 
Includes bibliographical references. 
@ltem 1027 
pbk. 
1. ‘*United States—Armed Forces— Women. 2. 
*Veterans — Laws and legislation — United States. I. Title. 


OCLC 3901502 
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Veterans‘ Affairs, Committee on — Senate 


VETERANS’ AFFAIRS, Committee on, 
Senate 
Washington, DC 20510 


78-16301 
Y 4.V 64/4:M 46/7 
United States. Veterans Administration. 

Activities carried out under the Veterans’ Administration 
medical school assistance and health manpower act of 1972 
(Public Law 92-541). Washington, U.S. Govt. Print. Off. 

23 cm. 

Ist- 1972/77- 

At head of title: 95th Congress, 2d session. Senate commit- 
tee print 16. 

“An annual report prepared by the Veterans’ Administra- 
tion (pursuant to section 5070(h) of Title 38, U.S. Code) 
submitted to the Committee on Veterans’ Affairs, United 
States Senate. 

Feb. 13, 1978. 

@ltem 1046-A 

1. Medical colleges — United States — Finance — Periodi- 
cals. 2. Medical education — United States — Finance — 
Periodicals. 3. Veterans — Medical care — United States — 
Periodicals. I. United States. Congress. Senate. Committee 
on Veterans’ Affairs. II. Title. 


OCLC 3955158 


WAYS AND MEANS, Committee on, 
House 
Washington, DC 20515 


Y 7.1: Memorial addresses are not available for distribution. 


78-16302 
Y 4.W 36:W 36/978 
United States. Congress. House. Committee on Ways and 
Means. 

March 15th report of the Committee on Ways and Means 
to the House Budget Committee on the budget. Washington, 
U.S. Govt. Print. Off. 

24 cm. 

At head of title: 95th Congress, Ist session. Committee 
print. WMCP:95-13. 

Title varies slightly. 

Report covers fiscal year 1978. 

Annual. 

@ltem 1028 

1. United States. Congress. House. Committee on Ways 
and Means — Appropriations and expenditures. 2. Budget 
— United States. I. United States. Congress. House. Com- 
mittee on the Budget. II. Title. 

JK1430.W3U53a 
328.73/07/412 
OCLC 2565490 


78-16303 
Y 4.W 36:WMCP 95-70 
United States. Congress. House. Committee on Ways and 
Means. Subcommittee on Health. 

H.R. 6575, Voluntary hospital cost containment act of 
1978 (as approved by the Subcommittee on Health, Commit- 
tee on Ways and Means) : summary, justification, explana- 
tion, and comparison with present law. — Washington : U.S. 
Govt. Print. Off., 1978. 

ii, 20 p. ; 24 cm. 

At head of title: 95th Congress, 2d session. Committee 
print. WMCP: 95-70. 
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1. *Hospitals — United States— Rates. 2. *Hospitals — 
United States — Cost control. I. Title. II. Title: Voluntary 
hosiptal cost containment act of 1978. 


OCLC 3946747 


78-16304 


Y 4.W 36:95-56 


United States. Congress. House. Committee on Ways and 


Means. 

Tax treatment of tuition expenses : hearings before the 
Committee on Ways and Means, House of Representatives, 
Ninety-fifth Congress, second session ...— Washington : U.S. 
Govt. Print. Off., 1978. 

viii, 697 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Ways and Means ; no. 95-56) 

Hearings held Feb. 14-21, 1978. 

Includes bibliograpnical references. 

@ltem 1028 

pbk. 

1. *Income tax — United States — Deductions — Expenses. 
I. Title. II. Series: United States. Congress. House. Commit- 
tee on Ways and Means. Serial, 95th Congress ; no. 95-56. 


OCLC 3806975 


78-16305 


Y 4.W 36:95-57 


United States. Congress. House. Committee on Ways and 


Means. 

Public debt limitation and the off- budget status of the 
Federal Financing Bank : hearing before the Committee on 
Ways and Means, House of Representatives, Ninety-fifth 
Congress, second session ... February 27, 1978. — Washing- 
ton : U.S. Govt. Print. Off., 1978. 

iii, 120 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Ways and Means ; no. 95-57) 

@ltem 1028 

pbk. 

1. Federal Financing Bank. 2. *Debts, Public — United 
States. I. Title. II. Series: United States. Congress. House. 
Committee on Ways and Means. Serial, 95th Congress ; no. 
95-57. 


OCLC 3901467 


CONGRESSIONAL BUDGET OFFICE 
Washington, DC 20515 


78-16306 


Y 10.12:L 41 


United States. Congressional Budget Office. 


Federal law enforcement assistance alternative ap- 
proaches / Congress of the United States, Congressional 
Budget Office.— Washington : Congress of the United 
States, Congressional Budget Office : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 
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1. United States. Law Enforcement Assistance Administra- 
tion. 2. *Federal aid to law enforcement agencies — United 
States. I. Armbrust, Earl A. Il. Title. Ill. Series. 


OCLC 3828967 


CONGRESSIONAL SERIAL SET 


During each session of Congress the House and Senate docu- 
ments and reports are accumulated into bound volumes com- 
prising the Congressional serial set. No Catalog entry is made 
for the volumes of the Serial set since the documents and re- 
ports contained therein have been previously listed in the 
Monthly Catalog. The following bound volumes were sent to 
depository libraries during the period of this catalog. 


78-16307 


95:Cong.serial 
Congressional serial set. Washington, U.S. Govt. Print. Off. 


HOUSE DOCUMENTS. 

- no. 102, 95th Cong., Ist sess., Girl Scouts of United 
States of America, annual report 1976 [Serial 13184-4]. Item 
995-P 

. no. 245, 95th Cong., Ist sess., 78th Encampment, 
United States Spanish War Veterans, 1976. [Serial 13184-7]. 
Item 995-K 

« no. 253, 95th Cong., Ist sess., 59th National Conven- 
tion, American Legion, 1977. (Serial 13184-8]. Item 995-I 

SENATE DOCUMENTS. 

. no. 91, 95th Cong., 2d sess., Study on Federal regula- 
tion, vol. 5 [Serial 13207-1]. Item 995-G 


OCLC 3888071 


HOUSE DOCUMENTS 


House documents are available from the House Document 
Room unless otherwise indicated. 


78-16308 
95-1:H.doc.14 
Disabled American Veterans. 
National report - Disabled American Veterans. Washing- 
ton, U.S. Govt. Print. Off. 
ports. 24 cm. (House document - 95th Congress, Ist ses- 
sion ; no. 95-14) 
Spine title: National report, Disabled American Veterans 
“Communication from the National Adjutant, Disabled 
American Veterans, transmitting the report of the 
proceedings of the organization's 55th annual convention.” 
56th national report, 1976. 
Bal Harbour, Fla., Aug. 1-5, 1976. 
To be sent to depository libraries as Serial 13184-1. 
Annual. 
Main series: United States. Congress. House. Document 
1. Disabled American Veterans. I. Title. II. Series: 
United States. 95th Congress, Ist session, 1977. House. 
Document ; no. 95-14. 


OCLC 2865558 
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78-16309 


95-1:H.doc.30 


American Legion. 


Proceedings of the National Convention of the American 
Legion. [Washington, U.S. Govt. Print. Off.] 

23 cm. (House document - 95th Congress, Ist session ; no. 
95-30) 

Spine title: National Convention of the American Legion 

Title varies slightly. 

58th National Convention of the American Legion, Seattle, 
Wash., Aug. 24-26, 1976. 

To be sent to depository libraries as Serial 13184-2. 

Annual. 

Main series: United States. Congress. House. Document 

1. American Legion. I. Title. II. Series: United States. 
95th Congress, Ist session, 1977. House. Document ; no. 95- 
30. 


OCLC 2871050 


78-16310 


95-1:H.doc.87 


Veterans of Foreign Wars of the United States. 


Proceedings of the National Convention of the Veterans of 
Foreign Wars of the United States. Washington, U.S. Govt. 
Print. Off. 

ports. 24 cm. (House document - 95th Congress, Ist ses- 
sion ; no. 95-87) 

59th- 1958- 

Spine title: National Convention of the Veterans of Foreign 
Wars 

Proceedings of the 77th National Convention of the 
Veterans of Foreign Wars, N.Y., N.Y., Aug. 15-20, 1976. 

“Summary of minutes.” 

Proceedings of the I st-25th encampments not printed. 

To be sent to depository libraries as Serial 13184-3. 

Annual. 

ISSN 0160-1474 

Main series: United States. Congress. House. Document 

Continues: Veterans of Foreign Wars of the United States. 
National Encampment of the Veterans of Foreign Wars of 
the United States 1925-57 

1. Veterans of Foreign Wars of the United States. I. Title. 
II. Series: United States. 95th Congress, Ist session, 1977. 
House. Document ; no. 95-87. 

E181V473 
369/.18 
OCLC 2870747 


78-16311 


95-1:H.doc.103 


Veterans of World War I of the U.S.A. 


Proceedings of the National Convention of the Veterans of 
World War I of the United States, Inc. Washington, US. 
Govt. Print. Off. 

ports. 24 cm. (House document - 95th Congress, Ist ses- 
sion ; no. 95-103) 

Spine title: National Convention of the Veterans of World 
War I 

Proceedings of the 24th National Convention of the 
Veterans of World War I of the United States, Inc., Min- 
neapolis, Minn., Sept. 4-8, 1976. 

To be sent to depository libraries as Serial 13184-5. 

Annual. 

Main series: United States. Congress. House. Document 
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1. Veterans of World War I of the U.S.A. IL. Title. I. Se- 
ries: United States. 95th Congress, Ist session, 1977. House. 
Document ; no. 95-103. 


OCLC 2870880 


78-16312 
95-1:H.doc.132 
Audit of the Federal Financing Bank. Washington, U.S. Govt. 
Print. Off. 
26 cm. (House document - 95th Congress, Ist session ; no. 
95-132) 
1974/76- 
“Communication from the Comptroller General of the 
United States.” 
Report covers fiscal year 1975 and 1976. 
@ltem 996 
Main series: United States. Congress. House. Document 
1. Federal Financing Bank. I. United States. General Ac- 
counting Office. II. Series: United States. 95th Congress, Ist 
session, 1977. House. Document ; no. 95-132. 


OCLC 3943455 


78-16313 
95-1:H.doc.193 
United States-Japan Cooperative Medical Science Program. 
United States-Japan Cooperative Medical Science Program 
annual report. Washington, U.S. Govt. Print. Off. 
23 cm. (House document - 95th Congress, Ist session ; no. 
95-193) 
Ist- 1968- 
“Message from the President of the United States.” 
10th annual report, July 1977. 
@ltem 996 
Main series: United States. Congress. House. Document 
1. Medical research— United States — International 
cooperation. 2. Medical research — Japan — International 
cooperation. I. United States. President. II. Title. Ill. Se- 
ries: United States. 95th Congress, Ist session, 1977. House. 
Document ; no. 95-193. 


OCLC 3954927 


78-16314 
95-1:H.doc.211 
Cumulative report on rescissions and deferrals. Washington, 
U.S. Govt. Print. Off. 
24 cm. (House document - 95th Congress, Ist session ; no. 
95-211) 
Title varies slightly. 
“Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 
Aug. 1977. 
Monthly. 
@ltem 996 
Main series: United States. Congress. House. Document 
1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
propriations and expenditures, 1977. I. United States. Of- 
fice of Management and Budget. II. Series: United States. 
95th Congress, Ist session, 1977. House. Document ; no. 95- 
211. 


OCLC 2864748 
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78-16315 


95-1:H.doc.214 


Audit of the Goverment National Mortgage Association. 


Washington, U.S. Govt. Print. Off. 

26 cm. (House document - 95th Congress, Ist session ; no. 
95-214) 

“Communication from the Comptroller General of the 
United States.” 

Report covers 15-mon. period ended Sept. 30, 1976. 

@ltem 996 

Main series: United States. Congress. House. Document 

Continues: United States. General Accounting Office. 
Government National Mortgage Association examination of 
financial statements ISSN 0360-6279 

1. Government National Mortgage Association. I. United 
States. General Accounting Office. II. Series: United States. 
95th Congress, Ist session, 1977. House. Document ; no. 95- 
214. 


OCLC 3943393 


78-16316 


95-1:H.doc.218 


Audit of the Overseas Private Investment Corporation. 


Washington, U.S. Govt. Print. Off. 

26 cm. (House document - 95th Congress, Ist session ; no. 
95-218) 

“Communication from the Comptroller General of the 
United States.” 

Report covers fiscal years 1976 and 1975. 

@ltem 996 

Main series: United States. Congress. House. Document 

1. Overseas Private Investment Corporation. I. United 
States. General Accounting Office. II. Series: United States. 
95th Congress, Ist session, 1977. House. Document ; no. 95- 
218. 


OCLC 3943547 


78-16317 


95-1:H.doc.219 


Cumulative report on rescissions and deferrals. Washington, 


U.S. Govt. Print. Off. 

24 cm. (House document - 95th Congress, Ist session ; no. 
95-219) 

Title varies slightly. 

““Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 

Sept. 1977. 

Monthly. 

@ltem 996 

Main series: United States. Congress. House. Document 

1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
propriations and expenditures. I. United States. Office of 
Management and Budget. II. Series: United States. 95th 
Congress, Ist session, 1977. House. Document ; no. 95-219. 


OCLC 2864748 





78-16318 
95-1:H.doc.232/v.1-2 
United States. Congress. House. Commission on Administrative 
Review. 

Administrative reorganization and legislative management : 
communication from the chairman, Commission and Ad- 
ministrative Review, U.S. House of Representatives, trans- 
mitting a report ... together with minority views. — Washing- 
ton : U.S. Govt. Print. Off., 1977. 

2 v. : ill. ; 24 cm.— (House document - 95th Congress, 
Ist session ; no. 95-232) 

Issued Sept. 28, 1977. 

Includes bibliographical references. 

Contents: v. 1. Administrative units.—v. 2. Work manage- 
ment. 

To be sent to depository libraries as Serial 13187-5. 

pbk. 

1. United States. Congress. House — Rules and practice. 

I. Title. II. Series: United States. 95th Congress, Ist session, 
1977. House. Document ; no. 95-232. 


OCLC 3910561 


78-16319 
95-1:H.doc.241 
Cumulative report on rescissions and deferrals. Washington, 
U.S. Govt. Print. Off. 
24 cm. (House document - 95th Congress, Ist session ; no. 
95-241) 
Title varies slightly. 
“Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 
Oct. 1977. 
Monthly. 
@ltem 996 
Main series: United States. Congress. House. Document 
1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
propriations and expenditures, 1977. I. United States. Of- 
fice of Management and Budget. II. Series: United States. 
95th Congress, Ist session, 1977. House. Document ; no. 95- 
241. 


OCLC 2864748 


78-16320 
95-1:H.doc.244 
Disabled American Veterans. 

Disabled American Veterans 
Washington, U.S. Govt. Print. Off. 

ports. 24 cm. (House document - 95th Congress, Ist ses- 
sion ; no. 95-244) 

Cover title: National report - Disabled American Veterans 

Spine title: National report, Disabled American Veterans 

“Communication from the National Adjutant, Disabled 
American Veterans, transmitting the report of the 
proceedings of the organization's 57th National Convention.” 

57th national report, 1977. 

Las Vegas, Nev., July 10-14, 1977. 

To be sent to depository libraries as Serial 13184-6. 

Annual. 

Main series: United States. Congress. House. Document 

1. Disabled American Veterans. I. Title. [l. Series: 
United States. 95th Congress, Ist session, 1977. House. 
Document ; no. 95-244. 


National Convention. 


OCLC 2865558 
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78-16321 
95-1:H.doc.245 
United Spanish War Veterans. 

Proceedings of the stated convention of the National En- 
campment, United Spanish War Veterans. Washington, U.S. 
Govt. Print. Off. 

ports. 24 cm. (House document - 95th Congress, Ist ses- 
sion ; no. 95-245) 

Ist- 1905- 

Spine title: National Encampment, United Spanish War 
Veterans. 

Title varies slightly. 

“Proceedings of the stated convention of the 78th National 
Encampment, United Spanish War Veterans, Madison, 
Wisconsin, September 18-23, 1976.” 

An annual enacmpment has been held since 1899. The 
thirteenth national encampment [1916] resolved that the 
1917 encampment be designated as the nineteenth encamp- 
ment. Proceedings, 1916, p. 104. 

To be sent to depository libraries as Serial 13184-7. 

Annual. 

Main series: United States. Congress. House. Document 

1. United Spanish War Veterans. I. Title. II. Series: 
United States. 95th Congress, Ist session, 1977. House. 
Document ; no. 95-245. 


OCLC 1518226 


78-16322 
95-1:H.doc.248 
Examination of financial statements of the Federal Home Loan 
Bank Board and related agencies. Washington, U.S. Govt. 
Print. Off. 
26 cm. (House document - 95th Congress, Ist session ; no. 
95-248) 
“Communication from the Comptroller General of the 
United States.” 
1976. 
@ltem 996 
Main series: United States. Congress. House. Document 
1. United States. Federal Home Loan Bank Board. 2. 
Governmental ffinancal institutions — United States. I. 
United States. General Accounting Office. II. Series: United 
States. 95th Congress, Ist session, 1977. House. Document ; 
no. 95-248. 


OCLC 2870585 


78-16323 
95-1:H.doc.268 
Cumulative report on rescissions and deferrals. Washington, 
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@item 1008-A 

pbk. 
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1. *Marine pollution—Law and _ legislation — United 
States. I. United States. Congress. House. Committee on 
Merchant Marine and Fisheries. II. Title. III. Title: Marine 
protection, research, and sanctuaries act authorization. IV. 
Series: United States. 95th Congress, 2d session, 1978. 
House. Report ; no. 95-1145. 


OCLC 3946308 


78-16396 


95-2:H.rp.1151 


United States. Congress. House. Committee on Education and 


Labor. 

Economic opportunity and community services amend- 
ments of 1978 : report together with minority and additional 
views to accompany H.R. 7577. — (Washington, U.S. Govt. 
Print. Off., 1978] 

88 p. ; 23 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1151) 

Caption title. 

Issued May 15, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Community Services Administration. 2. 
*Economic assistance, Domestic — Law and legislation — 
United States. 3. *Federal aid to community development 
— United States. I. Title. Il. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1151. 


OCLC 3947309 


78-16397 


95-2:H.rp.1180 


United States. Congress. House. Committee on Agriculture. 


Expansion of the Forest Service’s volunteer program : re- 
port to accompany S. 2370.— [Washington : U.S. Govt. 
Print. Off., 1978] 

6 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1180) 

Caption title. 

Issued May 15, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Forest Service — Appropriations and ex- 
penditures. I. Title. II. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1180. 


OCLC 3947315 


78-16398 


95-2:H.rp.1198 


United States. Congress. House. Committee on Interstate and 


Foreign Commerce. 

Authorizing appropriations for the United States Railway 
Association : report together with minority views to accom- 
pany H.R. 10898. — [Washington : U.S. Govt. Print. Off., 
1978] 

14 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1198) 

Caption title. 

Issued May. 15, 1978. 

@ltem 1008-A 

pbk. 

1. United States Railway Association — Appropriations and 
expenditures. I. Title. II. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1198. 


OCLC 3962824 





78-16399 
9S-2:H.rp.1199 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 39 : report to ac- 
company H. Res. 1186. — [Washington : U.S. Govt. Print. 
Off., 1978] 

{1] p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1199) 

Issued May. 16, 1978. 

@ltem 1008-A 

pbk. 

1. *Bills, Legislative — United States. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1199. 


OCLC 2864012 


78-16400 
95-2:H.rp.1200 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 8099 : report to 
accompany H. Res. 1187. — [Washington : U.S. Govt. Print. 
Off., 1978] 

[1] p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1200) 

Issued May. 17, 1978. 

@ltem 1008-A 

pbk. 

1. *Bills, Legislative — United States. I. Title. [lI. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1200. 


OCLC 2864012 


78-16401 
95-2:H.rp.1203 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 10729 : report to 
accompany H. Res. 1190. — [Washington : U.S. Govt. Print. 
Off., 1978] 

{1] p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1203) 

Issued May. 17, 1978. 

@ltem 1008-A 

pbk. 

1. *Bills, Legislative — United States. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1203. 


OCLC 2864012 


78-16402 
95-2:H.rp.1204 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 12481 : report to 
accompany H. Res. 1191. — [Washington : U.S. Govt. Print. 
Off., 1978] 

{1] p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1204) 

Issued May. 17, 1978. 

@ltem 1008-A 

pbk. 

1. *Bills, Legislative — United States. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1204. 


OCLC 2864012 
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78-16403 
95-2:H.rp.1213 
United States. Congress. House. Committee on International 
Relations. 

Allocation of budget totals under the first concurrent 
resolution on the budget for fiscal year 1979 / submitted pur- 
suant to section 302 of the Congressional budget act of 1974 
by the Committee on International Relations. — Washington : 
U.S. Govt. Print. Off., 1978. 

iii, 2 p. ; 23 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1213) 

Issued May 24, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. House. Committee on Interna- 
tional Relations — Appropriations and expenditures. I. Title. 
Il. Series: United States. 95th Congress, 2d session, 1978. 
House. Report ; no. 95-1213. 


OCLC 3113937 


78-16404 
95-2:H.rp.1235 
United States. Congress. House. Committee on Small Business. 

Small Business Committee allocation of budget totals to 
subcommittees for fiscal year 1979 / submitted pursuant to 
section 302 of the Congressional budget act of 1974 by the 
Committee on Small Business. — Washington : U.S. Govt. 
Print. Off., 1978. 

iii, 3 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1235) 

Issued June 1, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. House. Committee on Small 
Business — Appropriations and expenditures. I. Title. II. 
Series: United States. 95th Congress, 2d session, 1978. 
House. Report ; no. 95-1235. 


OCLC 2933024 


LAWS 


Slip laws are for sale by the Supt. of Docs., Washington, D.C. 
20402, at a subscription price of $90.00 per session. Add 
$22.00 for foreign mailing. Single copies vary in price. 


78-16405 
95-2:Pub.Law 254 
United States. Laws, statutes, etc. 

An act to rescind certain budget authority contained in the 
message of the President of January 27, 1978 (H. Doc. 95- 
285), transmitted pursuant to the Impoundment control act 
of 1974. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-254) 

H.R. 10982 enacted into Pub. Law 95-254. 

Approved Apr. 4, 1978. 

“92 STAT. 187.” 

@ltem 575 

pbk. : $0.50 

1. *Budget — United States. 2. *Executive impoundment 
of appropriated funds — United States. I. Title. Il. Series. 


OCLC 3924413 
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Laws 


78-16406 
95-2:Pub.Law 255 


United States. Laws, statutes, etc. 
Joint resolution making an urgent supplemental appropria- 
tion for disaster relief for the fiscal year ending September 
for sale by the Supt. of Docs., 


30, 1978. — [Washington : 
U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-255) 

H.J. Res. 796 enacted into Pub. Law 95-255. 

Approved Apr. 4, 1978. 

“92 STAT. 188.” 

@ltem 575 

pbk. : $0.50 

1. *Disaster relief — United States. 2. United States. 
Federal Disaster Assistance Administration — Appropriations 
and expenditures. I. Title. II. Series. 


OCLC 3924369 


78-16407 
95-2:Pub.Law 256 
United States. Laws, statutes, etc. 

An act to amend the Age discrimination in employment 
act of 1967 to extend the age group of employees who are 
protected by the provisions of such act, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[5] p. ; 24 cm. — (Public Law ; 95-256) 

H.R. 5383 enacted into Pub. Law 95-256. 

Approved Apr. 6, 1978. 

“92 STAT. 189.” 

@ltem 575 

pbk. : $0.60 

1. *Discrimination in employment — Law and legislation — 
United States. 2. *Age and employment — United States. 

I. Title. Il. Series. 


OCLC 3924387 


78-16408 
95-2:Pub.Law 257 
United States. Laws, statutes, etc. 

An act to amend title XI of the Merchant marine act, 
1936, to permit the guarantee of obligations for financing 
fishing vessels ...— [Washington : for sale by the Supt. of 
Docs., U. S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-257) 

H.R. 9169 enacted into Pub. Law 95-257. 

Approved Apr. 7, 1978. 

“92 STAT. 194.” 

@ltem 575 

pbk. : $0.50 

1. *Fishing boats — United States — Finance. 
Series. 


I. Title. II. 


OCLC 3930975 
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78-16409 


95-2:Pub.Law 258 


United States. Laws, statutes, etc. 


An act relating to the year for including in income certain 
payments under the Agricultural Act of 1949 ... and to ex- 
tend for one year the existing treatment of State legislators’ 
travel expenses away from home. — [Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

{1] p. ; 24cm. — (Public Law ; 95-258) 

H.R. 11055 enacted into Pub. Law 95-258. 

Approved Apr. 7, 1978. 

“92 STAT. 195.” 

@ltem 575 

pbk. : $0.50 

1. *Income tax — United States— Law. I. Title. Il. Se- 
ries. 


OCLC 3930716 


78-16410 
95-2:Pub.Law 259 
United States. Laws, statutes, etc. 

An act to amend the American folklife preservation act to 
extend the authorizations of appropriations contained in such 
act. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[1] p. ; 24cm. — (Public Law ; 95-259) 

H.R. 5981 enacted into Pub. Law 95-259. 

Approved Apr. 17, 1978. 

“92 STAT. 196.” 

@ltem 575 

pbk. : $0.50 

1. American Folklife Center — Appropriations and expen- 
ditures. I. Title. Il. Series. 


OCLC 3919459 


78-16411 
95-2:Pub.Law 260 
United States. Laws, statutes, etc. 

An act to authorize the Secretary of the Interior to 
memorialize the fifty-six signers of the Declaration of Inde- 
pendence in Constitution Gardens in the District of Colum- 
bia. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[2] p. ; 24cm. — (Public Law ; 95-260) 

H.R. 2960 enacted into Pub. Law 95-260. 

Approved Apr. 17, 1978. 

“92 STAT. 197.” 

@ltem 575 

pbk. : $0.50 

1. United States. Declaration of independence — Signers. 
2. *Washington, D.C. — Monuments. I. Title. II. Series. 


OCLC 3930841 


78-16412 
95-2:Pub.Law 261 
United States. Laws, statutes, etc. 

An act to amend title 44, United States Code, to provide 
for the designation of libraries of accredited law schools as 
depository libraries of Government publications. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

{1} p. ; 24cm. — (Public Law ; 95-261) 





H.R. 8358 enacted into Pub. Law 95-261. 

Approved Apr. 17, 1978. 

“92 STAT. 199.” 

@ltem 575 

pbk. : $0.50 

1. *Libraries, Depository — United States. 2. 
legislation — United States. I. Title. II. Series. 


*Library 


OCLC 3924444 


78-16413 
95-2:Pub.Law 262 
United States. Laws, statutes, etc. 

Joint resolution to authorize and request the President to 
issue a proclamation designating April 18, 1978, as 
“Education Day, U.S.A.” — [Washington : for sale by the 
Supt. of Doc., U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-262) 

H.J. Res. 770 enacted into Pub. Law 95-262. 

Approved Apr. 17, 1978. 

“92 STAT. 200.” 

@ltem 575 

pbk. : $0.50 

1. *Education Day, U.S.A. I. Title. _ II. Series. 


OCLC 3919423 


78-16414 
95-2:Pub.Law 263 
United States. Laws, statutes, etc. 

Joint resolution to authorize the President to issue a 
proclamation designating the week beginning on April 16 
through April 22, 1978, as “National Oceans Week.” — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

{1] p. ; 24 cm. — (Public Law ; 95-263) 

S.J. Res. 124 enacted into Pub. Law 95-263. 

Approved Apr. 17, 1978. 

“92 STAT. 201” 

@ltem 575 

pbk. : $0.50 

1. *National Oceans Week. 


I. Title. II. Series. 


OCLC 3919439 


78-16415 
95-2:Pub.Law 264 
United States. Laws, statutes, etc. 

An act pertaining to the inheritance of trust or restricted 
lands on the Umatilla Indian Reservation. — [Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-264) 

H.R. 2540 enacted into Pub. Law 95-264. 

Approved Apr. 18, 1978. 

“92 STAT.202.” 

@ltem 575 

pbk. : $0.50 

1. *Indians of North America — Oregon — Land tenure. 
2. *Umatilla Indians — Land tenure. I, Title. II. Series. 


OCLC 3930703 


Government Publications — August 1978 
SENATE DOCUMENTS 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


78-16416 
95-2:S.doc.92 
United States. Congress. Senate. 

Summary of legislative achievements. Washington, U.S. 
Govt. Print. Off. 

24 cm. (Senate document - 95th Congress, 2d session ; no. 
95-92) 

Title varies. 

“Ninety-fifth Congress, first session, Jan. 4, 1977, to Dec. 
15, 1977, together with a statement by the Honorable Robert 
C. Byrd, Senate majority leader. 

95th Congress, Ist session, printed in error at head of title. 

Annual. 

@ltem 996 

Main series: United States. Congress. Senate. Document 

Continues: United States. Congress. Senate. Summary of 
the legislative record 

1. United States — Politics and government — 1974-— 
Periodicals. 2. Legislation— United States. 3. United 
States. 95th Congress, Ist session, 1977. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. Senate. 
Document ; no. 95-92. 

KF42.S44 
348/.73/26 
OCLC 2903082 


78-16417 


95-2:S.doc.95 
Election law guidebook; summary of Federal and State laws 


regulating the nomination and election of United States Sena- 
tors. Washington, U.S. Govt. Print. Off. 

24 cm. (Senate document - 95th Congress, 2d session ; no. 
95-95) 

1952- 

At head of title: Committee print. 

1978. 

@ltem 996 

Main series: United States. Congress. Senate. Document 

1. United States. Congress. Senate — Elections. 2. Elec- 
tion law — United States — States. I. United States. Con- 
gress. Senate. Committee on Rules and Administration. II. 
United States. Library of Congress. Congressional Research 
Service. American Law Division. III. Series: United States. 
95th Congress, 2d session, 1978. Senate. Document ; no. 95- 
95. 


OCLC 1607444 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


78-16418 
95-2:S.rp.616 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing the Secretary of the Treasury to designate an 
Assistant Secretary to serve in his place as a member of the 
Library of Congress Trust Fund Board : report to accompany 
S. 2220. — [Washington : U.S. Govt. Print. Off., 1978] 

2 p. ; 24cm. — (Senate report - 95th Congress, 2d session 
; no. 95-616) 

Caption title. 
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Senate Reports 


Issued Jan. 25, 1978. 

@ltem 1008-A 

pbk. 

1. Library of Congress. Trust Fund Board. I. Title. II. 
Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-616. 


OCLC 3903421 


78-16419 
95-2:S.rp.697 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Increase in number of administrative law judge positions : 
report to accompany H.R. 6975. — [Washington : U.S. Govt. 
Print. Off., 1978] 

9 p. ; 24cm. — (Senate report - 95th Congress, 2d session 
; no. 95-697) 

Caption title. 

Issued Mar. 9, 1978. 

@ltem 1008-A 

pbk. 

1. *Examiners (Administrative procedure ) — United States 
— Appointment, qualifications, tenure, etc. 2. United 
States. Civil Service Commission — Appointments, promo- 
tions, salaries, etc. I. Title. II. Series: United States. 95th 
Congress, 2d session, 1978. Senate. Report ; no. 95-697. 


OCLC 3899814 


78-16420 
95-2:S.rp.712 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Extending authorizations of appropriations for the Amer- 
ican Folklife Center at the Library of Congress : report to ac- 
company H.R. 5981. — [Washington : U.S. Govt. Print. Off., 
1978) 

6 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-712) 

Caption title. 

Issued Mar. 22, 1978. 

@ltem 1008-A 

pbk. 

1. American Folklife Center — Appropriations and expen- 
ditures. I. Title. II. Series: United States. 95th Congress, 
2d session, 1978. Senate. Report ; no. 95-712. 


OCLC 3931168 


78-16421 
95-2:S.rp.714 
United States. Congress. Senate. Committee on Finance. 

End stage renal disease program : report to accompany 
H.R. 8423. — [Washington : U.S. Govt. Print. Off., 1978] 

37 p ; 24 cm.— (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-714) 

Issued Mar. 22, 1978. 

@ltem 1008-A 

pbk. 

1. *Medicare — Law and legislation — United States. 2. 
*Hospitals — United States — Cost control. 3. *Kidneys — 
Diseases — United States. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. Senate. Report ; no. 95- 
714, 


OCLC 3931061 
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78-16422 
95-2:S.rp.719 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Extension of benefits and services to the Pascua Yaqui In- 
dians of Arizona : report to accompany S. 1633.— 
[Washington : U.S. Govt. Print. Off., 1978] 

8 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-719) 

Issued Mar. 22, 1978. 

@item 1008-A 

pbk. 

1. *Indians of North America — Legal status, laws, etc. 2. 
*Indians of North America — Arizona. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. Senate. Re- 
port ; no. 95-719. 


OCLC 3931052 


78-16423 
95-2:S.rp.722 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

Contract dredging : report together with additional views 
to accompany H.R. 7744. — [Washington : U.S. Govt. Print. 
Off., 1978] 

8 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-722) 

Issued Mar. 23, 1978. 

@ltem 1008-A 

pbk. 

1. *Dredging— Contracts and _ specifications — United 
States. 2. *Public contracts — United States. I. Title. II. 
Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-722. 


OCLC 3930983 


78-16424 
9S-2:S.rp.723 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Federal banking agency audit act : report to accompany 
H.R. 2176. — [Washington : U.S. Govt. Print. Off., 1978] 

11 p. ; 23 cm.— (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-723) 

Caption title. 

Issued Mar. 22, 1978. 

@ltem 1008-A 

pbk. 

1. United States. General Accounting Office. 2. *Federal 
Reserve banks. 3. *Legislative auditing — United States. I. 
Title. Il. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-723. 


OCLC 3931025 


78-16425 
9S-2:S.rp.727 
United States. Congress. Senate. Committee on the Judiciary. 
National Architectural Barrier Awareness Week : report to 
accompany H.J. Res. 578. — (Washington : U.S. Govt. Print. 
Off., 1978] 
2 p. ; 24cm. — (Senate report - 95th Congress, 2d session 
; no. 95-727) 
Caption title. 
Issued Apr. 6, 1978. 
@ltem 1008-A 
pbk. 





1. *National Architectural Barrier Awareness Week. I. 
Title. II. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-727. 


OCLC 3930997 


78-16426 
95-2:S.rp.730 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Antitrust and Monopoly. 

Antitrust and Monopoly Subcommittee activities report, 
1977 : report of the Committee on the Judiciary, United 
States Senate / made by Its Subcommittee on Antitrust and 
Monopoly, pursuant to S. Res. 170, Ninety-fifth Congress, 
first session, together with individual views. — Washington : 
U.S. Govt. Print. Off., 1978. 

ii, 35 p. ; 24 cm.— (Senate report - 95th Congress, 2d 
session ; no. 95-730) 

Issued Apr. 10, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. Senate. Committee on the Ju- 
diciary. Subcommittee on Antitrust and Monopoly. I. Title. 
II. Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-730. 


OCLC 3910524 


78-16427 
95-2:S.rp.736 
United States. Congress. Senate. Committee on Human 
Resources. 

White House Conference on the Arts and White House 
Conference on the Humanities : report to accompany H.J. 
Res. 649. — [Washington : U.S. Govt. Print. Off., 1978] 

11 p. ; 24 cm.— (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-736) 

Caption title. 

Issued Apr. 12, 1978. 

@ltem 1008-A 

pbk. 

1. White House Conference on the Arts, Washington, 
D.C., 1979. 2. White House Conference on the Humanities, 
Washington, D.C., 1979. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. Senate. Report ; no. 95- 
736. 


OCLC 3899798 


78-16428 
95-2:S.rp.740 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. 

National climate act : report of the Senate Committee on 
Commerce, Science, and Transportation, on H.R. 6669 ... — 
Washington : U.S. Govt. Print. Off., 1978. 

ii, 17 p. ; 24 cm.— (Senate report - 95th Congress, 2d 
session ; no. 95-740) 

Issued Apr. 18, 1978. 

@ltem 1008-A 

pbk. 

1. *Climatology — Research grants — United States. 2. 
*United States — Climate — Research. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. Senate. Re- 
port ; no. 95-740. 


OCLC 3899658 
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78-16429 
95-2:S.rp.741 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. 

Maritime appropriation authorization act for fiscal year 
1979 : report to accompany S. 2553. — [Washington : U.S. 
Govt. Print. Off., 1978] 

10 p. ; 24 cm. — (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-741) 

Caption title. 

Issued Apr. 19, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Maritime Administration — Appropria- 
tions and expenditures. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. Senate. Report ; no. 95- 
741. 


OCLC 3899831 


78-16430 
95-2:S.rp.742 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. 

An act to encourage travel in the United States : report to 
accompany S. 2552. — [Washington : U.S. Govt. Print. Off., 
1978] 

13 p. ; 24 cm.— (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-742) 

Issued Apr. 19, 1978. 

Includes bibliographical references. 

@ltem 1008-A 

pbk. 

1. United States. Travel Service — Appropriations and ex- 
penditures. 2. *Tourist trade — United States. I. Title. II. 
Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-742. 


OCLC 3899839 


78-16431 
95-2:S.rp.743 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Jean Lafitte National Park : report to accompany S. 1829. 
— [Washington : U.S. Govt. Print. Off., 1978] 
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78-15653 

Cost of retrofitting coke oven particulate 
controls /, 78-15240 

Cost principles applicable to grants and 
contracts with State and local govern- 
ments., 78-15379 

Cost-share-help for the forest landowner : 
what you should know about the 
Forestry Incentives Program : forestry in- 
centives., 78-14581 

Cottontail responses to forest management 
in southwestern ponderosa pine /, 78- 
14701 

Counseling and related occupations., 78- 
15710 

Counterint llig e agent, MOS 97B., 78- 
15058 

Country reports on human rights practices : 
report /, 78-16255 

County and city data book, 78-14849 

County veterans population, March 1977., 
78-16078 

Crashworthiness of the subcompact vehicle 
/, 78-16046 

Creating a solar and renewable energy 
sources loan program : report together 
with dissenting views., 78-16377 

Creating mathematical models of judgment 
processes : from policy-capturing to pol- 
icy-specifying : final report for period 1 
July 1975 - 1 July 1976 /, 78-15204 

Crime resistance : a way to protect your 
family against crime., 78-15665 

Criminal courts : the defendant's perspec- 
tive /, 78-15671 

Criminal investigation : agreement between 
the United States of America and India, 
signed at Washington August 19, 1977., 
78-15886 
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Criminal _ investigations agreement 
between the United States of America 
and Sudan signed at Washington Sep- 
tember 23, 1977., 78-15884, 78- 
15885 

Criteria for a recommended standard, oc- 
cupational exposure to dinitro-ortho- 
cresol., 78-15441 

Criteria for evaluating alternative transit 
station designs /, 78-15922 

The critical role of government in interna- 
tional air transport : report to the Con- 
gress /, 78-15358 

Crude petroleum and petroleum products., 
78-15584 

CSCE and detente : Speech /, 

CSP : correctional specialist, 

manual, skill level 5., 78-15055 

CUE, correction - update - extension., 78- 
14854 

Cumulative report on rescissions and defer- 
rals., 78-16314, 78-16317, 78- 
16319, 78-16323, 78-16332, 78- 
16333 

Cumulative report on rescissions and defer- 
rals of budget authority., 78-16327, 
78-16328 

Cuprous oxide photovoltaic cells., 78- 
15303 

Current cancer research on clinical diagno- 
sis, prognosis and treatment of cancers of 
the digestive tract., 78-15418 

Current cancer research on pathogenesis 
and biology of cancer of the lower 
respiratory tract., 78-15419 

Current publications., 78-16150 
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1975 : minutes., 78-15012 

Dahigren /, 78-15112 

Daily and weekly upwelling indices, west 
coast of North America, 1967-73 /, 78- 
14911 

Dairy Division : 
78-14808 

Dairying today., 78-14574 

Dam safety amendments : report to accom- 
pany S. 2444., 78-16462 

Dan and Sue meet the milk family., 78- 
14763 

Data element dictionary., 78-15018 

Data on the Spanish ancestry population : 
available from the 1970 census of popu- 
lation and housing., 78-14926 

A data-pooling approach to estimate em- 
ployment multipliers for small regional 
economics /, 78-14553 

Data storage and retrieval system for pilot 
watewater treatment research /, 78- 
15275 

Decisions and orders of the National Labor 
Relations Board., 78-15747, 78-15748 

Decisions of the Interstate Commerce 
Commission of the United States, 78- 
15651 
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Decommissioning and decontamination of 
nuclear facilities : report /, 78-16286 
Deep seabed hard minerals act : report 
together with dissenting, separate, and 
additional views to accompany H.R. 

3350 ..., 78-16340 

Deep seabed minerals : resources, diploma- 
cy, and strategic interest /, 78-16259 

Defense : development of an advanced sur- 
face-to-air missile system : memorandum 
of understanding between the United 
States of America and the Federal 
Republic of Germany signed at Washing- 
ton and Bonn July 16 and 22, 1976., 
78-15867 

Defense integrated data system (DIDS) 
data element dictionary., 78-15018 

Defense integrated data system (DIDS) 
procedures handbook., 78-15024, 78- 
15025 

Defense integrated data system (DIDS) 
procedures manual., 78-15022, 78- 
15023 

Defense work measurement standard time 
data program., 78-15037, 78-15038, 
78-15039, 78-15040, 78-15041 

Deferrals : message from the President of 
the United States ..., 78-16334 

Dehydrating magnesium chloride by dou- 
ble-salt decomposition /, 78-15557 

Demand projections for the northeast cor- 
ridor : financial analysis /, 78-15945 

Demographic and attitudinal characteristics 
of United States Air Force reserve en- 
listees : final report for period June 
1974-May 1976 /, 78-15181 

Densification and hysteresis of sand under 
cyclic shear : final report /, 78-15086 

The dental implications of epilepsy., 78- 
15433 

Dental x-ray data., 78-15432 

Department of Defense appropriations for 
1979 : Hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representations, Ninety-fifth 
Congress, second session /, 78-16173 

Department of Energy nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, first session 
December 13, 1977., 78-16207 

Department of Housing and Urban 
Development, independent agencies ap- 
propriations : hearings before a subcom- 
mittee of the Committee on Appropria- 
tions, House of Representatives, Ninety- 
fifth Congress, second session /, 78- 
16176 

Department of Transportation and related 
agencies appropriations for 1979 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-fifth Congress, 
second session /, 78-16180 

Departmental implementation of Executive 
Order 11644, as amended by Executive 
Order 11989, pertaining to use off-road 
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vechicles on the public lands., 78- 
15526 

Departments of Labor and Health, Educa- 
tion, and Welfare appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16177 

Description of CRIB, the GIPSY retrieval 
mechanism, and the interface to the 
General Electric MARK III service /, 
78-15530 

Desert rodent abundance in southern 
Arizona in relation to rainfall /, 78- 
14711 

Design charts : vegetated channel trape- 
zoidal cross section., 78-14767 

Design manual : structural engineering., 
78-15124 

Design occupations., 

Design requirements for 
exchange from acidic solutions 
fluidized system /, 78-15559 

Design weather conditions for prescribed 
burning /, 78-14918 

Detente and a new American Administra- 
tion : a report to the Committee on 
Foreign Relations, United States Senate 
/, 78-16217 

Determinate sentencing : reform or regres- 
sion? : proceedings of the Special Con- 
ference on Determinate Sentencing., 
78-15657 

Determination of officer grade require- 
ments by management engineering teams 
: final report for period 1 August 1974 - 
31 December 1975 /, 78-15151 

Determination of phosphate fluxes across 
the sediment-water surface of the New 
York Bight /, 78-14915 

Development and evaluation of pretraining 
as an adjunct to a pilot training study : 
interim report for period April 1975 - 
October 1975 /, 78-15165 

Development and test of low impact re- 
sistance structures : installation of ap- 
proach lighting systems at runway 31, 
NAFEC /, 78-15988 

Development of a fast fluid bed gasifier : 
phase I, task 1., 78-15297 

Development of a plasma panel hard copy 
unit : final report for period February 
1975 - November 1975 /, 78-15152 

Development of a screening methodology 
for entry into medical technical training 
courses /, 78-15205 

Development of a senior NCO promotion 
system : final report for period 17 March 
1975 - 30 April 1976 /, 78-15180 

The development of a_ subnational 
economic development  policy., 78- 
14895 

Development of an advanced surface-to-air 
missile system., 78-15867 

Development of an enlisted psychomo- 
tor/perceptual test battery : final report 
for period June 1972 - July 1975 /, 78- 
15141 
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Development of improved _ inflation 
techniques /, 78-16053 

Development of physical demand profiles 
for four airman career ladders : interim 
report for period 1 July 1972 - 1 
November 1974 /, 78-15146 

Development of potential uses for the 
residue from fluidized bed combustion 
processes., 78-15301 

Development of representative driving pat- 
terns at various average route speeds /, 
78-15225 

Development of SURGE II Program with 
application to the Sabine-Calcasieu area 
for Hurricane Carla and design hur- 
ricanes /, 78-15105 

Development of the armed services voca- 
tional aptitude battery : forms 8, 9., and 
10 : final report for period 19 December 
1975 - 31 January 1977 /, 78-15200 

Development of the enlistment screening 
test - EST forms 5 and 6 : final report 
for period June 1975 - March 1976 /, 
78-15176 

Developments 
food products in 1977 /, 

Devils Postpile National 
California., 78-15610 

Diatomite., 78-15574 

Differential incentive effects under varying 
instruction conditions : interim report for 
period January 1975 - June 1975 /, 78- 
15162 

Digital subscriber terminal equipment 
repairman, MOS 34F., 78-15053 

The diplomacy of human rights : the first 
year /, 78-15850 

A direct approach to the derivation of elec- 
tric dyadic Green’s functions /, 78- 
14883 

Direct Federal highway program : an 
evaluation., 78-15936 

Direct utilization of geothermal energy : a 
symposium, January 31, February 2, 
1978, San Diego, California /, 78- 
15218 

Directory of approved projects. 
public works program., 78-14896 

Directory of federal statistics for local 
areas; a guide to sources, 78-14849 

Directory of federal statistics for states; a 
guide to sources, 78-14849 

{Directory of judicial, Congressional and 
county boundaries]., 78-15675 

Directory of labor-management commit- 
tees., 78-16149 

Directory of law enforcement and criminal 
justice associations and research centers., 
78-14872 

Directory of national unions and employee 
associations, 1975 : supplement to bul- 
letin 1937., 78-15681 

Directory of non-federal statistics for state 
and local areas; a guide to sources, 78- 
14849 

Disabled American Veterans National Con- 
vention., 78-16320 

Diseases of black walnut., 
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78-14575 
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Displaced employee program., 78-14948 

Display and speech devices for simulator 
instructor/operator station applications : 
final report for period June 1975 - June 
1976 /, 78-15206 

Distribution, abundance, and growth of ju- 
venile sockeye salmon, Oncorhynchus 
nerka, and associated species in the Nak- 
nek River system, 1961-64 / Robert J. 
Ellis ; National Marine Fisheries Service., 
78-14910 

Distribution of phytoplankton in Delaware 
lakes /, 78-15260 

Distribution of phytoplankton in New Jer- 
sey lakes /, 78-15257 

Distribution of phytoplankton in Ohio lakes 
/, 78-15258 

Distribution of phytoplankton in Tennessee 
lakes /, 78-15259 

Diurnal variations in visually observed 
breaking waves /, 78-15093 

The Diversion act of 1978 : report to ac- 
company S. 1819., 78-16434 

Diverter design guidelines for mechanical 
grain samplers /, 78-14796 

Division of International Programs : Na- 
tional Science Foundation., 78-15797 

Docket no. W-1270 : Mascony Transport 
and Ferry Service, Inc. initial operations, 
New London to Greenport, L.I., N.Y., 
78-15652 


Dollars, diplomacy, and development 


hearings before the Subcommittees on 
International Economic Policy and Trade 
and on International Development of the 


Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, June 29 and July 
26, 1977., 78-16252 

Don't talk, coummunicate., 

Douglas County, Washington 
(unincorporated areas), 78-15471 

Douglas-fir tussock moth handbook : rear- 
ing the Douglas-fir tussock moth /, 78- 
14570 

Draft report on predatory damage manage- 
ment in the West., 78-15615 

Driving occupations., 78-15697 

Drug control in South America having 
limited success some progress but 
problems are formidable : report to the 
Congress /, 78-15354 

Drugs and driving : a research review /, 
78-16047 

Dry-process-sprayed coal mine sealants, an 
updated progress report /, 78-15550 

Durability and behavior of prestressed 
concrete beams., 78-15077 


78-15113 


E 


Earthquake data file summary /, 78- 
14923 

Earthquake resistant masonry constuction, 
national workshop : proceedings of a Na- 
tional Workshop held at the National Bu- 
reau of Standards, Boulder, Colorado, 


September 13-16, 1976 /, 78-14877 
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East European scientific abstracts. Chemis- 
try, 78-16115 

East European scientific abstracts. Materi- 
als science and metallurgy, 78-16117 

Eastern white pine in eastern Nebraska : a 
provenance study of southern Appalachi- 
an origins /, 78-14660 

Eatablishing the Aboriginal Hawaiian 
Claims Settlement Study Commission 
and for other purposes : report to ac- 
company S.J. Res. 4., 78-16345 

Economic analysis of proposed pretreat- 
ment standards for existing sources of 
the electroplating point source category., 
78-15252 

Economic and small business conditions in 
the fishing industry : hearing before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session ... Groton, Conn., 
December 5, 1977., 78-16296 

Economic assistance : agreement between 
the United States of America and Zam- 
bia, signed at Lusaka December 3, 
1976., 78-15895 

Economic conditions in Italy, France, and 
the United Kingdom report /, 78- 
16257 

Economic feasibility of process for high- 
yield laminated structural products /, 
78-14624 

Economic growth of OECD countries, 
1967-1977., 78-15860 

Economic opportunity act amendments of 
1978 : report to accompany S. 2090., 
78-16471 

Economic opportunity and community ser- 
vices amendments of 1978 report 
together with minority and additional 
views to accompany H.R. 7577., 78- 
16396 

Economics of large-scale surface coal min- 
ing using simulation models /, 78- 
15292, 78-15293, 78-15294, 78- 
15295 

Economics of on-the-job training : an- 
notated bibliography and literature 
review : final report for period October 
1974 - November 1976 /, 78-15195 

EDA directory of approved projects., 78- 
14897 

Education and related occupations., 78- 
15692 

Education programs., 78-15786 

Effect of a simulated engine jet blowing 
above an arrow wing at mach 2.0 /, 78- 
15773 

Effect of coolant flow ejection on 
aerodynamic performance of low-aspect- 
ratio vanes : Il-performance with coolant 
flow ejection at temperature ratios up to 
2/, 78-15775 

Effect of crops and fertilizer on soil 
nitrogen, carbon, and water content, and 
on succeeding wheat yields and quality /, 
78-14795 
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Effect of deflected thrust on the longitu- 
dinal aerodynamic chartacteristics of a 
close-coupled wing-canard configuration 
/, 78-15781 

Effect of double vacuum melting and 
retained austenite on _ rolling-element 
fatigue life of AMS 5749 bearing steel /, 
78-15776 

Effect of end-ring stiffness on buckling of 
pressure-loaded stiffened conical shells /, 
78-15779 

Effect of frictionless caps and bases in the 
cyclic triaxial test : final report /, 78- 
15087 

Effect of light quality on development of 
fruiting bodies of Panus fragilis /, 78- 
14629 

Effect of mechanical stress on growth and 
anatomical structure of red pine (Pinus 
resinosa Ait.) torque stress /, 78- 
14602 

Effect of temperature on the strength of 
frozen silt /, 78-15088 

Effect of water sprays for respirable dust 
suppression with a research continuous 
mining machine /, 78-15560 

Effective allocation of cost-sharing funds 
for forestry : an example /, 78-14668 

Effective thickness of paper : appraisal and 
further development /, 78-14625 

Effectiveness of smoke abated training in 
simulated crash fire fighting : final report 
for period June 1974 - June 1976 /, 78- 
15185 

Effects of antimycin A and retenone oa 
macrobenthos in ponds /, 78-15617 

Effects of chemosterilant fumigation on the 
mortality and sterility of boll weevils /, 
78-14800 

Effects of chipping for oleoresin on volume 
of selected slash pine families /, 78- 
14715 

The effects of distortions in the factor mar- 
ket : some general equilibrium estimates 
/, 78-15897 

Effects of diversion and alum application 
on two eutrophic lakes /, 78-15261 

The effects of endomycorrhizae on growth 
of rabbitbrush, fourwing saltbush, and 
corn in coal mine spoil material /, 78- 
14708 

Effects of fertilization on shoot growth of 
defoliated and under defoliated red oak 
seedlings /, 78-14642 

The effects of guessing on parameters of 
item discriminatory power /, 78-14954 

Effects of hydraulic stimulation on coal- 
beds and associated strata /, 78-15548 

Effects of item-option weighting on the re- 
liability and validity of the afoot for pilot 
selection : final report for period March 
1975 -September 1976 /, 78-15192 

Effects of scattering by obstacles in the 
field of VOR/DVOR /, 78-15981 

Effects of tire properties on truck and bus 
handling : appendix C /, 78-16059 

Effects of treating nothern and western 
conifers with paraquat /, 78-14601 





Effects of various spacings on loblolly pine 
growth 15 years after planting /, 78- 
14713 

Effects of visual-proprioceptive cue con- 
flicts on human tracking performance /, 
78-15201 

Effects on ground-water quality from ir- 
rigating pasture with sewage effluent 
near Lakeland, Florida., 78-15541 

Election law guidebook; summary of 
Federal and State laws regulating the 
nomination and election of United States 
Senators., 78-16417 

Electrodes and welding rods., 78-15026 

Elements of electricity and radio., 78- 
15750 

Elimination of pollutants by utilization of 
egg breaking plant shell-waste /, 78- 
15276 

Emergency agricultural act of 1978 : con- 
ference report to accompany H.R. 6782., 
78-16361 

Emergency commuter parking management 
and carpooling incentives., 78-15315 

Emergency power generators used and 
managed inefficiently by Department of 
Defense., 78-15360 

Emergency shelters., 78-15042 

Emission density zoning /, 78-15229 

Emission factor development for leaf burn- 
ing /, 78-15228 

Employee Assistance programs, an alterna- 
tive to tragedy., 78-15946 

Employee Benefit Administration act of 
1977 : hearings before the Subcommittee 
on Labor Standards of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session on H.R. 4340 ... March 17, 
April 20, 1977., 78-16201 

Employee education assistance programs : 
hearing before the Subcommittee on 
Taxation and Debt Management 
Generally of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2388 
January 20, 1978., 78-16210 

Employment act of 1946, as amended, with 
related laws and Rules of the Joint 
Economic Committee, Congress of the 
United States., 78-16195 

Employment of mentally retarded persons 
in the Federal service., 78-14944 

End stage renal disease program : report to 
accompany H.R. 8423., 78-16421 

Endangered American wilderness act of 
1977 : hearings before the Subcommittee 
on Parks and Recreation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1180 ... Sep- 
tember 19 and 20, 1977., 78-16206 

Energy conservation in the pulp and paper 
industry : from Workshop on Energy 
Conservation in the Pulp and Paper In- 
dustry, February 23-25, 1977, Durham, 
New Hampshire., 78-15288 
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Energy conservation, motor vehicles’ fuel 
efficiency : hearings before the Subcom- 
mittee on Energy and Power of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, first session ... April 22 
and 25, 1977., 78-16244 

Energy conservation provisions of President 
Carter’s energy program, parts A, B, C, 
and G of S. 1469 : hearings before the 
Subcommittee on Energy Conservation 
and Regulation of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, first 
session ... June 21 and 22, 1977., 78- 
16205 

Energy-producing industries., 78-15716 

Engineering analysis and testing of water 
trickle solar collector ... /, 78-15304 

Engineering and related occupations., 78- 
15699 

Environmental baseline descriptions for use 
in the management of Fort Carson natu- 
ral resources., 78-15076 

Environmental glossary with metric conver- 
sion tables /, 78-15545 

Environmental planning for offshore oil 
and gas., 78-15613 

Environmental research, development, and 
demonstration authorization act of 1979 
: report to accompany H.R. 11302., 78- 
16469 

Environmental scientists and conservation 
occupations., 78-15698 

EPA fabric filtration studies /, 

EPA noise control program : 
date., 78-15239 

EPA's stationary source combustion con- 
trol technology program : FY 1976 /, 
78-15285 

Epidemiology and cancer registries in the 
Pacific Basin : a conference held in 
Maui, Hawaii, November 11-14, 1975., 
78-15413 

An equation for [estimating the (value and 
/ volume) of (western larch trees)] /, 
78-14647 

Equitable sharing of North Slope crude oil 
: a study requested by Congress in sec- 
tion 18 of the Alaska natural gas trans- 
portation act., 78-15309 

Essays on issues relevant to the regulation 
of radioactive waste management /, 78- 
16137 

Essentials 
15729 

Establishing fees and allowing per diem and 
mileage expenses for witnesses before 
U.S. courts : report to accompany S. 
2049., 78-16436 

Establishing fees for services performed by 
U.S. marshals : report to accompany S. 
2016., 78-16435 

Establishment criteria for category II in- 
strument landing system (ILS) /, 78- 
15968 
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Estimated losses caused by rust in small 
grain cereals in the United States, 1918- 
76 /, 78-14556 

Estimates of elasticities for food demand in 
the United States /, 78-14552 

Estimating the least cost combinaion of 
cable yarding and tractor skidding for a 
timber sale area /, 78-14706 

Estimation of hemlock sawfly 
(Hymenoptera: diprionidae) fecundity /, 
78-14596 

Evaluation and recommendations for snow- 
drift control at FAA ILS facilities in Bar- 
row and Deadhorse, Alaska /, 78-15994 

Evaluation and reduction of heavy-duty 
truck noise., 78-15925 

Evaluation of animal hazard to spot-seeded 
white ash in central Tennessee /, 78- 
14724 

Evaluation of background data relating to 
new source performance stndards for 
Lurgi gasification /, 78-15283 

An evaluation of charged-coupled devices 
technology /, 78-16015 

An evaluation of cloud factors for estimat- 
ing insolation over the ocean. /, 78- 
14905 

An evaluation of commercial densimeters 
for use in LNG /, 78-14880 

An evaluation of emmitter follower logic /, 
78-16009 

Evaluation of mechanical and manual com- 
pactors in standard effort compaction 
tests : final report /, 78-15084 

Evaluation of methods for measuring and 
controlling hydrocarbon emissions from 
petroleum storage tanks /, 78-15232 

Evaluation of potassium titanate as a com- 
ponent of alkaline fuel cell matrices /, 
78-15755 

An evaluation of railroad safety., 78- 
16153 

Evaluation of synthetic crossbands for 
wood panels /, 78-14621 

Evaluation of the behavior of waterlogged 
fuel rod failure in LWRs /, 78-16130 

Evaluation of the effectiveness of Air Force 
advertising : final report for period June 
1973 - June 1975 /, 78-15133 

Evaluation of the need for and cost of the 
proposed new Army ammunition plant in 
Mississippi : report /, 78-15362 

Evaluation of the Tesdata model 1155 
hardware monitor system /, 78-15978 

An evaluation of various types of disposa- 
ble pallets in unitized systems for fresh 
citrus fruits /, 78-14797 

An evaluation of 1970 census occupational 
classification : the postcensal manpower 
survey : census match study., 78-14853 

Evaluation or aerially-applied nuclear 
polyhedrosis virus for suppression of the 
gypsy moth, Lymantria dispar L. /, 78- 
14641 

Examination of financial statements of the 
Federal Home Loan Bank Board and re- 
lated agencies., 78-16322 
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Excavations at 40RH6 : Watts Bar Area, 
Rhea County, Tennessee /, 78-16154 
Excerpts from the budget of the United 
States Government for the fiscal year 
ending September 30, 1979., 78-15840 
Exclusion for sick pay or disability income., 
78-15915 

Exemplary project: Montgomery County 
Emergency Service., 78-15664 

Exemplary project: Montgomery County 
work release/pre-release program., 78- 
15663 

Exotic grass, yields under southern pines /, 
78-14722 

Expansion of the Forest Service's volunteer 
program : report to accompany S. 2370., 
78-16397 

Expendable bathythermograph observations 
from the NMFS/MARAD Ship of Oppor- 
tunity Program for 1974 /, 78-14912 

Expenditure authorizations and require- 
ments for Senate committees. 78- 
16281, 78-16282 

Expenditure authorizations for Senate com- 
mittees, 78-16281, 78-16282 

Experimental designs and psychometric 
techniques for the study of ride quality /, 
78-15933 

Experimental investigation of means for 
reducing the response of pressure trans- 
ducers to thermal transients /, 78- 
14882 


The exploration, development, and produc- 
tion of naval petroleum reserve number 
4 : pursuant to Public Law 94-163, Sec- 


tion 164., 78-15310 

Exploring careers., 78-15679 

Exploring manufacturing occupations : in- 
structor’s guide., 78-15396 

Exploring manufacturing occupations : 
dent’s manual., 78-15397 

Export-Import Bank and trade with China : 
hearing before the Subcommittee on In- 
ternational Trade, Investment, and 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 8196 
... January 26, 1978., 78-16186 

Extending authorizations of appropriations 
for the American Folklife Center at the 
Library of Congress : report to accom- 
pany H.R. 5981., 78-16420 

Extending the special pay provisions for 
physicians and dentists in the uniformed 
services and reinstating the special pay 
provisions for optometrists and 
veterinarians : report to accompany S. 
1731., 78-16329 

Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : report 
to accompany S. 1633., 78-16422 
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comparisons with wind tunnel data /, 
78-15765 

F-15 emergency procedures training pro- 
gram., 78-15179 

FAA determination of “no hazard’ for 
structures near airports : twenty-second 
report /, 78-16367 

Facilities engineering : resources manage- 
ment system., 78-15067 

Fact book : a summary of information 
about towaway accidents involving 1973- 
1975 model cars /, 78-16041 

Factfinder for the Nation 
statistics, 78-14857 

Factfinder for the Nation : availability of 
census records about individuals., 78- 
14856 

Factfinder for the Nation : 
Statistics., 78-14863 

Factfinder for the Nation 
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first session, December 10, 1977, Pull- 
man, Wash., 78-16165 

Farmers Home Administration needs to 
better plan, direct, develop, and control 
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first session ... April 1, 1977., 78-16238 

The feasibility of estimating personnel tur- 
nover from survey data : a longitudinal 
study : final report for period December 
1973 - December 1974 /, 78-15137 

Federal Aviation Administration technical 
reports on airport capacity and aircraft 
delay., 78-15961 

Federal banking agency audit act : report 
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Fire prevention and _ control master 
planning., 78-14938 

Fire prevention study act of 1977 
hearings before the Subcommittee on 
Consumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
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15490 

Flood insurance study : village of Mount 
Morris, New York, Livingston County., 
78-15492 

Flood insurance study : village of Ran- 
dolph, New York, Cattaraugus County., 
78-15502 

Flood insurance study : village of Watkins 
Glen, New York, Schuyler County., 78- 
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ment of ground-water resources., 78- 
15546 

Grounding, bonding, and _ shielding : 
bibliography, 1930 to 1971., 78-15999 

Grounding, bonding, and shielding prac- 
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provement /, 78-14614 

A guide to OMBE., 78-14839 

Guidelines for improved rapid transit tun- 
neling safety and environmental impact /, 
78-16035 

Guidelines for reducing losses of lodgepole 
pine to the mountain pine beetle in un- 
managed stands in the Rocky Mountains 
/, 78-14744 

Guidelines for roadless area campsite spac- 
ing to minimize impact of human-related 
noises /, 78-14747 

Guidelines for understanding and determin- 
ing optimum recreation carrying capaci- 
ty., 78-15621 

Gulf of Maine-Georges Bank ichthyoplank- 
ton collected on ICNAF larval herring 
surveys September 1971-February 1975 
/, 78-14913 

Gully development and control : the status 
of our knowledge /, 78-14655 

Gunner's mate M 3 & 2., 78-15117 

Gypsum., 78-15575 


H.R. 6575, Voluntary hospital cost contain- 
ment act of 1978 (as approved by the 
Subcommittee on Health, Committee on 
Ways and Means) : summary, justifica- 
tion, explanation, and comparison with 
present law., 78-16303 

Halifax County, Virginia, unincorporated 
areas., 78-15483 

Handbook for predicting slash weight of 
western conifers /, 78-14745 

Handbook on Soviet ground forces., 78- 
15057 

Handicapped and elderly vertical move- 
ment assessment study /, 78-16038 

Harvesting costs for mechanized thinning 
systems in slash pine plantations /, 78- 
14669 

Health : a workshop guide., 78-16158 

Health manpower in the socialist health 
care system of Poland /, 78-15439 

Health occupations., 78-15707, 78- 
15708 

Health practitioners., 78-15706 

Health professions education amendments 
of 1977 : report by the Committee on In- 
terstate and Foreign Commerce to ac- 
company H.R. 9418., 78-16324 

Health services : hearings before the Sub- 
committee on Fiscal and Government 
Affairs and the Committee on the Dis- 
trict of Columbia, House of Representa- 
tive, Ninety-fifth Congress, first session, 
on H.R. 6894 ...._ 78-16193 

Hearing on H.R. 5609, to authorize the 
Secretary of the Army to acquire certain 
private and State-owned lands in Texas 

. before the Military Installations and 
Facilities Subcommittee of the Commit- 
tee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, July 18, 1977., 78-16184 
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Hearing on title V : multipurpose senior 
centers : hearing before the Subcommit- 
tee on Federal, State, and Community 
Services of the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, first session, December 5, 
1977, Hartford, Conn., 78-16162 

Hearings before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 15, to extend for five years cer- 
tain elementary, secondary, and other 
education programs ..., 78-16200 

Heat : its role in wildland fire /, 78-14616 

Heavy metals in water (excluding mercury) 
: a bibliography., 78-15523, 78-15524, 
78-15525 

Help boundary lines needed 
Southern Region., 78-14579 

Herbage yield related to basal area and 
rainfall in a thinned longleaf plantation /, 
78-14728 

Hexachloroethane., 78-15409 

Highlights of 1977 changes in the tax law., 
78-15916 

Highway/transit proposals : hearings before 
the Subcommittee on Surface Transpor- 
tation of the Committee on Public Works 
and Transportation, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 8648 ..., 78-16280 

Historical resource utilization methodology 
: final report for period June 1976 - June 
1977 /, 78-15211 

Historical statistics of the United States, 
78-14849 

Historical study : U.S. policy toward Latin 
America, recognition and non-recogni- 
tion of governments, and interruptions in 
diplomatic relations, 1933-1974., 78- 
15846 

Historical task analysis of C-130E person- 
nel : final report fore period June 1976 - 
June 1977 /, 78-15130 

History of Forest Service research in the 
central and southern Rocky Mountain re- 
gions : 1908-1975 /, 78-14749 

Hog slaughter : do it yourself forecasts., 
78-14814 

The Holy Crown of St. Stephen and United 
States-Hungarian relations : hearing be- 
fore the Subcommittee on Europe and 
the Middle East of the Committee on In- 
ternational Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, November 9, 1977., 78- 
16251 

Home canning : questions and answers /, 
78-14762 

Home gardening of fruits and vegetables., 
78-15367 

Home insulation : hearings before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Interstate and 
Foreign Commerce, House of Represen- 
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tatives, Ninety-fifth Congress, second ses- 
sion, February 21, 22, and 23, 1978., 
78-16248 

Home mortgage disclosure : regulation C 
(12 CFR 203), effective June 28, 1976., 
78-15328 

Home owners’ loan acts and housing acts : 
volume II, 90th through 94th Congress /, 
78-16079 

Housing and community development 
amendments of 1978 : hearings before 
the Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78-16187 

Housing statistics, 78-14860 

How timber and wildlife work together on 
your national forests in Florida., 78- 
14585 

How to accurately predict the sound insula- 
tion of partitions /, 78-14604 

How to build an export business : an inter- 
national marketing guide for the minori- 
ty-owned firm /, 78-14840 

How to control pinyon needle scale in- 
sects., 78-14620 

How to get information from the Bureau of 
Labor Statistics, 78-15722 

How to identify and control leaf spot : dis- 
eases of black walnut /, 78-14735 

How to identify and control nectria canker 
of hardwoods /, 78-14737 

How to identify and control noninfectious 
diseases of trees /, 78-14738 

How to identify gnomonia and diaporthe 
cankers and shoot blight diseases of yel- 
low birch /, 78-14734 

How to obtain Federal employment in 
NOAA., 78-14902 

How to root tree cuttings /, 78-14613 

Hubert H. Humphrey Institute of Public 
Affairs memorial act : report to accom- 
pany H.R. 10606., 78-16348 

HUD needs to better assess financial 
soundness of multifamily residential pro- 
jects before insuring them : report to the 
Congress /, 78-15344 

Human behavior and 
15118 

Human response to sound : the calculation 
of perceived level, PLdB (noisiness or 
loudness) directly from physical mea- 
sures /, 78-15979 

Human rights and United States foreign 
policy : a review of the Administration's 
record : hearing before the Subcommit- 
tee on International Organizations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, October 25, 
1977., 78-16256 

Hungarian audiences for Western radio 
broadcasters, 1974., 78-15635 
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Impact study on driving by special popula- 
tions /, 78-16052 

Implementation of Resources planning act : 
hearings before the Subcommittee on 
Forests of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-16166 

Implementing coal utilization provisions of 
Energy supply and environmental coor- 
dination act., 78-15308 

Importance, preservation and management 
of riparian habitat : a symposium, Tuc- 
son, Arizona, July 9, 1977., 78-14754 

Important forest trees of the United States 
/, 78-14569 

Imposing a moratorium on any increase in 
the public lands grazing fee for the 1978 
grazing year : report to accompany H.R. 
9757., 78-16441 

Improved water and land use in the sierra : 
agreement between the United States of 
America and Peru signed at Lima Sep- 
tember 29, 1976., 78-15869 

Improvements in techniques and equipment 
for production of a common green 
lacewing, Chrysopa carnea /, 78-14801 

Improvements needed in the management 
of supplying and distributing vehicle 
parts: report /, 78-15361 

Improvements to single-source model /, 
78-15237 

Improving municipal productivity : work 
measurement for better management., 
78-15820 

In-service performance and _ costs of 
methods for control of urban rail system 
noise /, 78-16033 

Inclusion of Alaska lands in national park, 
forest, wildlife refuge, and wild and 
scenic rivers systems : hearings before 
the Subcommittee on General Oversight 
and Alaska Lands of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-16250 

Income of mutual or cooperative telephone 
companies : report to accompany H.R. 
7581., 78-16442 

Increase in number of administrative law 
judge positions : report to accompany 
H.R. 6975., 78-16419 

Indentification of deceased personnel., 
78-15052 

Independent altitude monitor : a literature 
search, analysis, and bibliography /, 78- 
15992 

Index of rulings on requests for review of 
the Assistant Secretary of Labor for 
Labor-Management Relations pursuant 
to Executive Order 11491, as amended, 
for the period January |, 1970, to June 
30, 1975., 78-15678 

Index to Nuclear safety; a _ technical 
progress review by chronology, permuted 
title, and author., 78-16126 

Index to Veterans Administration publica- 
tions., 78-16075 
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Indian health care, 1977 : hearing before 
the Subcommittee on Health and Scien- 
tific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session 
November 11, 1977, Isleta, N. Mex., 
78-16233 

Indian Ocean., 78-15016 

Induced single-flush synchronous growth of 
shrub live oak /, 78-14704 

Industry wage surveys : banking and life in- 
surance, December 1976 /, 78-15721 

The influence of supplemental feed on food 
habits of tamed deer /, 78-14691 

Information and referral for people needing 
human services : a complex system that 
should be improved : report to the Con- 
gress /, 78-15356 

Information guide to the job bank 
frequently listed openings report (JOB- 
FLO) : job service., 78-15739 

Information on inspection and enforcement 
bulletins, 78-16146 

Information on organization and functions 
of the Indian Education Resources 
Center report to the Comptroller 
General of the United States., 78-15340 

Inpatient program guide for psychiatry., 
78-16069 

Insects and diseases of cottonwood /, 78- 
14757 

Integrated simulation evaluation model 
(ISEM) of the Air Force manpower and 
personnel system : requirements and con- 
cepts /, 78-15210 

The interdependence of nations : 
da for research /, 78-15799 

Interest on deposits : amendments to regu- 
lation Q., 78-15330 

The intergovernmental grant system, an as- 
sessment and proposed policies., 78- 
16089 

Intergovernmental 
utilization a progress 
15798 

Interim soil survey report., 78-14773 

Interior intrusion alarm systems /, 78- 
16131 

Internal security, basic school, phase 1 : 
text, investigative procedures., 78- 
15914 

International Coffee Agreement, 1976, 
between the United States of America 
and other governments : approved by the 
International Coffee Council at London 
December 3, 1975., 78-15870 

International Conference on Research 
Methodology for Roadside Surveys of 
Drinking-Driving : alcohol countermea- 
sures workshop /, 78-16042 

International food policy issues : a 
proceedings., 78-14826 

International negotiations on the biological- 
weapons and toxin convention /, 78- 
14838 

The international regulation of pharmaceu- 
tical drugs ... /, 78-15791 
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International terrorism : hearing before the 
Subcommittee on Foreign Assistance of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, first session September 14, 
1977., 78-16220 

International Trade Commission authoriza- 
tion, 1979 : report to accompany H.R. 
11005., 78-16369 

Interpretations issued by the National 
Mediation Board pursuant to section 5 
second, of the Railway labor act : July 1, 
1961-June 30, 1976,, 78-15787 

An interpretive guide to the Government in 
the sunshine act/, 78-16088 

Interrelationships among microorganisms, 
bark or ambrosia beetles, and woody 
host tissue : an annotated bibliography, 
1965-1974 /, 78-14758 

Interstate Commerce Commission reports., 
78-15651 

Interstate 5 and the Peripheral Canal in 
San Joaquin and Sacramento Counties, 
California : report /, 78-15342 

Introduced parasites and predators of 
arthropod pests and weeds : a world 
review /, 78-14566 

Introduction to OSHA's health program.., 
78-15728 

An introduction to physical fitness : in- 
cludes self-testing activities, graded exer- 
cises, and a jogging program., 78-15813 

Introduction to the Defense Logistics Stu- 
dies Information Exchange (DLSIE)., 
78-15019 

Inventory highlights of recreation enter- 
prises : South Dakota /, 78-14766 

Inventory of American intermodal equip- 
ment., 78-14894 

An inventory of Congressional concern 
with research and development : a 
bibliography /, 78-16225 

Inventory of power plants in the United 
States., 78-15311 

Investigation and prosecution of organized 
crime., 78-15661 

Investigation into the capability of monitor- 
ing a phased open-array antenna /, 78- 
16001 

Investigation of diagnostic, error detector, 
and self-taught instructional strategies for 
flight simulator programs : final report 
for period April 1975 - May 1976/, 78- 
15190 

An investigation of time-sharing ability as a 
factor in complex performance /, 78- 
15969 

Investment guaranties : agreement between 
the United States of America and Syria 
effected by exchange of notes signed at 
Damascus August 9, 1976, with related 
letter., 78-15874 

Iron oxide  pigments., 
15576, 78-15577 

IRS can improve its programs to collect 
taxes withheld by employers : report to 
the Joint Committee on Taxation, Con- 
gress of the United States /, 78-15353 
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Is production of the CH-53E helicopter 
warranted? : report to the Congress /, 
78-15365 

Is there a “best” sawing method? /, 78- 
14622 
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Jean Lafitte National Park : report to ac- 
company S. 1829., 78-16431 

Jessamine County, 
(unincoporated areas)., 78-15487 

Job Corps catalog of materials., 78-15733 

Job creation through public service em- 
ployment : an interim report to the Con- 
gress of the National Commission for 
Manpower Policy., 78-16120 

Job enrichment : evaluation with implica- 
tions for Air Force job redesign : interim 
report for period 1 January 1975 - 30 
April 1977 /, 78-15208 

A job-oriented reading program for the Air 
Force : development and field evaluation 
: final report for pierod 1 July i975 - 30 
April 1977 /, 78-15202 

Job safety analysis /, 78-15622 

Job service., 78-15739 

Joint economic report., 
16354 

Joint resolution making an urgent supple- 
mental appropriation for disaster relief 
for the fiscal year ending September 30, 
1978., 78-16406 

Joint resolution to authorize and request 
the President to issue a proclamation 
designating April 18, 1978, as 
“Education Day, U.S.A.”, 78-16413 

Joint resolution to authorize the President 
to issue a proclamation designating the 
week beginning on April 16 through 
April 22, 1978, as “National Oceans 
Week.”, 78-16414 
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Kay model 860 sweep generator training : 
final - training program for 28 June 1974 


- 23 September 1975 /, 78-15169 
Key to finding water data., 78-15529 
Key to mites commonly associated with the 
southern pine beetle /, 78-14725 
Kyanite and related materials., 78-15578 
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Labeling and inspection of imported meat : 
hearing before the Subcommittee on 
Livestock and Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first session, 
November 22, 1977, Scottsbluff, Nebr., 
78-16164 

Labor law reform act of 1977 : report to 
accompany H.R. 8410., 78-16450 

Labor-management committees in the 
public sector : experiences of eight com- 
mittees., 78-15817 
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Labor-management productivity commit- 
tees in American industry., 78-15816 
Labor market intermediaries : a special re- 
port of the National Commission for 
Manpower Policy., 78-16122 

Laboratories needed to support long-term 
exploratory research in the U.S. Environ- 
mental Protection Agency : a report to 
the President and the Congress., 78- 
15233 

Laboratory effects in beach studies., 78- 
15097 

Laboratory evaluation of wax and silicone 
for water harvesting on coal mine spoil /, 
78-14692 

Land combat/light air defense system main- 
tenance chief, MOS 27Z, skill level 5 : 
soldier’s manual., 78-15050 

Land use plan : Ochoco National Forest., 
78-14588 

Landsat urban area delineation : 
project 75-3 /, 78-15751 

Large Area Crop Inventory Experiment 
(LACIE) user requirements /, 78- 
14777 

Large scale production task of the low cost 
silicon solar array project ... : final report 
./, 78-15291 

Laser Doppler dust devil measurements /, 
78-15759 

Latin American food-population exhibit : 
an evaluation., 78-15640 

Law of the Sea Conference : status report : 
hearing before the Committee on Inter- 
national Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
July 25, 1977., 78-16258 

Lawyers, city managers, and social science 
occupations., 78-15709 

Lead in the environment., 78-15800 

Leasing of flue-cured tobacco marketing 
quotas : hearing before the Subcommit- 
tee on Tobacco of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3416, March 15, 1977., 78-16167 

A lecture on our national capital /, 78- 
15899 

A lecture on our national capital by 
Frederick Douglas ; Study and discussion 
aids for the secondary student /, 78- 
15900 

Legal services for the elderly, 1977 : hear- 
ing before the Subcommittee on Aging of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, S. 1282 ... October 4, 
1977., 78-16234 

The legal status of homemakers in the Vir- 
gin Islands /, 78-16157 

Letters of delegates to Congress, 
1789 /, 78-15741 

Level flotation education requirements : 
people and label experiments /, 78- 
16028 

Life cycle costing in the procurement of 
room air conditioners., 78-15382 
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A light-trapping guide to seasonal occur- 
rence of pine seed- and cone-damaging 
moths of the Georgia Piedmont /, 78- 
14712 

Lights, general purpose., 

Lime., 78-15579 

Liquid pathway generic study : impacts of 
accidental radioactive releases to the 
hydrosphere from floating and _ land- 
based nuclear power plants., 78-16144 

List of Bureau of Mines publications and 
articles, with subject and author index., 
78-15547 

List of chemical and common names sug- 
gested for use by ARS scientists report- 
ing research results on pesticides., 78- 
14788 

List of journal articles by Bureau of Mines 
authors,, 78-15547 

List of publications issued by the Bureau of 
Mines, with subject and author index,, 
78-15547 

List of publications of interest to architects, 
builders, engineers and retail lum- 
bermen., 78-14606 

List of publications on 
research., 78-14605 

Listing of FAA certified parachute lofts., 
78-15960 

Little sisters and the law., 78-15658 

Livestock research for the future /, 78- 
14793 

Livestock water use /, 78-14765 

Loan guarantees for defense production : 
amendment to Regulation V., 78-15333 

Local public works program, 78-14896 

Locating detectors for advanced traffic 
control strategies handbook /, 78- 
15938 

Logging systems guide /, 78-14609 

Long-term natural gas issues : hearings be- 
fore the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ... March 24, 25, and April 
5, 1977., 78-16243 

Longer-than-seam-height drill development 
program /, 78-15554 

Longitudinal inferences of job attitude and 
tenure relationships from cross-sectional 
data : interim report for period 1 Oc- 
tober 1974 - 31 March 1976 /, 78- 
15178 

Low rise housing for older people 
behavioral criteria for design /, 78- 
15446 

Lumber use trends in mobile home con- 
struction /, 78-14670 

Lynn R. Coleman nomination : hearings 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
the nomination of Lynn R. Coleman to 
be General Counsel of the Department 
of Energy, November 9 and 30, 1977., 
78-16208 


78-15027 


wood fiber 





August 1978 


M 


Machine repairers and operators., 78- 
15704 

Mail handlers benefit plan, 
14942 

Maintenance control by 
methods., 78-15958 

Making appropriations for the government 
of the District of Columbia : conference 
report to accompany H.R. 9005., 78- 
16393 

Making future transportation decisions : in- 
termodal planning needed : report to the 
Congress /, 78-15346 

Malfunction of air solenoid pilot valves, 
78-16146 

Management by objectives : guidelines for 
managerial decision making /, 78-14953 

Management of data elements in informa- 
tion processing; proceedings of the third 
national symposium, held at NBS on 
1977 September 28-30 : final /, 78- 
14885 

Management of forests for timber and re- 
lated benefits (DYNAST-TM) /, 78- 
14666 

Management of natural stands of slash pine 
/, 78-14663 

Managing aspen _ for 
Southwest /, 78-14753 

Mandatory traffic law 
16054 

Manganese., 78-15580 

Manpower and immigration policies in the 
United States., 78-16121 

Manual of classification of agricultural and 
forestry research : classifications used in 
Current Research Information System., 
78-14547 

Map of Greece., 78-15828 

Mapping, charting and geodesy : agreement 
between the United States of America 
and Canada, signed at Ottawa August 24, 
1976., 78-15864 

Mapping for censuses and surveys., 78- 
14852 

MAP3S [Multistate Atmospheric Power 
Production Pollution Study] : studying 
the transport, transformation, and fate of 
atmospheric energy-related pollutants : 
addendum, project listings for FY 1977 /, 
78-15219 

March 15th report of the Committee on 
Ways and Means to the House Budget 
Committee on the budget., 78-16302 

Marine Corps lithograph program (Set I- 
74), 78-15126 

Marine protection, research, and sanctua- 
ries act authorization., 78-16395 

Maritime appropriation authorization act 
for fiscal year 1979 : report to accom- 
pany S. 2553., 78-16429 

Market center shifts : movement of retail 
sales in selected standard metropolitan 
Statistical areas., 78-14930 

Market diseases of potatoes /, 
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The market for health care equipment : 
Nigeria., 78-14936 

Marshals service fees, witness fees, and 
amendments to the Jury selection and 
service act : hearing before the Subcom- 
mittee on Improvements in Judicial 
Machinery of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first session ... September 
26, 1977., 78-16265 

Mary Cassatt : pastels and color prints., 
78-15911 

Matching job education requirements with 
candidates’ educational attainments : a 
pilot methodological study : interim re- 
port for period 1 November 1974 - 31 
August 1975 /, 78-15150 

Materials science and metallurgy., 78- 
16117 

Mathematics and related occupations., 
78-15701 

Matters relating to T. Bertram Lance : 
hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ...., 78-16226 

Maximum loading of a lint cleaner for effi- 
cient cleaning and optimum cotton quali- 
ty /, 78-14573 

Meade County, South Dakota 
(unincorporated areas)., 78-15486 

The measurement of oil spill volume by a 
passive microwave imager /, 78-16027 

Measurement techniques for coastal waves 
and currents /, 78-15096 

Measurements of combined axial mass and 
heat transport in He II /, 78-14884 

Measurements of heat release rates on 
wood products and an assembly /, 78- 
14623 

Measurements of the performance parame- 
ters of gamma cameras /, 78-15430 

Measuring landscape esthetics : the scenic 
beauty estimation method /, 78-14654 

Mechanical behavior and fracture charac- 
teristics of off-axis fiber composites : II - 
theory and comparisons /, 78-15780 

The media in a disaster /, 78-15442 

Medical x-ray data., 78-15431 

Medicaments., 78-15028 

Medicine lodge thrust system, East-Central 
Idaho and southwest Montana /, 78- 
15539 

Metabolic, hormonal, photosynthetic, and 
lightering response of red pine treated 
with paraquat /, 78-14600 

Metabolism of pesticides, an update /, 78- 
15616 

Metals mining and milling process profiles 
with environmental aspects /, 78-15263 

Metalworking occupations., 78-15683 

Methanation activity of Raney nickel 
catalysts : effect of proportion of 
NiAl{[SUB3] and Ni{SUB2]AI[SUB3] in 
precursor alloys /, 78-15553 

Method for calculating convective heat- 
tranfer coeffecients over turbine vane 
surfaces /, 78-15785 
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Method for predicting the stiffness of 
wood-joist floor systems with partial 
composite action /, 78-14627 

A method of analysis for general aviation 
airplane structural crashworthiness /, 
78-15991 

A methodology for seismic evaluation of 
existing multistory residential buildings /, 
78-15449 

Methods for prediction of strong 
earthquake ground motion : final techni- 
cal report, October 1, 1976-September 
30, 1977 /, 78-16136 

Methyl alcohol from Brazil : affirmative 
determination of “No reasonable indica- 
tion of injury” in Inquiry no. AA1921- 
Ing.-7 under the Antidumping act, 1921, 
as amended., 78-15918 

Metric dimensional coordination : the is- 
sues and precedent : proceedings of joint 
conference, Washington, D.C., June 6, 
1977 /, 78-14875 

Metropolitan Spokane region resources 
study : public brochure., 78-15071 

Mexico : a study of the international travel 
market : results of a sampling survey 
among residents of Mexico, indicating 
their domestic and international travel 
habits and patterns, attitudes and 
preferences for foreign travel, and their 
demographic, psychographic, and trip 
characteristics /, 78-14899 

The Mexico-United States Interparliamen- 
tary Group : a sixteen-year history : a re- 
port/, 78-16218 

Mica., 78-15581 

The Michigan single business tax : a dif- 
ferent approach to State business taxa- 
tion., 78-16090 

Microelectronic test pattern NBS-4 /, 78- 
14870 

The microwave landing system (MLS) con- 
troversery twenty-first report /, 78- 
16366 

Mid-winter installation of protected mem- 
brane roofs in Alaska /, 78-15089 

The military & social adaptation /, 78- 
15011 

Military aviation forecasts, 
1976-1987., 78-15967 

Military construction appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16178 

Military standard requisitioning and issue 
procedures., 78-15029, 78-15030 

Military standard transportation and move- 
ment procedures., 78-15013 

MILSTRIP routing identifier codes., 78- 
15029, 78-15030 
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ment Station : a list of published 
research, April 1, 1972 through March 
31, 1976., 78-14751 

The role of agricultural research in meeting 
food needs : statement /, 78-14559 

Role of air transportation in sparsely 
developed areas: planning guidelines 
developed in conjunction with a case 
study of SATENA Airline, Colombia,, 
78-15921 

Role of preflight preparation., 78-15955 
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taxpayer service ; administrator’s 
guidelines., 78-15913 


*Agriculture — United States. 
Agriculture USA., 78-14834 


*Agriculture — United States — Statistics. 
Agricultural statistics., 78-14857 


Factfinder for the Nation : 
Statistics., 78-14857 


*Agriculture and state — United States — 
Addresses, essays, lectures. 
Farm policy in 1977 : remarks /, 78- 
14558 


*Aids to air navigation. 
Analytical determination of 
TACAN/DME system performance in 
a DABS environment /, 78-15984 


*Aids to air navigation — United States. 
An overview of enroute radio navigation 
services for civil aviation /, 78-16012 


*Aids to navigation. 

Performance analysis of Coast Guard 
AN/SPS-64 (V) buoy tender radar in- 
tegrated with PRANS marine position- 
ing system /, 78-16026 

*Aids to navigation — Lists. 

Summary of corrections : 
directions, coast pilots., 
78-15017 

*Air — Pollution. 

Emission factor development for leaf 
burning /, 78-15228 

Growth effects of major land use projects 
. /, 78-15234 


outlook., 78- 


agricultural 


charts, sailing 
78-15014, 
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Mobile source emission factors : final 


document., 78-15235 


Mobile source emission factors (for low- 
altitude areas only) : final document., 
78-15236 


Research and development relating to 
sulfates in the atmosphere /, 78- 
16284 


Source assessment : 

15271 
*Air — Pollution — Mathematical models. 

An air pollution model incorporating 
nonlinear chemistry, variable trajecto- 
ries, and plume segment diffusion., 
78-15244 

STRAM : an air pollution model incor- 
porating nonlinear chemistry, variable 
trajectories, and plume segment diffu- 
sion /, 78-15244 


*Air — Pollution — Measurement. 

Air quality analysis of a multilevel com- 
plex interchange : case study using the 
improved TSC/EPA model /, 78- 
15927 


Source inventory and emission factor 
analysis /, 78-15227 


*Air — Pollution — Measurement — 
Handbooks, manuals, etc. 
Smoke detector training., 78-14937 
*Air — Pollution — Standards — United 
States. 
Promulgated emission 
chloride., 78-15287 


Standard support and environmental im- 
pact statement : volume 2, Promul- 
gated emission standard for vinyl 
chloride /, 78-15287 


*Air — Pollution — United States. 

MAP3S [Multistate Atmospheric Power 
Production Pollution Study] : studying 
the transport, transformation, and fate 
of atmospheric energy-related pollu- 
tants : addendum, project listings for 
FY 1977/, 78-15219 


Soil, water, air sciences charters., 78- 
14790 


Soil, water, air sciences programs., 78- 
14789 


*Air — Purification — Equipment and 
supplies. 
Application of foam scrubbing to fine 
particle control : phase II /, 78-15266 


Assessment of particle control technolo- 
gy for enclosed asbestos sources 
phase II /, 78-15262 

*Air bag restraint systems. 

Development of improved 

techniques /, 78-16053 
*Air conditioning — Equipment and 
supplies — Cost effectiveness. 

Life cycle costing in the procurement of 
room air conditioners., 78-i5382 


cotton gins /, 78- 


standard vinyl 


inflation 
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*Air conditioning — United States. 

Solar heating and cooling demonstration 
program : a descriptive summary of 
HUD cycle 3 solar residential projects 

78-15448 
*Air lines — United States. 

Airlines service in the 48 contiguous 

States., 78-14886 


The critical role of government in inter- 
national air transport : report to the 
Congress /, 78-15358 

A profile of airline service in the 48 con- 
tiguous states, June 1975., 78- 
14886 


*Air lines — United States — Certification. 
An analysis of the effects of route 
restriction removal and discretionary 
authority : the transition to a less-regu- 
lated environment., 78-15920 


*Air lines — United States — Statistics. 
A guide to data available within C.A.B. 
reports and publications : data index., 
78-14888 


*Air pilots — Health and hygiene. 

Stronger Federal Aviation Administration 
requirements needed to identify and 
reduce alcohol use among civilian 
pilots : report to the Congress /, 78- 
15341 


*Air pilots — Recruiting. 

Development of the enlistment screening 
test - EST forms 5 and 6 : final report 
for period June 1975 - March 1976 /, 
78-15176 


Effects of item-option weighting on the 
reliability and validity of the afoot for 
pilot selection : final report for period 
March 1975 -September 1976 /, 78- 
15192 


*Air pilots — United States. 

Advanced simulation in undergraduate 
pilot training : an overview : final re- 
port for period 15 March 1971 - July 
1975 /, 78-15140 


*Air pilots — United States — Medical 
examinations. 
Charteristics of medically disqualified 
airman applicants in calender years 
1973 and 1974/, 78-15970 


*Air quality management. 


Emission density zoning /, 78-15229 


*Air quality management — United States. 
Air quality analysis workshop /, 78- 
15249 


Ranking the input and : output data used 
to determine new source performance 
standard impacts /, 78-15245 


*Air quality monitoring stations. 
Improvements to single-source model /, 
78-15237 
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Summary of information on air quality 
networks around large point sources /, 
78-15242 

Testing and evaluation of model im- 
provements., 78-15237 


*Air traffic control. 

An analysis of radio frequency surveil- 
lance systems for air traffic control /, 
78-15980 

*Air traffic control — Data processing. 

Central flow control computer program 

specifications /, 78-16002 


Central flow control software systems 
analysis /, 78-16003 

A computer program functional design of 
the simulation subsystem of an auto- 
mated central flow control system /, 
78-15998 


*Air traffic control — Electronic equipment. 

Terminal information processing system 

concept testing (control tower) /, 78- 
15997 


VHF data link communication charac- 
teristics /, 78-16006 


*Air traffic control — Mathematical models. 
Advanced productivity analysis methods 
for air traffic control operations /, 
78-16004 


Simulation study of intermittent positive 
control in a terminal area air traffic 
control environment /, 78-16013 


*Air traffic control — Oregon — Portland. 
Operational and_ technical analysis 
GTE/WESCOM key/automative call 
distributor communication system, 
Portland Oregon, flight service station 
/, 78-16000 


*Air-turbines. 
Wind energy developments in the 20th 
century /, 78-15752 


*Air warfare — Study and teaching. 

ASUPT visual simulation of air-to-sur- 
face weapons delivery : interim report 
for period October 1975 - February 
1976 /, 78-15175 

Full mission simulation in undergraduate 
pilot training : an exploratory study : 
final report for period April 1975 - 
January 1976 /, 78-15196 

*Airborne profile recorder — Bibliography. 

Independent altitude monitor : a litera- 
ture search, analysis, and bibliography 
/, 78-15992 

*Aircraft exhaust emissions. 

Analytical study of mixed-flow JT8D ex- 
haust emissions measurements for 
fixed-probe requirements /, 78-15995 

*Airplanes — Brakes. 

Antiskid and associated systems., 78- 

15954 
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Airplanes -— Cost of operation — Statistics. 

Aircraft operating cost and performance 
report., 78-14889 

*Airplanes — Design and construction. 

A method of analysis for general aviation 
airplane structural crashworthiness /, 
78-15991 

*Airplanes — Fuel systems — Maintenance 
and repair — Study and teaching. 

Aviation boatswain’s mate F 3 & 2., 
78-15116 

* Airplanes — Fuel tanks. 

Vapor ingestion in centaur liquid-hyd- 

frogen tank /, 78-15777 
* Airplanes — Handling characteristics. 

NSEG : a segmented mission analysis 
program for low and high speed air- 
craft /, 78-15769 

*Airplanes — Landing. 

Final approach performance monitor /, 

78-15989 
*Airplanes — Landing — Study and 
teaching. 

Aviation boatswain’s mate E 1 & C., 
78-15115 

* Airplanes — Maintenance and repair. 

Historical task analysis of C-130E per- 
sonnel : final report fore period June 
1976 - June 1977 /, 78-15130 


Maintenance control by _ reliability 
methods., 78-15958 
*Airplanes — Performance. 
NSEG : a segmented mission analysis 
program for low and high speed air- 
craft /, 78-15769 


Airplanes — Performance — Statistics. 
Aircraft operating cost and performance 
report., 78-14889 
*Airplanes — Piloting. 
Visual-proprioceptive cue effects on the 
control of remotely piloted vehicles : 
final report for period July 1978 - 
April 1977 /, 78-15209 


* Airplanes — Piloting — Mathematical 
models. 

Simulator tests of pilot performance in 
terminal area navigation operations : 
effects of various airborne system 
characteristics /, 78-15987 

*Airplanes — Radar equipment. 

ATC/airborne CAS compatibility : an 
analysis of field derived data /, 78- 
15976 

*Airplanes — Radar equipment — Testing. 

Flight test and evaluation of MDEC 
(McDonnell Douglas Electronics Cor- 
poration) collision avoidance system /, 
78-15977 


*Airplanes — Radio equipment. 
Auxiliary two-way airborne radio system 
installations., 78-15953 





Operational and airworthiness approval 
of airborne Omega radio navigation 
systems as a means of updating self- 
contained navigation systems., 78- 
15959 

*Airplanes — Refueling — Handbooks, 
manuals, etc. 

Aviation boatswain’s mate F 3 & 2., 
78-15116 


*Airplanes — Take-off. 
Role of preflight 
15955 


*Airplanes — Take-off — Study and 
teaching. 
Aviation boatswain’s mate E 1 & C., 
78-15115 
*Airplanes — Turbojet engines. 
Analytical study of mixed-flow JT8D ex- 
haust emissions measurements for 
fixed-probe requirements /, 78-15995 


Small, low-cost, expendable turbojet en- 
gine : Il - performance characteristics 
/, 78-15763 


*Airplanes — Turborjet engines — Cooling. 
Cold-air performance of a 12.766-cen- 
timeter-tip-diameter axial-flow cooled 
turbine : Il - effect of air ejection on 
turbine performance /, 78-15772 


Effect of coolant flow ejection on 
aerodynamic performance of low- 
aspect-ratio vanes II-performance 
with coolant flow ejection at tempera- 
ture ratios up to 2 /, 78-15775 


*Airplanes — Wings. 

Transonic wind-tunnel investigation of 
the maneuver potential of the NASA 
supercritical wing concept : phase I /, 
78-15764 


*Airplanes — Wings, Canard. 

Effect of deflected thrust on the longitu- 
dinal aerodynamic chartacteristics of a 
close-coupled wing-canard configura- 
tion /, 78-15781 


*Airplanes, Military — Maintenance and 
repair — Study and teaching. 
Aircraft maintenance senior sergeant, 
MOS 67Z., 78-15064 


Aircraft 


repairer/nondestructive 
MOS 68D., 78-15065 


Commander's manual : aircraft Main- 
tenance senior sergeant : MOS 672Z., 
78-15064 


Commander’s manual : aircraft power- 
train repairer/nondestructive inspector, 
MOS 68D., 78-15065 


*Airport drainage. 
Plastic pipe in airport drainage systems /, 
78-16018 


preparation., 78- 


powertrain 
inspector, 
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*Airport zoning — United States. 

FAA determination of “‘no hazard” for 
structures near airports twenty- 
second report /, 78-16367 

* Airports. 

Announcement of availability - Federal 
Aviation Administration technical re- 
ports on airport capacity and aircraft 
delay., 78-15961 


Federal Aviation Administration techni- 
cal reports on airport capacity and air- 
craft delay., 78-15961 


Offshore airports., 78-15964 


*Airports — Data processing. 

A computer program functional design of 
the simulation subsystem of an auto- 
mated central flow control system /, 
78-15998 


*Airports — Design and construction. 
Standards for specifying construction of 
airports., 78-15966 


*Airports — Dominican Republic — 

Equipment and supplies. 

Technical services in equipment installa- 
tions and airport facilities : agreement 
between the United States of America 
and the Dominican Republic, signed at 
Washington and Santo Domingo May 
6 and 28, 1976., 78-15871 


* Airports — Electric equipment. 
Grounding, bonding, and shielding prac- 
tices and procedures for electronic 
equipments and facilities /, 78-15973 


Airports — Lighting. 
Specification for semiflush airport lights., 
78-15963 


*Airports — New Jersey — Lighting. 
Development and test of low impact re- 
sistance structures : installation of ap- 
proach lighting systems at runway 31, 
NAFEC /, 78-15988 


*Airports — Oregon — Portland — 

Communication systems. 

Operational and _ technical analysis 
GTE/WESCOM key/automative call 
distributor communication system, 
Portland Oregon, flight service station 
/, 78-16000 


*Airports — Radar equipment. 

Grounding, bonding, and shielding prac- 
tices and procedures for electronic 
equipments and facilities /, 78-15973 

*Airports — Runways. 

Collection of commercial aircraft charac- 
teristics for study of runway roughness 
/, 78-15983 

Shrinkage-compensating cement for air- 
port pavement : Phase 1 /, 78-15972 

A summary of runway friction changes 
due to high-pressure water-jet cleaning 


operations at four airports /, 78- 
15974 
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*Airports — Runways — Maintenance and 
repair. 

Study of nighttime pavement construc- 
tion practices - asphaltic concrete /, 
78-16016 

*Airports — Traffic control — Display 
systems. 

Plan view display (PVD) improvement 
program, counterbalance systems /, 
78-16007 

*Airports — United States. 

Airspace utilization considerations in the 
proposed construction, alteration, ac- 
tivation and deactivation of airports., 
78-15956 

Using aviation resources in the United 
States more efficiently : report to the 
Congress /, 78-15359 


Utility airports - air access to national 
transportation., 78-15962 


*Airports — United States — Equipment 
and supplies. 

Technical services in equipment installa- 
tions and airport facilities : agreement 
between the United States of America 
and the Dominican Republic, signed at 
Washington and Santo Domingo May 
6 and 28, 1976., 78-15871 


*Airports — United States — Safety 
measures — Congresses. 

Report of the National Health Resources 
Advisory Committee meeting on air- 
port/community emergency medical 
preparedness : October 16-17, 1975, 
John F. Kennedy International Airport, 
New York., 78-15389 


*Airports — Visibility — Measurement. 
Airport visibility measuring systems ele- 
ments of deployment cost analysis /, 
78-16005 


*Airspace (Law) — United States. 

Airspace utilization considerations in the 
proposed construction, alteration, ac- 
tivation and deactivation of airports., 
78-15956 


*Alcohol, Denatured. 

Methyl alcohol from Brazil : affirmative 
determination of ‘“‘No reasonable indi- 
cation of injury’ in Inquiry no. 
AA1921-Ing.-7 under the Antidumping 
act, 1921, as amended., 78-15918 


*Alcoholism — Research — Congresses. 
International Conference on Research 
Methodology for Roadside Surveys of 
Drinking-Driving alcohol counter- 

measures workshop /, 78-16042 


*Alcoholism — Study and teaching — United 
States. 
Alcohol and drug 
amendments of 1978 : 
company H.R. 10569., 


abuse education 
report to ac- 
78-16459 
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*Alcoholism and employment — United 
States. 
Employee Assistance programs, an alter- 
native to tragedy., 78-15946 
Proceedings of the 1976 conference 
“Employee assistance programs, an al- 
ternative to tragedy" /, 78-15946 


*Alalfa — Diseases and pests — United 
States. 
Standard tests to characterize pest re- 
sistance in alfalfa varieties /, 78- 
14794 


*Alien labor — United States. 

Manpower and immigration policies in 

the United States., 78-1612! 
*Alpine regions. 

Water-yield improvement from alpine 
areas : the status of our knowledge /, 
78-14652 

*Altimeter — Bibliography. 

Independent altitude monitor : a litera- 
ture search, analysis, and bibliography 
/, 78-15992 


Aluminum silicates — Statistics. 
Kyanite and related materials., 78- 
15578 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15578 


American Federation of Labor and 
Congress of Industrial Organizations. 
Railway Employees’ Dept. 

Supplemental report to the President by 
Emergency Board no. 187 : recon- 
vened November 19, 1975, to interpret 
a recommendation resulting from its 
investigation of a dispute between cer- 
tain carriers represented by the Na- 
tional Railway Labor Conference, and 
certain of their employees represented 
by the Railway Employees’ Depart- 
ment (AFL-CIO)., 78-15789 

American Folklife Center — Appropriations 
and expenditures. 

An act to amend the American folklife 
preservation act to extend the 
authorizations of appropriations con- 
tained in such act., 78-16410 


Amending the American folklife preser- 
vation act to extend authorizations of 
appropriations : report to accompany 
H.R. 5981., 78-16346 

Extending authorizations of appropria- 
tions for the American Folklife Center 
at the Library of Congress : report to 
accompany H.R. 5981., 78-16420 

American Legion. 

National Convention of the American 
Legion, 78-16309 

Proceedings of the National Convention 
of the American Legion., 78-16309 

American Netional Standards Institute. 

Standards Committee on Standardization 
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in the Field of Library Work, 

Documentation, and Related Publishing 

Practices, Z39. 

American National Standards Committee 
Z39 : recommended future directions., 
78-16118 


*Anatomy, Human — Models. 
Performance evaluation of the NHTSA 
advanced “S" series 50th percentile 
anthropomorphic dummy /, 78-16048 


*Anemometer. 
Survey of anemometers /, 


*Animals. 
The benthic fauna and sediments of the 
nearshore zone off Panama City 
Beach, Florida /, 78-15095 


Protecting America’s animal health., 
78-14820 


*Animals, Food habits of. 
The influence of supplemental feed on 
food habits of tamed deer /, 78- 
14691 


*Antibiotics in animal nutrition. 

Antibiotics in animal feeds : hearings be- 
fore the Subcommittee on Oversight 
and Investigations of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ... September 19 
and 23, 1977., 78-16242 

*Antifungal agents — Toxicology. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 


Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 


*Antimalarials — Toxicology. 
Bioassay of pyrimethamine for possible 
carcinogenicity., 78-15410 


Pyrimethamine., 78-15410 


* Antitrust law — United States. 
Antitrust review of nuclear power plants 
: recent developments /, 78-16145 


*Apartment houses — United States — Cost 
of operation. 

HUD needs to better assess financial 
soundness of multifamily residential 
projects before insuring them : report 
to the Congress /, 78-15344 


*Appalachian Trail. 

Appalachian Trail amendments : hearing 
before the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 2066 ... H.R. 8803 
... November 1, 1977., 78-16202 


*Appellate courts — United States. 
A proposal to divide the Fifth Circuit : 
hearings before the Subcommittee on 
Monopolies and Commercial Law of 


78-16020 
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the Committee on the Judiciary, House 

of Representatives, Ninety-fifth Con- 

gress, first session ... September 21, 

27, and October 19, 1977., 78-16262 
*Apprentices — United States. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
rigger., 78-15069 

The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronic technician (Communication)., 
78-15068 

*Aqueducts. 

Pressure tests in flood-control conduit, 
Melvern Dam, Kansas : final report /, 
78-15078 


Arbitration, Industrial — United States — 
Cases. 
Decisions and orders of the National 
Labor Relations Board., 78-15747, 
78-15748 


*Architectural drawing — United States. 
Presentation of building plans and 
specifications., 78-14781 


*Architectural models. 
A new method of building scale-model 
houses /, 78-14756 


*Architecture and climate. 
Collaboration of architect and behavioral 
scientist in research /, 78-15090 


*Architecture and the aged. 

Low rise housing for older people : 
behavioral criteria for design /, 78- 
15446 

*Architecture and the physically 
handicapped — Law and legislation — 

United States. 

A survey of State laws to remove bar- 
riers., 78-15823 


*Architecture and the physically 

handicapped — United States. 
People are asking about displaying the 

symbol access., 78-15822 


Armstrong, Anne Legendre, 

Providing for the appointment of Anne 
Legendre Armstrong as a citizen re- 
gent of the Board of Regents of the 
Smithsonian Institution : report to ac- 
company S.J. Res. 108., 78-16373 


* Artificial limbs. 
Program guide : selection and application 
of knee mechanisms., 78-16067 


Selection and application of knee 


mechanisms., 78-16067 
* Artificial satellites in navigation. 
Application of the Global Positioning 
System (GPS) to the Aerosat test and 
evaluation program /, 78-15996 
*Artillery, Field and mountain. 
Fire support in combined arms opera- 
tions., 78-15047 





*Asbestos — Thermodynamics. 
Thermodynamic data on the amphibole 
asbestos minerals amosite and 

crocidolite /, 78-15549 


*Asbestos fibers. 
Assessment of particle control technolo- 
gy for enclosed asbestos sources 
phase II /, 78-15262 


*Aspen — Utah. 


Summary of nutrient and biomass data 
from two aspen sites in western United 
States /, 78-14678 

*Aspen — Wyoming. 

Summary of nutrient and biomass data 
from two aspen sites in western United 
States /, 78-14678 


*Asphalt concrete. 
Study of nighttime pavement construc- 
tion practices - asphaltic concrete /, 
78-16016 


Association of South East Asian Nations. 
Association of South East Asian Nations 
(ASEAN)., 78-14934 


*Astronautics in meteorology. 
NOWCASTING experiment., 78-14916 


A report on the Chesapeake Bay region 
NOWCASTING experiment /, 78- 
14916 


Astronomy — Periodicals. 
Geophysics, astronomy, and space, 78- 
16116 


USSR and eastern Europe scientific ab- 
Stracts., 78-16116 


*Atmospheric turbulence. 

Flight assessment of an atmospheric tur- 
bulence measurement system with 
emphasis on long wavelengths /, 78- 
15753 


*Atomic energy industries. 

Atomic energy : reprocessing of special 
nuclear material : agreement between 
the United States of America and 
Japan, signed at Washington Sep- 
tember 12, 1977, with joint commu- 
nique., 78-15888 


Atomic energy industries — Security 
measures. 
Nuclear proliferation and safeguards., 
78-16152 


*Atomic energy research — Japan — 

International cooperation. 

Atomic energy : reprocessing of special 
nuclear material : agreement between 
the United States of America and 
Japan, signed at Washington Sep- 
tember 12, 1977, with joint commu- 
nique., 78-15888 


*Atomic energy research — United States — 
International cooperation. 
Atomic energy : reprocessing of special 
nuclear material : agreement between 
the United States of America and 
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Japan, signed at Washington Sep- 
tember 12, 1977, with joint commu- 
nique., 78-15888 


Atomic power. 
Nuclear proliferation and safeguards., 
78-16152 


*Atomic power — International control — 

Addresses, essays, lectures. 

U.S. nuclear cooperation policies : the 
following are texts of a speech by 
Fredrick Irving, Assistant Secretary for 
Oceans and International Environmen- 
tal Scientific Affairs, before the 1976 
Conference of the Atomic Industrial 
Forum on November 15, 1976, and 
President Ford’s statement of October 
28, 1976., 78-15844 


*Atomic power-plants. 
Radioactive materials 
nuclear power plants 
16133 


*Atomic power-plants — Accidents. 

Liquid pathway generic study : impacts 
of accidental radioactive releases to 
the hydrosphere from floating and 
land-based nuclear power plants., 78- 
16144 


*Atomic power-plants — Environmental 
aspects — United States. 

Final environmental statement related to 
determination of the suitability of the 
Fort Calhoun site for eventual con- 
struction of the Fort Calhoun Station 
Unit No. 2 : Omaha Public Power Dis- 
trict : Docket no. 50-548., 78-16143 


Staff report on the environmental qualifi- 
cation of safety-related electrical 
equipment., 78-16138 


*Atomic power-plants — Equipment and 
supplies. 
Staff report on the environmental qualifi- 
cation of safety-related electrical 
equipment., 78-16138 


*Atomic power-plants — Licenses — United 
States. 
Conditions and limitations on the general 
license provisions of 10 CFR 150.20 : 
rules and regulations., 78-16142 


*Atomic power-plants — Safety measures. 
Staff report on the environmental qualifi- 
cation of safety-related electrical 
equipment., 78-16138 


*Atomic power-plants — United States. 
Antitrust review of nuclear power plants 
: recent developments /, 78-16145 


*Atomic power-plants — Virginia. 

North Anna nuclear power station : hear- 
ing before the Subcommittee on 
Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session, October 13, 1977., 
78-16275 


released from 
(1976), 78- 
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*Atomic warfare — Safety measures. 
NBC warfare defense ashore., 78-15123 


Atomic weapons and disarmament. 

Nuclear proliferation and safeguards., 

78-16152 
*Auditory perception. 

Human response to sound : the calcula- 
tion of perceived level, PLdB 
(noisiness or loudness) directly from 
physical measures /, 78-15979 


Austin, John Paul, 

Providing for the reappointment of John 
Paul Austin as a citizen regent of the 
Board of Regents of the Smithsonian 
Institution : report to accompany S.J. 
Res. 107., 78-16372 


*Automobile drivers, Physically 
handicapped. 
Impact study on driving by special popu- 
lations /, 78-16052 
*Automobile driving. 
Impact study on driving by special popu- 
lations /, 78-16052 
*Automobile parking — United States. 
Emergency commuter parking manage- 
ment and carpooling incentives., 78- 
15315 


Proposed energy conservation contingen- 
cy plan : emergency commuter parking 
management and carpooling incentives 
: authorities, need, rationale, opera- 
tion., 78-15315 

*Automobiles — Crashworthiness. 

Classification of automobile frontal stiff- 
ness/crashworthiness by impact testing 
/, 78-16051 


Crashworthiness of the subcompact vehi- 
cle /, 78-16046 


*Automobiles — Environmental aspects — 

California — Los Angeles. 

Regional management of automotive 
emissions : the effectiveness of alterna- 
tive policies for Los Angeles., 78- 
15279 


*Automobiles — Fuel consumption. 
Advanced fuel metering demonstration /, 
78-15230 


Fuel consumption, emissions, and power 
characteristics of the 1975 Datsun 
119-CID automotive engine : experi- 
mental data /, 78-15930 

*Automobiles — Fuel consumption — 

Statistical methods. 

Uncertainties in 
average fuel economy : 
evaluation /, 78-15934 

*Automobiles — Fuel consumption — 

Tables, calculations, etc. 

1978 California gas mileage guide., 78- 
15250 


1978 gas mileage guide., 


estimates of fleet 
a statistical 


78-15251 
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*Automobiles — Motors — Exhaust gas. 

Advanced fuel metering demonstration /, 
78-15230 

Fuel consumption, emissions, and power 
characteristics of the 1975 Datsun 
119-CID automotive engine : experi- 
mental data /, 78-15930 

Mobile 
document., 


source emission factors : final 


78-15235 


Mobile source emission factors (for low- 
altitude areas only) : final document., 
78-15236 

Motor vehicle emissions control /, 78- 
15238 


Regional management of automotive 
emissions : the effectiveness of alterna- 
tive policies for Los Angeles., 78- 
15279 

*Automobiles — Parts. 

Improvements needed in the manage- 
ment of supplying and distributing 
vehicle parts : report /, 78-15361 

*Automobiles — Safety appliances. 

Research safety vehicle : phase 2 /, 78- 

16061 


*Automobiles — Technological innovations. 
Computer-based resource accounting 
model for automobile technology im- 
pact assessment /, 78-15929 
*Automobiles — Transmission devices. 
Automobile drivelines /, 78-15935 


*Automobiles — Virbration — 

Measurement. 

Experimental designs and psychometric 
techniques for the study of ride quality 
/, 78-15933 

*Automobiles, Electric. 

The advisability of regulating electric 
vehicles for energy conservation /, 
78-15928 

*Automobiles, Government — United States. 

Improvements needed in the manage- 
ment of supplying and distributing 
vehicle parts : report /, 78-15361 

*Automobiles for the phycially handicapped. 

Add-on automotive adaptive equipment 

for passenger automobiles., 78-16068 


Program guide : Prosthetic and Sensory 
Aids Service add-on automotive 
adaptive equipment for passenger au- 
tomobiles., 78-16068 

*Automotive engineering research. 

Research safety vehicle : phase 2 /, 78- 

16061 


*Avalanches — Colorado. 
An acoustic emissions monitoring system 
for avalanche snowpacks /, 78-14705 
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*Baitfish — Pacific Ocean. 

Collection of tuna baitfish papers /, 78- 

14909 
*Baking — Vocational guidance. 

Apparel, baking, laundry and dry clean- 
ing, and textile mill products indus- 
tries., 78-15719 

*Bank deposits. 

Amendments to 

15331 


Interest on deposits : amendments to 
regulation Q., 78-15330 


Rules regarding delegation of authority : 
amendments., 78-15334 


Supplement to regulation Q : as amended 
effective December 4, 1975., 78- 
15332 


*Bank investments — United States. 
Questions and answers illustrating appli- 
cations of regulation U : credit by 
banks for the purpose of purchasing or 
carrying margin stocks., 78-15327 


*Bank loans — United States. 
Home mortgage disclosure : regulation C 
(12 CFR 203), effective June 28, 
1976., 78-15328 


*Bankruptcy — United States. 

Bankruptcy reform act of 1978 : hearings 
before the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 2266 and H.R. 
8200, November 28, 29, and 
December 1, 1977., 78-16264 


*Banks and banking — Vocational guidance. 
Banking and insurance occupations., 
78-15688 


*Banks and banking, Cooperative — Law 
and legislation — United States. 
National consumer cooperative bank act 
: report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 
2777 together with additional views., 
78-16453 
Basalt — Hawaii — Alae Lava Lake. 
Cooling and vesiculation of Alae Lava 
Lake, Hawaii /, 78-15537 
*Beach erosion — Michigan, Lake. 
Coastal changes, eastern Lake Michigan, 
1970-1973 /, 78-15103 
*Beaches — Michigan, Lake. 
Coastal changes, eastern Lake Michigan, 
1970-1973 /, 78-15103 
*Bees — Diseases — United States. 
Nosema disease : its control in honey bee 
colonies /, 78-14550 


regulation Q., 78- 
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Behaviorism (Psychology) — Periodicals. 

Biomedical and behavioral sciences, 78- 
16114 

USSR and Eastern Europe scientific ab- 
stracts., 78-16114 

*Beltzville Dam, Pa. 

Reaeration tests, outlet works Beltzville 
Dam, Pohopoco Creek, Pennsylvania : 
final report /, 78-15074 

*Benthos. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 


Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 
*Benthos — Florida — Panama City Beach. 
The benthic fauna and sediments of the 
nearshore zone off Panama City 
Beach, Florida /, 78-15095 
*Bighorn National Forest, Wyo. 
Cloud Peak Wilderness, Bighorn Na- 
tional Forest, Wyoming., 78-14593 


A proposal : Cloud Peak Wilderness, 
Bighorn National Forest, Wyoming : 
beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 
man himself is a visitor who does not 
remain., 78-14593 


*Billboards — United States. 
Obstacles to billboard removal : report to 
the Congress /, 78-15339 


*Bills, Legislative — United States. 
Providing for the consideration of H.R. 1 
: report to accompany H. Res. 1128., 
78-16368 


Providing for the consideration of H.R. 
39 : report to accompany H. Res. 
1186., 78-16399 


Providing for the consideration of H.R. 
3787 : report to accompany H. Res. 
1126., 78-16364 


Providing for the consideration of H.R. 
7814 : report to accompany H. Res. 
1165., 78-16386 


Providing for the consideration of H.R. 
8099 : report to accompany H. Res. 
1187., 78-16400 


Providing for the consideration of H.R. 
8494 : report to accompany H. Res. 
1139., 78-16370 


Providing for the consideration of H.R. 
9400 : report to accompany H. Res. 
1150., 78-16383 


Providing for the consideration of H.R. 
10392 : report to accompany H. Res. 
1173., 78-16389 

Providing for the consideration of H.R. 


10729 : report to accompany H. Res. 
1190., 78-16401 





Providing for the consideration of H.R. 
10899 : report to accompany H. Res. 


1114., 78-16359 


Providing for the consideration of H.R. 
11003 : report to accompany H. Res. 


1127., 78-16365 


Providing for the consideration of H.R. 
: report to accompany H. Res. 


11291 


1118., 78-16362 


Providing for the consideration of H.R. 


11302 : report to accompany H. Res. 
1112., 78-16357 
Providing for the consideration of H.R. 


11401 : report to accompany H. Res. 
1143., 78-16378 


Providing for the consideration of H.R. 
11504 : report to accompany H. Res. 


1140., 78-16375 


Providing for the consideration of H.R. 
11662 : report to accompany H. Res. 


1113., 78-16358 


Providing for the consideration of H.R. 
11686 : report to accompany H. Res. 


1174., 78-16390 


Providing for the consideration of H.R. 
11832 : report to accompany H. Res. 


1144., 78-16379 


Providing for the consideration of H.R. 
11877 : report to accompany H. Res. 


1145., 78-16380 
Providing for the consideration of H.R. 


11983 : report to accompany H. Res. 


1172., 78-16388 


Providing for the consideration of H.R. 


12050 : report to accompany H. Res. 
1178., 78-16394 


Providing for the consideration of H.R. 
12157 : report to accompany H. Res. 
1168., 78-16387 


Providing for the consideration of H.R. 
12222 : report to accompany H. Res. 
1164., 78-16385 


Providing for the consideration of H.R. 
12481 : report to accompany H. Res. 
1191., 78-16402 


Providing for the consideration of H.R. 
12641 : report to accompany H. Res. 
1176., 78-16392 


Waiving points of order against the con- 
ference report on H.R. 6782 : report 
to accompany H. Res. 1121., 78- 
16363 


Waiving points of order against the con- 
ference report on H.R. 6782 : report 
to accompany H. Res. 1162., 78- 
16384 


*Biological assay. 
Field life of Orthene, Sevin-4-oil, and 


Dylox 1.5 bioassay with Douglas-fir 
tussock moth larvae /, 78-14686 
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*Biological warfare. 

International negotiations on the biologi- 
cal-weapons and toxin convention /, 
78-14838 

*Biological warfare — Safety measures. 

NBC warfare defense ashore., 78-15123 


*Birch. 

Sugar maple and yellow birch seedling 
growth after simulated browsing /, 
78-14636 

*Birch — Diseases and pests — United 

States. 

How to identify gnomonia and diaporthe 
cankers and shoot blight diseases of 
yellow birch /, 78-14734 

*Birds — Tahoe, Lake, Calif. and Nev. 

Birds of the Lake Tahoe Basin., 78- 

14607 


*Birds — United States — Identification. 
Cavity-nesting birds of North American 
forests /, 78-14568 
*Birds — United States — Pictorial works. 


Cavity-nesting birds of North American 
forests /, 78-14568 


Bituminous coal — Statistics. 


Coal: bituminous and lignite., 78-15569 


Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15569 
*Black spruce. 
Air temperature and wind profiles in an 
Alaskan lowland black spruce stand /, 
78-14683 


Blenniidae. 

Five new species and a new genus of In- 
dian Ocean blenniid fishes, tribe 
Salariini, with a key to genera of the 
tribe /, 78-15906 

Blind, Books for the — Bibliography — 

Catalogs. 

For younger readers; braille and talking 
books., 78-15745 


Blind, Books for the — Periodicals. 
The new braille musician., 78-15744 


Blind, Periodicals for the — Periodicals. 
The new braille musician., 78-15744 


*Blister rust. 
Changes in ribonuclease activity resulting 
from stem infections of western white 
pine by blister rust /, 78-14676 


Blood cholesterol — United States — 
Statistics. 
Total serum cholesterol level of adults, 
18-74 : United States, 1971-1974 /, 
78-15435 


*Boats and boating — Safety measures. 
Level flotation education requirements : 
people and label experiments /, 78- 
16028 


Boerhavia. 
Studies in the genus 
(Nyctaginaceae) 1-5 /, 


Boerhavia_ L. 
78-15910 
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*Boiling water reactors. 

Reactor containment analysis for BWR 
suppression systems quarterly 
progress report, January 5, 1976 - 
March 31, 1976/, 78-16125 

*Boiling water reactors — Accidents. 

Suppression pool dynamics : annual re- 
port July 1, 1976-June 30, 1977 /, 78- 
16129 

*Boiling water reactors — Cooling. 

Suppression pool dynamics : annual re- 
port July 1, 1976-June 30, 1977 /, 78- 
16129 


*Boll-weevil — Control — Mississippi. 
Effects of chemosterilant fumigation on 
the mortality and sterility of boll 
weevils /, 78-14800 


Boll weevil — Control — Tennessee — 

Congresses. 

Boll weevil suppression, management, 
and elimination technology 
proceedings of a conference, February 
13-15, 1974, Memphis, Tennessee., 
78-14798 


*Borers (Insects) 
The old house borer., 
*Boring. 
Longer-than-seam-height drill 
ment program /, 78-15554 


Transducer preparation gage assembly of 
the Bureau of Mines three-component 
borehole deformation gage /, 78- 
15561 


*Boundaries, State — Maps. 
[Directory of judicial, Congressional and 
county boundaries]., 78-15675 


*Boundary layer. 

F-8 supercritical wing flight pressure, 
boundary-layer, and wake measure- 
ments and comparisons with wind tun- 
nel data /, 78-15765 


*Brain — Tumors — Congresses. 
Modern concepts in brain tumor therapy 
: laboratory and clinical investigations : 
a conference held in Atlanta, Georgia, 
February 26-28, 1976., 78-15412 


*Bridges — United States. 
Bridges over navigable waters of the 
United States., 78-16021 


*Bridges, Arched — Design and 
construction. 
Arch bridges /, 78-15941 


*Broadcasting — Social aspects. 
The media in a disaster /, 78-15442 


*Buckling (Mechanics) 

Coal mine floor heave in the Beckley 

coalbed, an analysis /, 78-15555 
*Budget — United States. 

An act to rescind certain budget authori- 
ty contained in the message of the Pre- 
sident of January 27, 1978 (H. Doc. 
95-285), transmitted pursuant to the 


78-14549 


develop- 
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Impoundment control act of 1974., 
78-16405 


Budget revisions : communication from 
the Acting Director, Office of Manage- 
ment and Budget, Executive Office of 
the President ..., 78-16335 

Consistent and uniform treatment of in- 
flation needed in program cost esti- 
mates provided to the Congress : Re- 
port to the Congress /, 78-15364 

rescissions and 

78-16317, 

78-16332, 


Cumulative 
deferrals., 
78-16319, 
78-16333 

Cumulative report on 
deferrals of budget 
16327, 78-16328 

Deferrals : message from the President of 
the United States ..., 78-16334 


Excerpts from the budget of the United 
States Government for the fiscal year 
ending September 30, 1979., 78- 
15840 


The Federal budget for 1979 : hearings 
before the Committee on Appropria- 
tions, House of Representatives, 
Ninety-fifth Congress, second session., 
78-16172 


First concurrent resolution on_ the 
budget, fiscal year 1979 : conference 
report to accompany S. Con. Res. 80., 
78-16467 

Fiscal year 1979 budget review : hearings 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-16276 

March 15th report of the Committee on 
Ways and Means to the House Budget 
Committee on the budget., 78-16302 

: what 

an in- 


report on 
78-16314, 
78-16323, 


rescissions and 
authority., 78- 


The proposed fiscal 1979 budget 
it means for older Americans : 
formation paper /, 78-16160 


Public debt and the budget : hearings be- 
fore the Sucommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
sesssion, January 30 and February 6, 
1978., 78-16212 


Review of deferrals communication 
from the Comptroller General of the 
United States 78-16336, 78- 
16338 


Supplemental appropriations and budget 
amendments : communication from the 
President of the United States ..., 78- 
16337 


Supplemental appropriations, budget 
amendments and request for advance 
appropriations : communication from 
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the President of the United States ..., 
78-16339 


Views and estimates of standing commit- 
tees of the House, Joint Committee on 
Internal Revenue Taxation, and Joint 
Economic Committee, together with 
separate, minority, additional, dissent- 
ing, and supplemental views, on the 
Congressional budget., 78-16191 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 6782 : report to ac- 
company S. Res. 443., 78-16448 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3075 : report to ac- 
company S. Res. 453., 78-16474 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3076 : report to ac- 
company S. Res. 455., 78-16475 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 312 : report to accom- 
pany S. Res. 460., 78-16476 


*Building. 

Preliminary design and _ construction 
guidelines for vertical construction in 
desert and tropical theaters of opera- 
tions /, 78-15107 


*Building — Alaska — Cold weather 
conditions. 
Mid-winter 

membrane 
15089 

*Building laws — Mississippi. 

Wood moisture and decay problems in 
recently constructed, single-family 
houses /, 78-14721 


*Building laws — United States. 
A survey of State laws to remove bar- 
riers., 78-15823 
*Burglary protection — Equipment and 
supplies — Bibliography. 
Residential security : you can't solve re- 
sidential security problems with a 
padlock and shotgun., 78-15447 


You can't solve residential security 
problems with a padlock and a shot- 
gun., 78-15447 


*Business — Bibliography. 
Business and business management., 
78-15368 


Business cycles. 
An analysis of the cyclical dynamics of 
industrialized countries /, 78-15827 


*Business enterprises — Taxation — 
Michigan. 
The Michigan single business tax : a dif- 
ferent approach to State business taxa- 
tion., 78-16090 


installation of protected 
roofs in Alaska /, 78- 
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*Business enterprises — United States. 
Competition review act : hearings before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, second session ... January 24 
and 25, 1978., 78-16294 
*Business enterprises, Foreign — United 
States. 
Foreign activites of national banks 
amendments to regulation M., 78- 
15329 


Cc 


*Callus (Botany) 
Callus proliferation and differentiation of 
Ribes spp. in vitro /, 78-14674 


Camp sites, facilities, etc. — United States. 
Camping in the national park system., 
78-15611 
Camp sites, facilities, etc. — United States — 
Design and construction — Handbooks, 


manuals, etc. 
Guidelines for roadless area campsite 


spacing to minimize impact of human- 
related noises /, 78-14747 
*Camping. 
Woodsy Owl on camping., 78-14589 
*Canal Zone — Addresses, essays, lectures. 
The Panama Canal treaties : statement /, 
78-15855 
*Canals — California — Sacramento 
County. 
Interstate 5 and the Peripheral Canal in 


San Joaquin and Sacramento Counties, 
California : report /, 78-15342 


*Canals — California — San Joaquin 

County. 

Interstate 5 and the Peripheral Canal in 
San Joaquin and Sacramento Counties, 
California : report /, 78-15342 

*Cancer — Pacific area — Statistics — 

Congresses. 

Epidemiology and cancer registries in the 
Pacific Basin : a conference held in 
Maui, Hawaii, November 11-14, 1975., 
78-15413 

*Cancer — Study and teaching. 

Skin cancer education materials 

selected annotations., 78-15414 


Cancer — United States — Periodicals. 

National cancer program; report of the 
Director submitted to the President of 
the United States for transmittal to the 
Congress., 78-15416 

National cancer program; report of the 
National Cancer Advisory Board sub- 
mitted to the President of the United 


States for transmittal to the Congress 
of the United States., 78-15415 





*Cancer research. 
Current cancer research on clinical diag- 
nosis, prognosis and treatment of can- 
cers of the digestive tract., 78-15418 


Current cancer research on pathogenesis 
and biology of cancer of the lower 
respiratory tract., 78-15419 


Cancer research — United States — 

Periodicals. 

National cancer program; report of the 
Director submitted to the President of 
the United States for transmittal to the 
Congress., 78-15416 


National cancer program; report of the 
National Cancer Advisory Board sub- 
mitted to the President of the United 
States for transmittal to the Congress 
of the United States., 78-15415 


Report of the Division of Cancer Treat- 
ment, NCI., 78-15417 


*Canker (Plant disease) 
How to identify and control nectria 
canker of hardwoods /, 78-14737 
*Canning and preserving. 
Home canning : questions and answers /, 
78-14762 
*Canyons — Colorado. 
Gully development and control : the 
status of our knowledge /, 78-14655 


*Car pools — United States. 
Emergency commuter parking manage- 
ment and carpooling incentives., 78- 
15315 


Proposed energy conservation contingen- 
cy plan : emergency commuter parking 
management and carpooling incentives 
: authorities, need, rationale, opera- 
tion., 78-15315 


*Carbon, Activated. 
Carbon-in-pulp silver adsoption from 
cyanide leach slurries of a silver ore /, 
78-15551 


Carbon-black — Statistics. 
Carbon black., 78-15570 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15570 


*Carbon monoxide. 

Development of representative driving 
patterns at various average route 
speeds /, 78-15225 

*Carcinogens. 

Bioassay of chloropicrin for possible car- 
cinogenicity., 78-15408 

Bioassay of hexachloroethane for possi- 
ble carcinogenicity., 78-15409 

Bioassay of N,N’-dicyclohexylthiourea 
for possible carcinogenicity., 78- 
15407 

Bioassay of pyrimethamine for possible 
carcinogenicity., 78-15410 
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Bioassay of 2,4-diaminoanisole sulfate for 
possible carcinogenicity., 78-15411 


Bioassay of 2,4-dinitrotoluene for possi- 
ble carcinogenicity., 78-15406 
Bioassay of 4,4’-thiodianiline for possible 
carcinogenicity., 78-15405 
Hexachloroethane., 78-15409 
Pyrimethamine., 78-15410 


*Cardiovascular system — Diseases. 
The top ten clinical advances in car- 
diovascular-pulmonary medicine and 
surgery, 1945-1975 /, 78-15421 


Carlucci, Frank Charles, 1930- 

Nomination as Deputy Director of Cen- 
tral Intelligence of Ambassodor Frank 
C. Carlucci : report of the Select Com- 
mittee on Intelligence, United State 
Senate., 78-16086 

*Cartography — Automation. 

An automated procedure for slope map 
construction final report /, 78- 
15075 

*Cartography — Canada. 

Mapping, charting and geodesy : agree- 
ment between the United States of 
America and Canada, signed at Ottawa 
August 24, 1976., 78-15864 


*Cartography — United States. 

Mapping, charting and geodesy : agree- 
ment between the United States of 
America and Canada, signed at Ottawa 
August 24, 1976., 78-15864 

*Cash flow — Management. 

Cash and investment management of De- 
partment of Defense nonappropriated 
funds need to be improved : report of 
the Comptroller General of the United 
States., 78-15351 


Cassatt, Mary, 
Mary Cassatt : pastels and color prints., 
78-15911 


*Cattle — Louisiana — Feeding and feeds. 
Botanical composition of cattle diets on 
a southern pine-bluestem range /, 78- 
14727 


*Census — Maps. 
Mapping for censuses and surveys., 78- 
14852 


*Central business districts — United States. 

Revitalization of business districts : hear- 
ing before the Subcommittee on 
Capital, Investment, and Business Op- 
portunities of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session ... 
October 18, 1977., 78-16292 


*Centrifuges. 
Centrifuge model testing of soils : a 
literature review : final report /, 78- 
15079 
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*Ceramics. 

Applications of phase diagrams in metal- 
lurgy and ceramics : proceedings of a 
workshop held at the National Bureau 
of Standards, Gaithersburg, Maryland, 
January 10-12, 1977 /, 78-14873 

Cercopithecus mitis — Behavior. 

Socioecology of the blue monkeys 
(Cercopithecus mitis stuhlmanni) of 
the Kibale Forest, Uganda /, 78- 
15901 


*Cereal rusts. 

Estimated losses caused by rust in small 
grain cereals in the United States, 
1918-76 /, 78-14556 

*Channels (Hydraulic engineering) 

Design charts : vegetated channel trape- 

zoidal cross section., 78-14767 


*Char. 
Combustion of char from pyrolized wood 
waste /, 78-15305 
*Charge coupled devices. 
An evaluation of charged-coupled 
devices technology /, 78-16015 


*Chattahoochee River National Recreation 
Area, Ga. 
Chattahoochee River National Recrea- 
tion Area : report to accompany H.R. 
8336., 78-16458 


Chemical tests and reagents — Specifications 
— United States. 
Standard reference materials : guide to 
United States reference materials /, 
78-14868 


*Chemical warfare — Safety measures. 
NBC warfare defense ashore., 78-15123 
*Chemicals — Toxicology. 

Bioassay of N,N’-dicyclohexylthiourea 
for possible carcinogenicity., 78- 
15407 

Chemistry — Periodicals. 

Chemistry, 78-16115 


USSR and Eastern Europe scientific ab- 
Stracts., 78-16115 


*Chesapeake Bay — Climate. 
NOWCASTING experiment., 78-14916 


A report on the Chesapeake Bay region 
NOWCASTING experiment /, 78- 
14916 

*Chest — Wounds and injuries — 

Mathematical models. 

Computer simulation of human thoracic 
skeletal response /, 78-16045 

*Child abuse — Addresses, essays, lectures. 

Child abuse, neglect and the family 

within a cultural context., 78-15444 


*Children — Law — United States. 
Child nutrition amendments of 1978 : re- 
port to accompany S. 3085., 78- 
16470 
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*Children — Management. 

Raising children : a transcript of a com- 
munity service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 
78-15443 


*Children — United States — Nutrition. 
Child nutrition amendments of 1978 : re- 
port to accompany S. 3085., 78- 
16470 


Children’s literature — History and 
criticism — Bibliography. 
Children’s literature : a guide to 
reference sources : second supplement 
/, 78-15742 


*China — Foreign economic relations — 

United States. 

Export-Import Bank and trade with 
China : hearing before the Subcommit- 
tee on International Trade, Investment, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 8196 ... January 26, 1978., 
78-16186 


*China — Population. 
Republic of China., 78-14851 


Chi Cc ist Party. Politburo — 
Officials and employees — Posters. 
Politburo of the Chinese Communist 

Party., 78-15830 

*Chioropicrin — Toxicology. 

Bioassay of chloropicrin for possible car- 
cinogenicity., 78-15408 

*Christmas decorations. 

Christmas decorations made with plant 
materials., 78-14806 


Chromium — Statistics. 
Chromium., 78-15571 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15571 


*Chum salmon. 

A quantitative geomorphic approach to 
predicting productivity of pink and 
chum salmon streams in southeast 
Alaska /, 78-14646 


*Cigarette habit. 
The Smoking digest : progress report on 
a nation kicking the habit., 78-15404 


*Circuit courts — United States. 
[Directory of judicial, Congressional and 
county boundaries]., 78-15675 


*Citizenship — United States. 

Our Constitution and government : les- 
sons on the Constitution and govern- 
ment of the United States for use in 
the public schools by candidates for 
citizenship /, 78-15673 


*City managers — Vocational guidance. 
Lawyers, city managers, and _ social 
science occupations., 78-15709 





Page I-472 





Subject Index 


*City planning — United States. 

Revitalization of business districts : hear- 
ing before the Subcommittee on 
Capital, Investment, and Business Op- 
portunities of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, first session ... 
October 18, 1977., 78-16292 


*Civil procedure — United States. 
Preliminary draft of proposed amend- 
ments to the Federal rules of civil 
procedure., 78-15676 


*Civil rights. 

Country reports on human rights prac- 
tices : report /, 78-16255 

Human rights and United States foreign 
policy : a review of the Administra- 
tion’s record : hearing before the Sub- 
committee on International Organiza- 
tions of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 25, 1977., 78-16256 


A training guide for conducting civil 
rights compliance reviews and _ in- 
vestigations under Title VI Civil 
Rights Act of 1964 and Title IX Edu- 
cation Amendments of 1972 /, 78- 
16077 

*Civil rights — Addresses, essays, lectures. 

The diplomacy of human rights : the first 

year/, 78-15850 


Toward a peaceful coexistence between 
human rights and foreign policy, 
cooperating with international or- 
ganizations : speech /, 78-15854 

*Civil rights — United States — 

Bibliography. 

Civil rights and equal opportunity., 78- 
15372 

Civil service — United States. 

Civilian personnel law manual., 78- 

15366 
*Civil service — United States — 

Bibliography. 

Personnel policies and practices., 78- 
14952 

*Civil service pensions — United States. 

Restoration of survivor annuities for cer- 
tain widows and widowers : report to 
accompany H.R. 3755., 78-16473 

*Civil service positions — United States. 

Displaced employee program., 78- 
14948 

How to obtain Federal employment in 
NOAA., 78-14902 

Working for the USA., 78-14945 

*Civil service positions — United States — 

Classification. 

On how your GS job is classified., 78- 
14951 
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*Civil service retirement — United States. 

Special retirement policy for law en- 
forcement Officers and firefighters : 
hearings before the Subcommittee on 
Compensation Employee Benefits of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-16273 

*Clear-cutting — Idaho. 

Potential water yield response following 
clearcut harvesting on north and south 
slopes in northern Idaho /, 78-14631 

*Clerical occupations. 
Clerical occupations., 78-15686 
*Cleveland, Ohio — Officials and employees 

— Salaries, allowances, etc. 

Municipal government 
Cleveland, Ohio, 
15726 


wage survey, 
June 1976., 78- 


National climate act report of the 
Senate Committee on Commerce, 
Science, and Transportation, on H.R. 
6669 ..., 78-16428 

*Clothing trade — Vocational guidance. 

Apparel, baking, laundry and dry clean- 
ing, and textile mill products indus- 
tries., 78-15719 

*Clouds. 

An evaluation of cloud factors for esti- 
mating insolation over the ocean. /, 
78-14905 

*Coal. 

Implementing coal utilization provisions 
of Energy supply and environmental 
coordination act., 78-15308 

*Coal — Pipe lines — United States. 

Coal slurry pipelines., 78-16151 


A technology assessment of coal slurry 
pipelines., 78-16151 


Coal — United States — Storage. 
Analysis of a national coal reserve pro- 
gram., 78-15307 
*Coal — United States — Transportation. 
Water transportation requirements for 
coal movement in the 1980's /, 78- 
15926 


*Coal gasification. 
Development of a fast fluid bed gasifier : 
phase |, task 1., 78-15297 


Evaluation of background data relating 
to new source performance stndards 
for Lurgi gasification /, 78-15283 

Methanation activity of Raney nickel 
catalysts : effect of proportion of 
NiAl[SUB3] and Ni{SUB2]AI{[SUB3] 
in precursor alloys /, 78-15553 


Study of coal reactivities .../, 78-15298 





*Coal liquefaction. 
The relation of coal characteristics to 
liquefaction behavior., 78-15300 


*Coal miners — Diseases and hygiene — 
Miscellanea. 
Questions and answers about black lung 
program : Black lung benefits reform 
act of 1977., 78-15731 


*Coal mines and mining. 
Dry-process-sprayed coal mine sealants, 
an updated progress report /, 78- 
15550 


*Coal mines and mining — Dust control. 
Effect of water sprays for respirable dust 
suppression with a research continuous 
mining machine /, 78-15560 


*Coal mines and mining — Safety 
measurers. 

Effec of hydraulic stimulation on coal- 
bids and associated strata /, 78- 
13548 

*Coal mines and mining — Safety measures. 

Job safety analysis /, 78-15622 

*Coal mines and mining — Safety 
regulations — United States. 

Coal mine health and safety act of 1969 
(excluding title IV), 78-16199 


Oversight hearings on the Coal mine 
health and safety act of 1969 
(excluding title IV) : hearings before 
the Subcommittee on Labor Standards 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-16199 


*Coal mines and mining — United States. 
Economics of large-scale surface coal 
mining using simulation models /, 78- 
15292, 78-15293, 78-15294, 78- 
15295 


*Coal mines and mining — West Virginia. 
Coal mine floor heave in the Beckley 
coalbed, an analysis /, 78-15555 


*Coal mining machinery. 
Effect of water sprays for respirable dust 
suppression with a research continuous 
mining machine /, 78-15560 
*Coal trade — United States. 

Status of coal supply contracts for new 
electric generating units, 1976-1985 : 
staff report /, 78-15323 

Coal trade — United States — Statistics. 

Coke and coal chemicals., 78-15572 

Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15572 

*Coast — United States. 
Coastal flood hazards and the national 
flood insurance program /, 78-15450 
Coastwise shipping — Law and legislation — 
United States. 
Code of Federal regulations., 


78-15387 


78-15387 
Shipping, 
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*Coffee — Law and legislation. 

International Coffee Agreement, 1976, 
between the United States of America 
and other governments : approved by 
the International Coffee Council at 
London December 3, 1975., 78- 
15870 


*Coke industry — Environmental aspects. 
Study of coke-side coke-oven emissions : 
Great Lakes Carbon Corporation St. 
Louis, Missouri plant /, 78-15254 


Coke industry — United States — Statistics. 
Coke and coal chemicals., 78-15572 


Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15572 


*Coke-ovens. 
Cost of retrofitting coke oven particulate 
controls /, 78-15240 


Study of coke-side coke-oven emissions : 
Great Lakes Carbon Corporation St. 
Louis, Missouri plant /, 78-15254 


*Coke plants — Missouri — St. Louis. 
Study of coke-side coke-oven emissions : 
Great Lakes Carbon Corporation St. 
Louis, Missouri plant /, 78-15254 


Coleman, Lynn Rodgers, 

Lynn R. Coleman nomination : hearings 
before the Committec on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on the nomination of Lynn R. 
Coleman to be General Counsel of the 
Department of Energy, November 9 
and 30, 1977., 78-16208 


*Collective bargaining — Aeronautics — 
Law and legislation — United States. 
Interpretations issued by the National 

Mediation Board pursuant to section 5 
second, of the Railway labor act : July 
1, 1961-June 30, 1976,, 78-15787 


*Collective bargaining — Government 
employees — United States. 

Additional safeguards needed for Ten- 
nessee Valley Authority trades and 
labor employees to protect their in- 
terests in collective bargaining : report 
/, 78-15350 


Prison employee unionism : the impact 
on correctional administration and 
programs /, 78-15672 


*Collective bargaining — Railroads — Law 
and legislation — United States. 
Interpretations issued by the National 

Mediation Board pursuant to section 5 
second, of the Railway labor act : July 
1, 1961-June 30, 1976,, 78-15787 


*Collective bargaining — Railroads — 

United States. 

Supplemental report to the President by 
Emergency Board no. 187 recon- 
vened November 19, 1975, to interpret 
a recommendation resulting from its 
investigation of a dispute between cer- 
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tain carriers represented by the Na- 
tional Railway Labor Conference, and 
certain of their employees represented 
by the Railway Employees’ Depart- 
ment (AFL-CIO)., 78-15789 
*Collective labor agreements — Railroads — 

United States. 

Report to the President by Emergency 
Board no. 187 : appointed by Execu- 
tive order 11876, dated September 2, 
1975, pursuant to section 10 of the 
Railway labor act, as amended ..., 78- 
15788 


*Columbus Lock and Dam, Miss. 
Navigation conditions at Columbus Lock 
and Dam, Tombigbee River, Mississip- 
pi and Alabama : hydraulic model in- 
vestigation, final report /, 78-15073 


Combustion. 
Catalog of flammable products and igni- 
tion sources., 78-16093 


Development of potential uses for the 
residue from fluidized bed combustion 
processes., 78-15301 


Fire in your life : a catalog of flammable 
products & ignition sources., 78- 
16093 


*Combustion research. 
EPA's stationary source combustion con- 
trol technology program : FY 1976 /, 
78-15285 


*Commerce — Addresses, essays, lectures. 
Remarks by Howard F. Casey, Dupty 
Assistant Secretary of Commerce for 
Maritime Affairs, 32nd Mississippi Val- 
ley World Trade Conference, Fairmont 
Hotel, New Orleans, La., 10:15 A.M., 
Thusday, June 9, 1977., 78-14891 


*Commercial law — United States. 

Bankruptcy reform act of 1978 : hearings 
before the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 2266 and H.R. 
8200, November 28, 29, and 
December 1, 1977., 78-16264 


*Commercial products — Classification. 
Voluntary products standards : an index 
based on hazard category /, 78-15809 


*Commercial products — Safety measures. 
Voluntary products standards : an index 
based on hazard category /, 78-15809 


*Commercial products — United States — 
Classification. 
1977 industry and product classification 
manual., 78-14848 


*Communication and traffic — Employees. 
Communications - related occupations., 
78-15714 
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*Communications, Military — Ability 


Analysis aptitude test for selection of air- 
men for the radio communications 
analysis specialist course : develop- 
ment and validation /, 78-15213 


Communist countries — Periodicals. 
Translations from Kommunist., 78- 
16104 


Communist Party of the Soviet Union — 
Officials and employees — Posters. 
The USSR leadership, party and govern- 
ment., 78-15829 


*Community centers — Connecticut. 

Hearing on title V : multipurpose senior 
centers : hearing before the Subcom- 
mittee on Federal, State, and Commu- 
nity Services of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
December 5, 1977, Hartford, Conn., 
78-16162 


Multipurpose 
16162 


*Community development — Law and 
legislation — United States. 

Housing and community development 
amendments of 1978 : hearings before 
the Subcommittee on Housing and 
Community Development of the Com- 
mittee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session ..., 78-16187 


*Community development — United States. 
A new partnership to conserve America’s 
communities, March 1978 : a national 
urban policy., 78-15445 


*Competition. 

Competition review act : hearings before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, second session ... January 24 
and 25, 1978., 78-16294 


*Computer graphics. 

Advanced simulation in undergraduate 
pilot training : an overview : final re- 
port for period 15 March 1971 - July 
1975 /, 78-15140 


*Computer input-output equipment. 
Development of a plasma panel hard 
copy unit : final report for period 
February 1975 - November 1975 /, 
78-15152 
*Computer input-output equipment — 
Maintenance and repair — Study and 
teaching. 
Commander's manual : 34F digital sub- 
scriber terminal equipment repairman, 
[MOS 34F]., 78-15053 


Digital subscriber terminal equipment 
repairman, MOS 34F., 78-15053 


Senior Centers., 78- 
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*Computer input-output equipment — 
Testing — Programmed instruction. 
Computer drives tester training : final - 

training program for 24 June 1974 - 
23 September 1975 /, 78-15171 


Computer relay chassis tester training : 
final - training program for 28 June 
1974 - 23 September 1975 /, 78- 
15172 


Computers cards tester training : final - 
training program for 24 June 1974 - 
23 September 1975 /, 78-15173 
*Computer programs. 
Management of forests for timber and re- 
lated benefits (DYNAST-TM) /, 78- 
14666 


PREVIEW computer assistance for 
visual management of forested land- 
scapes /, 78-14640 


Program HTVOL : the determination of 
tree crown volume by layers /, 78- 
14639 


*Computer simulation. 

Computer image generation imagery im- 
provement : circles, contours, and tex- 
ture : final report for period June 1976 
- August 1977 /, 78-15212 


MOTHZV-2 : a computer simulation of 
Heliothis zea and Heliothis virescens 
population dynamics : users manual /, 
78-14799 


Solving wood chip transport problems 
with computer simulation /, 78-14635 


Computers — Access control — Passwords. 

Computer security and the data encryp- 
tion standard : proceedings of the Con- 
ference on Computer Security and the 
Data Encryption Standard held at the 
National Bureau of Standards in 
Gaithersburg, Maryland, on February 
15,1977 /, 78-14874 


*Computers — Testing. 
Evaluation of the Tesdata model 1155 
hardware monitor system /, 78-15978 
*Computers — Vocational guidance. 
Office machine and computer occupa- 
tions., 78-15687 


*Concrete — Expansion and contraction. 
Shrinkage-compensating cement for air- 
port pavement : Phase 1 /, 78-15972 
*Concrete — Testing. 
Durability and behavior of prestressed 
concrete beams., 78-15077 


*Condominium (Housing) — United States. 
Condominium homeownership opportu- 
nities could be increased : report to 
the Congress /, 78-15345 
Conference on International Economic 
Cooperation. 
CIEC’s role in the North-South dialogue 
: [statement] /, 78-15843 
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Conference on Security and Cooperation in 

Europe. 

Soviet and East European CSCE media 
coverage between the two Belgrade 
conferences., 78-15624 

*Conflict of interests (Public office) — 

United States. 

Matters relating to T. Bertram Lance : 
hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ...., 78-16226 


Coniferae. 
Handbook for predicting slash weight of 
western conifers /, 78-14745 


Coniferae — Diseases and pests — United 
States. 
Some reflections on biological studies of 
needle diseases /, 78-14694 


Conrail. 

Commuter railroad safety activities on 
Conrail’s lines in New York should be 
improved : report /, 78-15347 

*Conservation of natural resources — 

Vocational guidance. 

Environmental scientists and conserva- 
tion occupations., 78-15698 


*Construction equipment — Maintenance 
and repair — Handbooks, manuals, etc. 
Construction equipment repair super- 

visor, MOS 62B, skill level 4 : soldier's 
manual., 78-15046 


*Construction equipment — Maintenance 
and repair — Study and teaching. 
Construction equipment repairer, MOS 

62B commander's manual., 78- 
15045 


*Construction industry. 


Construction industries., 78-15725 


A guide to evaluating your firm’s injury 
and illness experience, 1976: construc- 
tion industries., 78-15725 

*Construction industry — United States — 


Statistics. 
Construction statistics., 78-14863 


Factfinder for the Nation : 
statistics, 78-14863 
*Construction industry — Vocational 
guidance. 
Construction occupations - structural., 
78-15694 


*Construction workers — United States. 

List of publications of interest to 
architects, builders, engineers and 
retail lumbermen., 78-14606 

*Construction workers — Vocational 
guidance. 

Construction occupations - structural., 
78-15694 


construction 





*Consumer cooperatives — Law and 

legislation — United States. 

National consumer cooperative bank act 
: report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 
2777 together with additional views., 
78-16453 


*Consumer education — Addresses, essays, 
lectures. 
Responding to consumer change /, 78- 
14562 


*Consumer education — United States. 

Consumer protection and education in 
energy conservation : hearings before 
the Subcommittee for Consumers of 
the Committee on Commerce, Science 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion... September 15 and 16, 1977., 
78-16192 


*Consumer protection — Law and 
legislation. 
The consumer deputy program., 78- 
16098 


*Consumer protection — Law and 
legislation — United States. 

The Consumer credit protection act 
amendments of 1977 : hearings before 
the Sudcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8753 ..., 78- 
16185 


*Consumer protection — United States — 
Addresses, essays, lectures. 
Responding to consumer change /, 78- 
14562 


*Consumers. 
Selected aspects of consumer behavior : 
a summary from the perspective of dif- 
ferent disciplines /, 78-15790 


*Consumers — Addresses, essays, lectures. 
Remarks of Otto J. Kirse, Assistant 
Managing Director for Consumer Af- 
fairs, before the International Trade 
Association, Dallas, Texas, March 9, 
1977., 78-15322 


Remarks of Otto J. Kirse, Assistant 
Managing Director for Consumer Af- 
fairs, before the Propeller Club of Gol- 
den Gate luncheon, San Francisco, 
California, February 23, 1977., 78- 
15321 


Container ships — United States. 
Inventory of American intermodal equip- 
ment., 78-14894 


Containerization. 
Inventory of American intermodal equip- 
ment., 78-14894 
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*Continental shelf — California. 

Surface currents as determined by drift 
card releases over the Continental 
Shelf off central and southern Califor- 
nia/, 78-14914 


*Continental shelf — New York (State) — 

Long Island. 

Geomorphology, shallow  subbottom 
structure and sediments of the Atlantic 
inner continental shelf off Long Island, 
New York /, 78-15100 


*Continental shelf — North Carolina — 
Cape Fear. 
Sand resources on the Inner Continental 
Shelf of the Cape Fear Region, North 
Carolina /, 78-15098 


Continental shelf — United States. 
Outer continental shelf lands act amend- 
ments of 1975 : hearings before the 
Ad Hoc Select Committee on Outer 
Continental Shelf, House of Represen- 
tatives, Ninety-fourth Congress, first 
session, on H.R. 6218 ...., 78-16272 


*Contours (Cartography) 
An automated procedure for slope map 
construction final report /, 78- 
15075 


*Contracts, Letting of — United States. 
Selection process used for first round of 
local public works program : adequate 
but some problems experienced : re- 
port of the Comptroller General of the 
United States., 78-15338 


*Copper. 
Recovery of copper from granulated 
blast furnace slag /, 78-15558 


*Core drilling. 

Transducer preparation gage assembly of 
the Bureau of Mines three-component 
borehole deformation gage /, 78- 
15561 


Corporation for Public Broadcasting. 
Briefing on the proposed Public broad- 
casting financing act of 1978 /, 78- 
16236 


*Corporations — United States — Corrupt 
practices — Addresses, essays, lectures. 
U.S. proposes system of disclosure in 

treaty on illicit payments : the United 
Nations Economic and Social Coun- 
cil’s Intergovernmental Working Group 
on Corrupt Practices held its first 
meeting at New York on November 15 
[1976] : following is a statement made 
at the meeting /, 78-15842 


Corporations, Nonprofit — Taxation. 
Study guide and audit technique 
guidelines : exempt organization train- 
ing program (examinations) no. 3152., 
78-15912 
*Correctional personnel — Handbooks, 


manuals, etc. 


Correctional specialist., 78-15055 
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CSP : correctional specialist, soldier’s 
manual, skill level 5., 78-15055 


*Correctional personnel — Study and 
teaching — Handbooks, manuals, etc. 
Correctional specialist : soldier's manual 

: skill level 1 & 2., 78-15054 


*Correlation (Statistics) 

The effects of guessing on parameters of 
item discriminatory power /, 78- 
14954 

*Cost accounting — Standards — 

Congresses. 

Transcript of proceedings, October 12- 
13, 1977., 78-16100 


*Cost and standard of living. 
The consumer price index 
1978., 78-15680 


*Cost control. 
Estimating the least cost combinaion of 
cable yarding and tractor skidding for 
a timber sale area /, 78-14706 


*Cost effectiveness. 
Effective allocation of cost-sharing funds 
for forestry : an example /, 78-14668 


*Costs (Law) — United States. 
Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2075., 78-16437 


Establishing fees and allowing per diem 
and mileage expenses for witnesses be- 
fore U.S. courts : report to accompany 
S. 2049., 78-16436 


Establishing fees for services performed 
by U.S. marshals : report to accom- 
pany S. 2016., 78-16435 


Marshals service fees, witness fees, and 
amendments to the Jury selection and 
service act : hearing before the Sub- 
committee on Improvements in Judi- 
cial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session ... 
September 26, 1977., 78-16265 


Cotton — Diseases and pests — 
Southwestern States. 
Temperature-dependent development 

rate tables for insects associated with 
cotton in the Southwest /, 78-14804 


*Cotton — Mississippi — Cleaning. 
Maximum loading of a lint cleaner for ef- 
ficient cleaning and optimum cotton 
quality /, 78-14573 


*Cotton gins and ginning. 
Source assessment : cotton gins /, 78- 
15271 


*Cotton trade — Law and legislation — 

Brazil. 

Trade in cotton textiles agreement 
between the United States of America 
and Brazil effected by exchange of 
notes signed at Brasilia April 22, 
1976., 78-15889 


revision, 
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*Cotton trade — Law and legislation — 

United States. 

Trade in cotton textiles agreement 
between the United States of America 
and Brazil effected by exchange of 
notes signed at Brasilia April 22, 
1976., 78-15889 

*Cottonwood — Diseases and pests — United 

States. 

Insects and diseases of cottonwood /, 
78-14757 


*Counseling — Vocational guidance. 
Counseling and related occupations., 
78-15710 


*Court rules — United States. 

Preliminary draft of proposed amend- 
ments to the Federal rules of civil 
procedure., 78-15676 

*Cow-peas — Grading. 

United States standards for grades of 
frozen field peas and frozen black-eye 
peas : effective May 24, 1976., 78- 
14811 


*Crash injuries — Mathematical models. 
PROMETHEUS 2 : a user oriented pro- 
gram for human crash dynamics /, 
78-16057 


User oriented program for human crash 
dynamics, PROMETHEUS 2., 78- 
16057 


*Credit. 

Questions and answers illustrating appli- 
cations of regulation U : credit by 
banks for the purpose of purchasing or 
carrying margin stocks., 78-15327 


*Cresol — Toxicology. 
Criteria for a recommended standard, 
occupational exposure to dinitro-ortho- 
cresol., 78-15441 


Occupational exposure to dinitro-ortho- 
cresol., 78-15441 


*Crime prevention — Citizen participation. 
Crime resistance : a way to protect your 
family against crime., 78-15665 


*Crime prevention — United States. 
Investigation and prosecution of or- 
ganized crime., 78-15661 


Rackets bureaus investigation and 
prosecution of organized crime: /, 78- 
15661 


*Crime prevention — United States — 
Citizen participation. 
Frauds and embezzlements : 
can help the FBI., 78-15666 


*Criminal courts — United States. 
Criminal courts : the defendant's per- 
spective /, 78-15671 
*Criminal investigation — India — 
International cooperation. 
Criminal _ investigation agreement 
between the United States of America 


how you 
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and India, signed at Washington Au- 
gust 19, 1977., 78-15886 


*Criminal investigation — Law and 
legislation — Sudan. 

Criminal investigations agreement 
between the United States of America 
and Sudan signed at Washington Sep- 
tember 23, 1977., 78-15884 


*Criminal investigation — Law and 
legislation — United States. 

Criminal investigations agreement 
between the United States of America 
and Sudan signed at Washington Sep- 
tember 23, 1977., 78-15884 


*Criminal investigation — Pakistan — 

International cooperation. 

Criminal investigations agreement 
between the United States of America 
and Pakistan, signed at Washington 
September 9, 1977., 78-15885 


*Criminal investigation — 

International cooperation. 

Criminal _ investigation agreement 
between the United States of America 
and India, signed at Washington Au- 
gust 19, 1977., 78-15886 

Criminal investigations : agreement 
between the United States of America 
and Pakistan, signed at Washington 
September 9, 1977., 78-15885 

*Criminal justice, Administration of — 

Research — United States. 

Research highlights., 78-15667 


*Criminal justice, Administration of — 
United States. 
Criminal courts : the defendant's per- 
spective /, 78-15671 


The Diversion act of 1978 : report to ac- 
company S. 1819., 78-16434 


The serious juvenile offender 
proceedings of a National Symposium 
held in Minneapolis, Minnesota on 
September 19 and 20, 1977., 78- 
15654 


*Criminal justice, Administration of — 

United States — Dictionaries. 

National criminal justice thesaurus 
descriptors for indexing law enforce- 
ment and criminal justice information., 
78-15659 


*Criminal justice, Administration of — 
United States — Societies, etc. — 
Directories. 
Directory of law 

criminal justice associations 
research centers., 78-14872 

*Criminal procedure — United States. 

The presentence investigation report., 
78-15677 


Presentence report handbook /, 78- 
15660 


and 
and 


enforcement 
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United States marshals’ transportation 
expenses act : report to accompany S. 
2411., 78-16440 


*Crisis intervention (Psychiatry) — 
Pennsylvania — Montgomery County. 
Exemplary project: Montgomery County 

Emergency Service., 78-15664 


Montgomery County Emergency Service 
: Norristown, Pennsylvania /, 78- 
15664 

*Crop zones — United States. 

Large Area Crop Inventory Experiment 
(LACIE) : user requirements /, 78- 
14777 

*Crowns. 

The Holy Crown of St. Stephen and 
United States-Hungarian relations 
hearing before the Subcommittee on 
Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, November 9, 
1977., 78-16251 


Crustacea — Classification. 

Further observations on Oratosquilla, 
with accounts of two new genera and 
nine new species (Crustacea: Sto- 
matopoda: Squillidae) /, 78-15908 

Notes on some species of the Falcatus 
group of Gonodactylus (Crustacea, 
Stomatopoda, Gonodactylidae) /, 78- 
15903 

Crustacea — Indian Ocean. 

New and rare stomatopod Crustacea 
from the Indo-West-Pacific region /, 
78-15905 


Crustacea — Pacific Ocean. 

New and rare stomatopod Crustacea 
from the Indo-West-Pacific region /, 
78-15905 

*Cyanide process. 

Carbon-in-pulp silver adsoption from 
cyanide leach slurries of a silver ore /, 
78-15551 


Processing gold ores using heap leach- 
carbon adsorption methods /, 78- 
15565 

*Cybernetics. 

Management of forests for timber and re- 
lated benefits (DYNAST-TM) /, 78- 
14666 


D 


Dahigren Laboratory — History. 
Dahigren /, 78-15112 
*Dairying — Maryland. 
Dairying today., 78-14574 
*Dam safety — Law and legislation — 
United States. 
Dam safety amendments : report to ac- 
company S. 2444., 78-16462 





State dam safety and inspection act : re- 
port to accompany S. 2437., 78- 
16463 

*Dams. 

Reservoirs and induced seismicity at 
Corps of Engineers projects final re- 
port /, 78-15083 


*Dams — Illinois — Alton. 

Replacement of locks and dam 26 at 
Alton, Ill. : hearings before the Sub- 
committee on Water Resources of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 14, 15, and 16, 1977., 78- 
16278 


*Data base management. 


Central flow control software systems 
analysis /, 78-16003 


Farmers Home Administration needs to 
better plan, direct, develop, and con- 
trol its computer-based unified 
management information system : re- 
port /, 78-15343 

*Data base management — Congresses. 

Management of data elements in infor- 
mation processing; proceedings of the 
third national symposium, held at NBS 
on 1977 September 28-30 : final /, 
78-14885 


*Data structures (Computer sciences) — 
Dictionaries. 
Data element dictionary., 78-15018 


Defense integrated data system (DIDS) 
data element dictionary., 78-15018 


*Data transmission systems. 
Controller/computer interface with an 
air-ground data link /, 78-15985 


Fiber optic communications link per- 
formance in EMP and intense light 
transient environments /, 78-15108 


VHF data link communication charac- 
teristics /, 78-16006 


*Datsun automobile. 

Fuel consumption, emissions, and power 
characteristics of the 1975 Datsun 
119-CID automotive engine : experi- 
mental data /, 78-15930 


*Dead — Indentification. 
Indentification of deceased personnel., 
78-15052 


*Debtor and creditor — United States. 
Nonreal estate farm debt, 1975., 78- 
15306 


*Debts, Public — United States. 

Public debt and the budget : hearings be- 
fore the Sucommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
sesssion, January 30 and February 6, 
1978., 78-16212 





August 1978 


Public debt limitation and the off- budget 
status of the Federal Financing Bank : 
hearing before the Committee on 
Ways arid Means, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ... February 27, 1978., 78- 
16305 

*Democracy — Addresses, essays, lectures. 

Common challenges of democracies 
President Carter before the Indian Par- 
liament January 2, 1978, New Dehii., 
78-15849 


*Dental care — United States. 
The dental implications of epilepsy., 
78-15433 


*Deoxyribonucleic acid. 

Science policy implications of DNA 
recombinant molecular research : re- 
port /, 78-16288 

*Deserts. 

Preliminary design and _ construction 
guidelines for vertical construction in 
desert and tropical theaters of opera- 
tions /, 78-15107 


*Design, Decorative — Vocational guidance. 
Design occupations., 78-15713 


*Design, Industrial — Vocational guidance. 
Design occupations., 78-15713 


*Desulphuration. 
Studies in support of recirculating bed 
reactors for the processing of coal /, 
78-15299 


*Detente. 

Detente and a new American Adminis- 
tration : a report to the Committee on 
Foreign Relations, United States 
Senate /, 78-16217 


*Detente — Addresses, essays, lectu: 
CSCE and detente : Speech /, 75-! 5.51 


*Devils Postpile National Monument, Calif. 
Devils Postpile National Monument, 
California., 78-15610 


Diatomaceous earth — Statistics. 
Diatomite., 78-15574 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15574 


*Diesel fuels. 

Proposed gasoline and diesel fuel ration- 
ing contingency plan : contingency ra- 
tioning regulations /, 78-15317 

*Digestive organs — Cancer. 

Current cancer research on clinical diag- 
nosis, prognosis and treatment of can- 
cers of the digestive tract., 78-15418 


*Digital-to-analog converters. 
Test and evaluation of the radar 
processing subsystem of the all digital 
tracking level system /, 78-16014 


*Diplomacy — Addresses, essays, lectures. 
The diplomacy of human rights : the first 
year /, 78-15850 
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*Diplomatic and consular service — 
Handbooks, manuals, etc. 
Foreign Service Institute : handbook., 
78-15859 


Disabled American Veterans. 
Disabled American Veterans National 
Convention., 78-16320 


National report - Disabled American 
Veterans., 78-16308, 78-16320 


National report, Disabled American 
Veterans, 78-16308, 78-16320 


*Disarmament — Addresses, essays, 

lectures. 

Press conference : major topics, arms 
control, SALT, Middle East, human 
rights, South Africa, China /, 78- 
15857 


*Disaster relief — Guatemala. 

Municipal earthquake recovery : agree- 
ment between the United States of 
America and Guatemala signed at Gu- 
atemala September 20, 1976., 78- 
15878 


*Disaster relief — United States. 
Amending Public Law 95-18, providing 
for emergency drought relief measures 
: report to accompany H.R. 10532., 
78-16341 


Joint resolution making an urgent supple- 
mental appropriation for disaster relief 
for the fiscal year ending September 
30, 1978., 78-16406 

*Disasters — Psychological aspects. 
The media in a disaster /, 78-15442 
*Discrimination in employment — Law and 
legislation — United States. 

An act to amend the Age discrimination 
in employment act of 1967 to extend 
the age group of employees who are 
protected by the provisions of such 
act, and for other purposes., 78- 
16407 


A guide to OMBE., 78-14839 


Opportunity : a guide to OMBE., 78- 


14839 
*Discrimination in employment — United 

States. 

Age discrimination in Federally-assisted 
programs : hearing before the United 
States Commission on Civil Rights : 
hearing held in Miami, Florida, August 
22-23, 1977., 78-14941 


*Discrimination in employment — United 
States — Bibliography. 
Civil rights and equal opportunity., 78- 
15372 


*Diseases — Causes and theories of 
causation — C ongresses. 

Proceedings of the Yale Conference on 
Behavioral Medicine, February 4-6, 
1977, New Haven, Connecticut /, 78- 
15420 
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*Disel locomatives — Fuel consumption — 

Data processing. 

Assessment of railroad fuel use and emis- 
sions for the regional air pollution 
study /, 78-15243 

*Disel motor exhaust gas — Analysis. 

Assessment of railroad fuel use and emis- 
sions for the regional air pollution 
study /, 78-15243 

*Dispersion. 

Shear dispersion in time varying flows /, 

78-14907 
*District of Columbia — Appropriations and 
expenditures. 

Making appropriations for the govern- 
ment of the District of Columbia : con- 
ference report to accompany H.R. 
9005., 78-16393 


Doane College — Administration. 
A study of selected developing colleges 
and universities /, 78-15392 


*Documents, Printing of. 

Authorizing the printing of additional co- 
pies of part 1 of the report entitled 
“Developments in aging, 1977” : re- 
port to accompany S. Res. 434., 78- 
16444 


Authorizing the printing of the commit- 
tee print entitled “Voting rights in 
major corporations” as a Senate docu- 
ment : report to accompany S. Res. 
421., 78-16432 


Authorizing the printing of the report en- 
titled “Progress in the prevention and 
control of air pollution in 1977” as a 
Senate document : report to accom- 
pany S. Res. 435., 78-16445 


Authorizing the printing of the report en- 
titled “Special bridge replacement pro- 
gram, seventh annual report to Con- 
ress” as a Senate document : report to 
accompany S. Res. 436., 78-16446 


*Domestic animals — Prices — United 

States. 

Farm price problems affecting wheat and 
livestock producers : hearing before 
the Subcommittee on Livestock and 
Grains of the Committee on Agricul- 
ture, House of Representatives, 
Ninety-fifth Congress, first session, 
December 10, 1977, Pullman, Wash., 
78-16165 


*Domestic animals — The West. 
Draft report on predatory damage 
management in the West., 78-15615 
Report on predator damage management 
in the West., 78-15615 
*Domestic animals — United States — 
Addresses, essays, lectures. 
Livestock research for the future /, 78- 
14793 
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*Doppler effect. 


Frequency spectrum analyzer for Dop- 
pler lidar /, 78-14908 


*Doppler radar — Maintenance and repair 
— Programmed instruction. 
5245 L electronic counter training : final 
- training program for 28 June 1974 - 
23 September 1975 /, 78-15168 


*Douglas fir. 
Field survival and growth of Douglas-fir 


by age and size of nursery stock /, 
78-14644 


Site index curves for Douglas-fir in New 
Mexico /, 78-14697 


*Douglas-fir tussock moth — Handbooks, 
manuals, etc. 
Douglas-fir tussock moth handbook 
rearing the Douglas-fir tussock moth /, 
78-14570 


Rearing the Douglas-fir tussock moth., 
78-14570 


Douglass, Frederick, 


A lecture on our national capital /, 78- 
15899 


A lecture on our national capital by 
Frederick Douglas ; Study and discus- 
sion aids for the secondary student /, 
78-15900 


*Drag (Aerodynamics) 
Computation of transonic boattail flow 
with separation /, 78-15778 


F-8 supercritical wing flight pressure, 
boundary-layer, and wake measure- 
ments and comparisons with wind tun- 
nel data /, 78-15765 


*Dredging — Contracts and specifications — 
United States. 
Contract dredging : report together with 
additional views to accompany H.R. 
7744., 78-16423 


*Drift indicator. 

Surface currents as determined by drift 
card releases over the Continental 
Shelf off central and southern Califor- 
nia /, 78-14914 


*Drinking and traffic accidents. 
Program level evaluation of ASAP diag- 
nosis, referral and rehabilitation ef- 
forts., 78-16043 


*Drinking and traffic accidents — 

Congresses. 

International Conference on Research 
Methodology for Roadside Surveys of 
Drinking-Driving alcohol counter- 
measures workshop /, 78-16042 

*Drinking water. 
Contaminants associated with direct and 


indirect reuse of municipal wastewater 
/, 78-15280 
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*Drinking water — Law and legislation — 
United States. 
The Safe drinking water act : as 
amended through November 1977., 
78-16277 


*Drone aircraft. 

Visual-proprioceptive cue effects on the 
control of remotely piloted vehicles : 
final report for period July 1978 - 
April 1977 /, 78-15209 

*Droughts — United States. 

Amending Public Law 95-18, providing 
for emergency drought relief measures 
: report to accompany H.R. 10532., 
78-16341 

*Drug abuse — Study and teaching — 

United States. 

Alcohol and drug abuse education 
amendments of 1978 : report to ac- 
company H.R. 10569., 78-16459 

*Drug abuse — United States. 

School drug abuse policy guidelines., 

78-15674 
*Drugs and automobile drivers. 

Drugs and driving : a research review /, 

78-16047 


*Drugs and employment — United States. 
Employee Assistance programs, an alter- 
native to tragedy., 78-15946 


Proceedings of the 1976 conference 
“Employee assistance programs, an al- 
ternative to tragedy" /, 78-15946 

*Drugs and youth — United States. 

School drug abuse policy guidelines., 

78-15674 


*Drunk driving. 
Program level evaluation of ASAP diag- 
nosis, referral and rehabilitation ef- 
forts., 78-16043 


*Due process of Law. 

A training guide for conducting civil 
rights compliance reviews and _ in- 
vestigations under Title VI Civil 
Rights Act of 1964 and Title IX Edu- 
cation Amendments of 1972 /, 78- 
16077 


*Dust devils. 
Laser Doppler dust devil measurements 
/, 78-15759 


Dwarf mistletoe — Diseases and pests — The 
West. 
Fungal parasites of dwarf mistletoes /, 
78-14752 


*Dwellings — United States — Insulation. 

Home insulation : hearings before the 
Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 21, 22, 
and 23, 1978., 78-16248 





*Dwellings — United States — Security 
measures — Bibliography. 
Residential security : you can’t solve re- 
sidential security problems with a 
padlock and shotgun., 78-15447 


You can't solve residential security 
problems with a padlock and a shot- 
gun., 78-15447 

*Dyes and dyeing — Toxicology. 

Bioassay of 2,4-dinitrotoluene for possi- 
ble carcinogenicity., 78-15406 

Bioassay of 4,4'-thiodianiline for possible 
carcinogenicity., 78-15405 

*Dynamos — Cooling. 

Bromine chloride an alternative to 
chlorine for fouling control in con- 
denser cooling systems /, 78-15282 

*Dynamos — Maintenance and repair — 

Programmed instruction. 

Kay model 860 sweep generator training 
: final - training program for 28 June 
1974 - 23 September 1975 /, 78- 
15169 


E 


*Ear — Care and hygiene. 
Now hear this /, 78-15427 


Earth sciences — United States — Maps. 
“Nature to be commanded must be 
obeyed” : earth-science maps applied 
to land and water management /, 78- 
15538 


*Earthquakes. 

Methods for prediction of strong 
earthquake ground motion final 
technical report, October 1, 1976-Sep- 
tember 30, 1977 /, 78-16136 


Strong earthquake ground motion., 78- 
16136 


*Earthquakes — Guatemala. 

Municipal earthquake recovery : agree- 
ment between the United States of 
America and Guatemala signed at Gu- 
atemala September 20, 1976., 78- 
15878 


*Earthquakes — Statistics. 
Earthquake data file summary /, 78- 
14923 


*Earthquakes and building. 
A methodology for seismic evaluation of 
existing multistory residential buildings 
/, 78-15449 


Seismic evaluation of existing multistory 
residential buildings., 78-15449 


*Earthquakes and building — Congresses. 
Earthquake resistant masonry constuc- 
tion, national workshop : proceedings 
of a National Workshop held at the 
National Bureau of Standards, 
Boulder, Colorado, September 13-16, 
1976 /, 78-14877 
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*Earthquakes and hydraulic structures. 
Reservoirs and induced seismicity at 
Corps of Engineers projects final re- 
port /, 78-15083 


*Earthworms. 
Soil changes after hay meadow abandon- 
ment in southwestern Wisconsin /, 
78-14637 


*Eastern black walnut — Diseases and pests 
— United States. 


Diseases of black walnut., 78-14735 


How to identify and control leaf spot : 
diseases of black walnut /, 78-14735 


*Economic assistance, American. 

Foreign assistance and related agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session /, 78-16175 


Foreign assistance legislation for fiscal 
year 1979 : hearings before the Com- 
mittee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 78- 
16253, 78-16254 


*Economic assistance, American — 

Guatemala. 

Municipal earthquake recovery : agree- 
ment between the United States of 
America and Guatemala signed at Gu- 
aiemala September 20, 1976., 78- 
15878 


*Economic assistance, American — Zambia. 
Economic assistance agreement 
between the United States of America 
and Zambia, signed at Lusaka 
December 3, 1976., 78-15895 


*Economic assistance, Domestic. 

Block grants, a comparative analysis : the 
intergovernmental grant system, an as- 
sessment and proposed policies., 78- 
16089 


The intergovernmental grant system, an 
assessment and proposed policies., 
78-16089 


Economic assistance, Domestic — Alabama 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Alabama., 78-14957 


Economic assistance, Domestic — Alaska — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Alaska., 78-14958 
Economic assistance, Domestic — Arizona — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Arizona., 78-14959 


Economic assistance, Domestic — Arkansas 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Arkansas., 78-14960 
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Economic assistance, Domestic — California 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in California., 78-14961 


Economic assistance, Domestic — Colorado 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Colorado., 78-14962 


Economic assistance, Domestic — 
Connecticut — Statistics — Periedicals. 
Geographic distribution of Federal funds 

in Connecticut., 78-14963 


Economic assistance, Domestic — Delaware 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Delaware., 78-14964 


Economic assistance, Domestic — District of 
Columbia — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in District of Columbia., 78-14965 


Economic assistance, Domestic — Florida — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Florida., 78-14966 


Economic assistance, Domestic — Georgia — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Georgia., 78-14967 
Economic assistance, Domestic — Hawaii — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Hawaii., 78-14968 


Economic assistance, Domestic — Idaho — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Idaho., 78-14969 


Economic assistance, Domestic — Illinois — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Illinois., 78-14970 


Economic assistance, Domestic — Indiana — 
' Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Indiana., 78-14971 


Economic assistance, Domestic — lowa — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in lowa., 78-14972 


Economic assistance, Domestic — Kansas — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Kansas., 78-14973 


Economic assistance, Domestic — Kentucky 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Kentucky., 78-14974 
*Economic assistance, Domestic — Law and 
legislation — United States. 
Economic opportunity act amendments 
of 1978 : report to accompany S. 
2090., 78-16471 
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Economic opportunity and community 
services amendments of 1978 : report 
together with minority and additional 
views to accompany H.R. 7577., 78- 
16396 

Economic assistance, Domestic — Louisiana 

— Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Louisiana., 78-14975 

Economic assistance, Domestic — Maine — 

Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Maine., 78-14976 


Economic assistance, Domestic — Maryland 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Maryland., 78-14977 


Economic assistance, Domestic — 
Massachusetts — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Massachusetts., 78-14978 


Economic assistance, Domestic — Michigan 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Michigan., 78-14979 


Economic assistance, Domestic — Minnesota 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Minnesota., 78-14980 


Economic assistance, Domestic — Mississippi 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Mississippi., 78-14981 
Economic assistance, Domestic — Missouri 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Missouri., 78-14982 


Economic assistance, Domestic — Montana 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Montana., 78-14983 


Economic assistance, Domestic — Nebraska 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Nebraska., 78-14984 


Economic assistance, Domestic — Nevada — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Nevada., 78-14985 


Economic assistance, Domestic — New 
Hampshire — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New Hampshire., 78-14986 


Economic assistance, Domestic — New 
Jersey — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New Jersey., 78-14987 


Economic assistance, Domestic — New 
Mexico — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New Mexico., 78-14988 
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Economic assistance, Domestic — New York 
(State) — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New York., 78-14989 

Economic assistance, Domestic — North 
Carolina — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in North Carolina., 78-14990 


Economic assistance, Domestic — North 
Dakota — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in North Dakota., 78-14991 

Economic assistance, Domestic — Ohio — 
Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Ohio., 78-14992 

Economic assistance, Domestic — Oklahoma 
— Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Oklahoma., 78-14993 

Economic assistance, Domestic — Oregon — 
Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Oregon., 78-14994 


Economic assistance, Domestic — 
Pennsylvania — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Pennsylvania., 78-14995 


Economic assistance, Domestic — Rhode 
Island — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Rhode Island., 78-14996 


Economic assistance, Domestic — South 
Carolina — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in South Carolina., 78-14997 


Economic assistance, Domestic — South 
Dakota — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in South Dakota., 78-14998 


Economic assistance, Domestic — Tennessee 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Tennessee., 78-14999 


Economic assistance, Domestic — Texas — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Texas., 78-15000 


Economic assistance, Domestic — United 
States. 
EDA directory of approved projects., 
78-14897 
Economic assistance, Domestic — United 
States — Statistics. 
Directory of approved projects., 78- 
14896 
Local public works program, 78-14896 
Economic assistance, Domestic — United 
States — Statistics — Periodicals. 
Geographic distribution of Federal funds 
in summary., 78-15009 
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Geographic distribution of Federal funds 
in territories & other areas ad- 
ministered by the U.S., 78-15008 

Economic assistance, Domestic — Utah — 

Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Utah., 78-15001 


Economic assistance, Domestic — Vermont 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Vermont., 78-15002 


Economic assistance, Domestic — Virginia 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Virginia., 78-15003 
Economic assistance, Domestic — 
Washington (State) — Statistics — 
Periodicals. 
Geographic distribution of Federal funds 
in Washington., 78-15004 
Economic assistance, Domestic — West 
Virginia — Statistics — Periodicals. 
Geographic distribution of Federal funds 
in West Virginia., 78-15005 


Economic assistance, Domestic — Wisconsin 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Wisconsin., 78-15006 


Economic assistance, Domestic — Wyoming 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Wyoming., 78-15007 
Economic development — Simulation 
methods. 
An analysis of the cyclical dynamics of 
industrialized countries /, 78-15827 


Economic history — 1945- 
United States international trade policy 
and the Trade act of 1974 /, 78- 
16214 


World economic conditions in relation to 
agricultural trade the developed 
countries ; economic situation and out- 
look /, 78-14818 


World monetary conditions in relation to 

agricultural trade /, 78-14817 
*Economics policy. 

The effects of distortions in the factor 
market : some general equilibrium esti- 
mates /, 78-15897 

*Education — Bibliography. 

Foreign education., 78-15377 

*Education — Indexes. 

Catalog of NIE education products : sub- 

ject and title index /, 78-15398 


*Education — United States — Finance. 
Tuition tax relief bills : hearings before 
the Subcommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Conress, second 





session ... January 18, 19, and 20, 
1978., 78-16215 


Education, Humanistic — United States. 
Education programs., 78-15786 


*Education as a profession. 
Education and related occupations., 78- 
15692 


*Education Day, U.S.A. 

Joint resolution to authorize and request 
the President to issue a proclamation 
designating April 18, 1978, as 
“Education Day, U.S.A.", 78-16413 


Educational equalization — United States — 
Evaluation — Periodicals. 
Report - National Advisory Council on 
Equality of Educational Opportunity., 
78-16101 


*Educational law and legislation — United 
States. 
Alcohol and drug abuse education 
amendments of 1978 : report to ac- 
company H.R. 10569., 78-16459 


Employee education assistance programs 
: hearing before the Subcommittee on 
Taxation and Debt Management 
Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2388 ... January 20, 1978., 78-16210 


Hearings before the Subcommittee on 
Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 15, to extend for 
five years certain elementary, seconda- 
ry, and other education programs ..., 
78-16200 


A report on the education amendments 
of 1978, H.R. 15 together with addi- 
tional and supplemental views /, 78- 
16391 


Title I-Funds allocation., 78-16200 


*Efficiency, Industrial — Analysis — Audio- 
visula aids — Bibliography. 

Audio-visual proficiency testing : an- 
notated bibliography : interim report 
for period October 1976 - June 1977 /, 
78-15207 


*Egg processing — Environmental aspects. 

Elimination of pollutants by utilization of 
egg breaking plant shell-waste /, 78- 
15276 

*Eggshells. 

Elimination of pollutants by utilization of 
egg breaking plant shell-waste /, 78- 
15276 

*Elastic plates and shells. 

Noise transmission by viscoelastic sand- 

wich panels /, 78-15760 
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Election law — United States — States. 
Election law guidebook; summary of 
Federal and State laws regulating the 
nomination and election of United 
States Senators., 78-16417 


*Electric apparatus and appliances — 
Protection — Bibliography. 
Grounding, bonding, and 

bibliography, 1930 to 
15999 

*Electric cables — Thermal properties. 

Resistive cryogenic cable : phase III, 
78-15289 


*Electric currents — Grounding — 
Bibliography. 
Grounding, 

bibliography, 
15999 

*Electric lighting. 

Proposed energy conservation contingen- 
cy plan : emergency restrictions on ad- 
vertising lighting : economic impact 
analysis, environmental impact assess- 
ment., 78-15316 


*Electric lines. 
An overview of transmission system stu- 
dies., 78-14780 


*Electric lines — Underground. 
Resistive cryogenic cable : phase IIL, 
78-15289 


*Electric motors, Linear. 
The Air-core linear synchronous motor : 
an assessment of current development 
/, 78-15943 


*Electric motors, Synchronous. 
The Air-core linear synchronous motor : 
an assessment of current development 
/, 78-15943 


*Electric power — Conservation. 

New York : an examination of the in- 
tegrated effects of adopting various 
energy conservation and load leveling 
policies for the metropolitan area of 
New York City : final report /, 78- 
15222 


*Electric power distribution. 
Resistive cryogenic cable : 
78-15289 


*Electric power distribution — New York 
metropolitan area. 

New York : an examination of the in- 
tegrated effects of adopting various 
energy conservation and load leveling 
policies for the metropolitan area of 
New York City : final report /, 78- 
15222 

*Electric power distribution — United 

States. 

Factors affecting 
supply, 1980-85 
and recommendations., 
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1971., 78- 


bonding, and 
1930 to 


shielding 
1971., 78- 


phase III., 


the electric power 
: executive summary 
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Status of coal supply contracts for new 
electric generating units, 1976-1985 : 
staff report /, 78-15323 
*Electric power-plants — Missouri — St. 

Louis. 

St. Louis demonstration final report : 
power plant equipment , facilities, and 
environmental evaluations /, 78- 
15269 

*Electric power-plants — United States — 

Directories. 

Inventory of power plants in the United 
States., 78-15311 

Trends in power plant capacity and 
utilization : inventory of power plants 
in the United States /, 78-15311 


*Electric power-plants — White River, Ark. 
and Mo. , 
Water resource appraisals for hydroelec- 

tric licensing : lower White River basin 
: Missouri-Arkansas., 78-15326 


*Electric power systems — United States. 
Emergency power generators used and 
managed inefficiently by Department 
of Defense., 78-15360 


*Electric utilities — United States. 
Factors affecting the electric power 
supply, 1980-85 : executive summary 
and recommendations., 78-15324 


Status of coal supply contracts for new 
electric generating units, 1976-1985 : 
staff report /, 78-15323 


*Electricians. 
Task inventory 
15121 
*Electricity. 
Elements of electricity and radio., 78- 
15750 


*Electromagnetic pulse. 

Fiber optic communications link per- 
formance in EMP and intense light 
transient environments /, 78-15108 

*Electromagnetic theory. 

A direct approach to the derivation of 
electric dyadic Green’s functions /, 
78-14883 


*Electronic data processing. 
Test and evaluation of the _ radar 
processing subsystem of the all digital 
tracking level system /, 78-16014 


*Electronic data processing — Congresses. 
Management of data elements in infor- 
mation processing; proceedings of the 
third national symposium, held at NBS 
on 1977 September 28-30 : final /, 
78-14885 


*Electronic data processing — Snow. 
Computer simulation of SNOWMELT /, 
78-14658 
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*Electronic digital computers — Testing. 
Evaluation of the Tesdata model 1155 
hardware monitor system /, 78-15978 


*Electronic funds transfers — Law and 
legislation — United States. 

The Consumer credit protection act 
amendments of 1977 : hearings before 
the Subcommittee on Consumer Af- 
fairs of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8753 ..., 78- 
16185 


*Electronic office machines. 

Aircraft, missile, and spacecraft : office 
machine and computer : electronics; 
and motor vehicle and equipment 
manufacturing industries., 78-15718 


*Electronic office machines — Vocational 
guidance. 
Office machine and computer occupa- 
tions., 78-15687 


*Electronic technicians. 

The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronic technician (Communication)., 
78-15068 


*Electronic technicians — Ability testing. 
Computer drives tester training : final - 
training program for 24 June 1974 - 
23 September 1975 /, 78-15171 


Computer relay chassis tester training : 
final - training program for 28 June 
1974 - 23 September 1975 /, 78- 
15172 


Computers cards tester training : final - 
training program for 24 June 1974 - 
23 September 1975 /, 78-15173 


Kay model 860 sweep generator training 
: final - training program for 28 June 
1974 23 September 1975 /, 78- 
15169 


Navigational computer tester training : 
final - training program for 28 June 
1974 23 September 1975 /, 78- 
15170 


5245 L electronic counter training : final 
- training program for 28 June 1974 - 
23 September 1975 /, 78-15168 


*Electronic traffic controls. 
Locating detectors for advanced traffic 
control strategies : handbook /, 78- 
15938 


*Electronics — Computer assisted 
instruction — Evaluation. 

Performance training carre! for elec- 
tronics principles course : interim re- 
port for period 15 . curuary 1975 - 5 
January 1976 /, 78-15187 


Software for performance .: aining carrel 
: interim report for per'od | 4 February 
1975 - 15 January 1976 /, 78-15188 
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*Electronics in aeronautics — Study and 
teaching — Evaluation. 

Performance training carrel for elec- 
tronics principles course : interim re- 
port for period 15 February 1975 - 5 
January 1976 /, 78-15187 


Software for performance training carrel 
: interim report for period 15 February 
1975 - 15 January 1976 /, 78-15188 

*Electroplating — Waste disposal. 

Economic analysis of proposed pretreat- 
ment standards for existing sources of 
the electroplating point source catego- 
ry., 78-15252 

*Electrostatic precipitation — Handbooks, 
manuals, etc. 

Procedures manual for electrostatic 
precipitator evaluation /, 78-15284 


*Emergency communication systems. 

The media in a disaster /, 78-15442 

*Emergency medical services — United 

States — Congresses. 

Report of the National Health Resources 
Advisory Committee meeting 
December 12-13, 1974, Schwartz 
Theater, Letterman Army Medical 
Center, San Francisco, California., 
78-15388 


Report of the National Health Resources 
Advisory Committee meeting on air- 
port/community emergency medical 
preparedness : October 16-17, 1975, 
John F. Kennedy International Airport, 
New York., 78-15389 

*Emergency transportation. 

The national plan for emergency 
preparedness : chapter 6, transporta- 
tion /, 78-15834 


*Emigration and immigration. 
Manpower and immigration policies in 
the United States., 78-16121 
*Emph t relations in 


a 


government — United States. 
On Federal labor relations., 78-14950 


ployee ri ¢ relations in 

government — United States — Case 

studies. 

Labor-management committees in the 
public sector : experiences of eight 
committees., 78-15817 


*Employees, Rating of. 
A guide for improving performance 
evaluation : a handbook /, 78-14946 


*Employees, Reinstatement of — United 

States. 

On reemployment rights of Federal em- 
ployees who perform duty in the 
Armed Forces., 78-14949 

*Employees’ representation in management 

— United States. 

Labor-management productivity commit- 
tees in American industry., 78-15816 
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*Employment (Economic theory) 
A data-pooling approach to estimate em- 
ployment multipliers for small regional 
economics /, 78-14553 


Tomorrow's jobs., 78-15682 


*Employment agencies — United States. 

Labor market intermediaries : a special 
report of the National Commission for 
Manpower Policy., 78-16122 

*Energy conservation — Congresses. 

Energy conservation in the pulp and 
paper industry : from Workshop on 
Energy Conservation in the Pulp and 
Paper Industry, February 23-25, 1977, 
Durham, New Hampshire., 78-15288 


*Energy conservation — Law and legislation 

— United States. 

Energy conservation provisions of Pre- 
sident Carter’s energy program, parts 
A, B, C, and G of S. 1469 : hearings 
before the Subcommittee on Energy 
Conservation and Regulation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
June 21 and 22, 1977., 78-16205 


*Energy conservation — United States. 

Consumer protection and education in 
energy conservation : hearings before 
the Subcommittee for Consumers of 
the Committee on Commerce, Science 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion... September 15 and 16, 1977., 
78-16192 

Emergency commuter parking manage- 
ment and carpooling incentives., 78- 
15315 


Proposed energy conservation contingen- 
cy plan : emergency commuter parking 
management and carpooling incentives 
: authorities, need, rationale, opera- 
tion., 78-15315 


Proposed energy conservation contingen- 
cy plan : emergency restrictions on ad- 
vertising lighting : economic impact 
analysis, environmental impact assess- 
ment., 78-15316 


*Energy policy — Environmental aspects — 
United States. 
Research and development needs to 
merge environmental and energy ob- 
jectives : report /, 78-16287 


*Energy policy — United States. 

Energy conservation provisions of Pre- 
sident Carter’s energy program, parts 
A, B, C, and G of S. 1469 : hearings 
before the Subcommittee on Energy 
Conservation and Regulation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
June 21 and 22, 1977., 78-16205 





Long-term natural gas issues : hearings 
before the Subcommittee on Energy 
and Power of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
jress, first session ... March 24, 25, 
and Apri! 5, 1977., 78-16243 


United States energy policy toward 
developing countries : hearing before 
the Subcommittees on International 
Security and Scientific Affairs and on 
International Economic Policy and 
Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 28, 1977., 78-16260 


*Engelmann spruce. 

Base-age conversion and site-index equa- 
tions for Engelmann spruce stands in 
the central and southern Rocky Moun- 
tains /, 78-14675 


Production of Engelmann spruce seed, 
Fraser Experimental Forest, Colorado : 
a 5-year progress report /, 78-14695 


*Engelmann spruce beetle. 
Temperatures, growth, and fall of nee- 
dles of Engelmann spruce infested by 
spruce beetles /, 78-14702 


*Engineering — Vocational guidance. 
Engineering and related occupations., 
78-15699 


*Engineers — Employment. 
Engineering and related occupations., 
78-15699 


Engineers — United States — Statistics. 
The 1972 scientist and engineer popula- 
tion redefined., 78-15803 


Engineers — United States — Statistics — 
Periodicals. 
Research and development in industry; 
funds, scientists & engineers., 78- 
15811 


*Entertainers — Vocational guidance. 
Performing arts and entertainment-re- 
lated occupations., 78-15712 


*Environmental engineering. 
Collaboration of architect and behavioral 
scientist in research /, 78-15090 


Environmental baseline descriptions for 
use in the management of Fort Carson 
natural resources., 78-15076 


Environmental health — Research — United 
States — Periodicals. 
Annual report - National Institute of En- 
vironmental Health Sciences., 78- 
15423 


Environmental policy — Nevada — Statistics 
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Nevada BLM statistics, 78-15618 
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*Environmental policy — United States. 
Environmental scientists and conserva- 
tion occupations., 78-15698 


*Environmental policy — United States — 
Dictionaries. 
Environmental glossary with metric con- 
version tables /, 78-15545 


*Environmental policy — United States — 

States. 

State environmental programs : a com- 
pendium of Federal and State pro- 
grams prepared for the congressional 
delegations., 78-15246 


Environmental policy — Utah — Congresses. 
Report of proceedings - Utah Multiple 
Use Advisory Board., 78-15619 


*Environmental policy research — United 

States. 

Research and development needs to 
merge environmental and energy ob- 
jectives : report /, 78-16287 

*Environmental protection — Middle West. 

State environmental programs : a com- 
pendium of Federal and State pro- 
grams prepared for the congressional 
delegations., 78-15246 


*Environmental psychology. 
Collaboration of architect and behavioral 
scientist in research /, 78-15090 
*Epilepsy. 
The dental implications of epilepsy., 
78-15433 


*Ethanes — Toxicology. 
Bioassay of hexachloroethane for possi- 
ble carcinogenicity., 78-15409 


Hexachloroethane., 78-15409 


Europe, Eastern — Periodicals. 
Biomedical and behavioral sciences, 78- 
16114 


Chemistry, 78-16115 


Geophysics, astronomy, and space, 78- 
16116 


Materials science and metallurgy., 78- 
16117 


USSR and Eastern Europe scientific ab- 
Stracts., 78-16114, 78-16115, 78- 
16116, 78-16117 


*Eutrophication. 
Effects of diversion and alum application 
on two eutrophic lakes /, 78-15261 


Ex-convicts — Employment — Maryland — 
Baltimore. 
Unlocking the second gate : the role of 
financial assistance in reducing recidiv- 
ism among ex-prisoners., 78-15735 


*Examiners (Administrative procedure) — 
United States — Appointment, 
qualifications, tenure, etc. 

Increase in number of administrative law 
judge positions : report to accompany 
H.R. 6975., 78-16419 
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*Excavations (Archaeology) — Rhea County. 
Excavations at 40RH6 : Watts Bar Area, 
Rhea County, Tennessee /, 78-16154 


*Exchanges, Literary and scientific. 
Grants for the exchange of medical infor- 
mation., 78-16076 


*Executive impoundment of appropriated 
funds — United States. 

An act to rescind certain budget authori- 
ty contained in the message of the Pre- 
sident of January 27, 1978 (H. Doc. 
95-285), transmitted pursuant to the 
Impoundment control act of 1974., 
78-16405 


Cumulative report on rescissions and 
deferrals., 78-16314, 78-16317, 
78-16319, 78-16323, 78-16332, 
78-16333 


Cumulative report on rescissions and 
deferrals of budget authority., 78- 
16327, 78-16328 


Deferrals : message from the President of 
the United States ..., 78-16334 


Review of deferrals communication 
from the Comptroller General of the 
United States ..., 78-16336, 78- 
16338 


*Exercise. 

An introduction to physical fitness : in- 
cludes self-testing activities, graded ex- 
ercises, and a jogging program., 78- 
15813 


*Explosives, Military. 
State-of-the-art : military explosives and 
propellants production industry /, 78- 
15265 


Export-Import Bank of the United States. 
Export-Import Bank and trade with 
China : hearing before the Subcommit- 
tee on International Trade, Investment, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 8196 ... January 26, 1978., 
78-16186 


*Export marketing — Nigeria. 
The market for health care equipment : 
Nigeria., 78-14936 


*Export sales — United States. 
Report of the President’s Export Council, 
Task Force on Export Promotion., 
78-15814 


*Export sales — United States — 

Handbooks, manuals, etc. 

How to build an export business : an in- 
ternational marketing guide for the 
minority-owned firm /, 78-14840 

*Eye — Movements. 

Underground pilot training application of 
human eye movements (recording, 
modeling) : final report for period | 
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30 August 1976 /, 78- 
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*Factories. 
Factory 
15685 


production occupations., 78- 


*Factory and trade waste. 
Treatment and recovery of fluoride ad 
nitrate industrial wastes, phase Il /, 
78-15278 


*Factory and trade waste — United States. 
State-of-the-art : military explosives and 
propellants production industry /, 78- 
15265 


Family farms — United States. 
Will the family farm survive in America? 
: Joint hearings before the Select Com- 
mittee on Small Business and the Com- 
mittee on Interior and Insular Affairs, 
United States Senate, Ninety-fourth 
Congress, first session 78-16295 


*Family medicine — United States — 
Congresses. 
Academic missions of family medicine /, 
78-15426 


*Fans (Machinery) — Performance. 
Fan curve preparation using programma- 
ble pocket calculators /, 78-15623 
Farm buildings — United States. 
Wood products used in constructing farm 
buildings in the United States, 1958- 
1975 /, 78-14733 


*Farmers — United States. 


The American farmer., 78-14816 


Nonreal estate farm debt, 1975., 78- 


15306 


*Federal aid to — Education — United 

States. 

Federal direction needed for educating 
handicapped children in State schools : 
Department of Health, Education, and 
Welfare : report to the Congress/, 78- 
15357 


*Federal aid to community development — 

United States. 

Economic opportunity and community 
services amendments of 1978 : report 
together with minority and additional 
views to accompany H.R. 7577., 78- 
16396 


Federal aid to education — United States. 
Hearings before the Subcommittee on 
Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 15, to extend for 
five years certain elementary, seconda- 
ry, and other education programs ..., 
78-16200 
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A report on the education amendments 
of 1978, H.R. 15 together with addi- 
tional and supplemental views /, 78- 
16391 


Title I-Funds allocation., 78-16200 


Federal aid to education — United States — 
Evaluation — Periodicals. 
Report - National Advisory Council! on 
Equality of Educational Opportunity., 
78-16101 


*Federal aid to health facilities — United 
States. 
Grants for the exchange of medical infor- 
mation., 78-16076 


*Federal aid to higher education — United 

States. 

Health professions education amend- 
ments of 1977 : report by the Commit- 
tee on Interstate and Foreign Com- 
merce to accompany H.R. 9418., 78- 
16324 


“Federal aid to law enforcement agencies — 
United States. 
Federal law enforcement assistance : al- 
ternative approaches /, 78-16306 


*Federal aid to transportation — United 

States. 

Direct Federal highway program : an 
evaluation., 78-15936 

Highway/transit proposals : hearings be- 
fore the Subcommittee on Surface 
Transportation of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 8648 

78-16280 


*Federal aid to transportation — United 
States — Congresses. 
Proceedings of the regional rail planning 
seminars, fall 1976 /, 78-15942 


Regional rail planning seminars., 78- 


15942 


Federal Deposit Insurance Corporation — 
Appointments, promotions, salaries, etc. 
Nomination of William M. Isaac : hear- 

ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... March 8, 1978., 
78-16190 


Federal Financing Bank. 
Audit of the Federal Financing Bank., 
78-16312 


Public debt limitation and the off- budget 
status of the Federal Financing Bank : 
hearing before the Committee on 
Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, second 
session February 27, 1978., 78- 
16305 


*Federal Reserve banks. 
Federal banking agency audit act : report 
to accompany H.R. 2176., 78-16424 
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Review of monetary policy in 1977 : 
hearing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session, January 30, 1978., 78-16188 


*Feedlots — Waste disposal. 
Ultimate disposal of beef feedlot wastes 
onto land /, 78-15277 


*Feeds — Contamination. 

Adverse effects of polybrominated 
biphenyls (PBB's) : hearings before the 
Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... August 2 and 3, 
1977., 78-16239 


*Female offenders — United States. 
Little sisters and the law., 78-15658 


Ferris, Norman E , 

Computer image generation imagery im- 
provement : circles, contours, and tex- 
ture : final report for period June 1976 
- August 1977 /, 78-15212 


*Fertilizers and manures — Research — 

United States. 

Effects of fertilization on shoot growth of 
defoliated and under defoliated red 
oak seedlings /, 78-14642 

*Fiber optics. 

Fiber optic communications link per- 
formance in EMP and intense light 
transient environments /, 78-15108 


Operational and cost considerations in 
the use of optical waveguides in a local 
information transfer system /, 78- 
14841 

*Fibrous composites — Fractures. 

Mechanical behavior and _ fracture 
characteristics of off-axis fiber com- 
posites : II - theory and comparisons /, 
78-15780 

*Filters and filtration. 

EPA fabric filtration 
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*Finance. 

Grantees financial mnagement systems., 
78-15826 

Review guide, grantees financial manage- 
ment systems., 78-15826 

*Finance, Personal. 

On meeting your financial obligations., 

78-14947 
Finance, Public — United States. 
Code of Federal regulations., 


studies /, 78- 


78-15386 


Money and finance: Treasury., 78- 


15386 
Financial research. 
1985 R & D funding projections., 78- 
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*Fire — Congresses. 

Fire in the environment symposium 
proceedings : May 1-5, 1972, Denver, 
Colorado., 78-14583 

*Fire control (Aerial gunnery) — 

Equipment. 

Fire support in combined arms opera- 
tions., 78-15047 


*Fire extinction — Study and teaching — 

Evaluation. 

Effectiveness of smoke abated training in 
simulated crash fire fighting : final re- 
port for period June 1974 - June 1976 
/, 78-15185 


*Fire prevention — Handbooks, manuals, 
etc. 
A basic guide for fire prevention and 


control master planning /, 78-14938 
Fire master 
planning., 


prevention and _ control 
78-14938 


*Fire prevention — Laws and regulations — 

United States. 

Fire prevention study act of 1977 
hearings before the Subcommittee on 
Consumer Protection and Finance of 
the Committee on Interstate and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7684 ... July 29 
and September 19, 1977., 78-16246 


Fire prevention study act of 1978 : re- 
port to accompany H.R. 7684..., 78- 
16353 


*Fire resistant polymers. 
A commercial application of fire retar- 
dants to dry-formed hardboards /, 78- 
14628 


*Firearms — Handbooks, manuals, etc. 
News media guide to firearms., 78- 
15917 


*Firemen — Legal status, laws, etc. — 
United States. 
Basic workweek of Federal firefighters : 
report to accompany H.R. 3161., 78- 
16468 


*Firemen — Salaries, pensions, etc. — 

United States. 

Special retirement policy for law en- 
forcement Officers and firefighters : 
hearings before the Subcommittee on 
Compensation Employee Benefits of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-16273 


*Fires — Meteorological relations. 


Design weather conditions for prescribed 
burning /, 78-14918 


Fires — Safety measures. 
Catalog of flammable products and igni- 
tion sources., 78-16093 
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Fire in your life : a catalog of flammable 
products & ignition sources., 78- 
16093 


*Fisheries — Economic aspects — United 

States. 

Economic and small business conditions 
in the fishing industry : hearing before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, first session Groton, 
Conn., December 5, 1977., 78-16296 


*Fishery law and legislation — Japan. 
Fisheries off the United States coasts : 
agreement between the United States 
of America and Japan, signed at 
Washington March 28, 1977, with 
agreed minutes., 78-15887 


*Fishery law and !ezis!<*ton — United 

States. 

Fisheries off the United States coasts : 
agreement between the United States 
of America and Japan, signed at 
Washington March 28, 1977, with 
agreed minutes., 78-15887 


200-mile fishery oversight, joint ventures 
: hearings before the Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session, on Implementa- 
tion of the 200-mile fishing zone act, 
April 14, 15, 1977, San Francisco, 
Calif., joint ventures, H.R. 2564, H.R. 
4165, and H.R. 4166 ... July 18, 1977., 
78-16267 


*Fishery products — Prices — United States. 
Prices received by fishermen, 1939-74., 
78-14924 


*Fishes — Alaska — Naknek River. 
Distribution, abundance, and growth of 
juvenile sockeye salmon, Oncor- 
hynchus nerka, and associated species 
in the Naknek River system, 1961-64 / 
Robert J. Ellis ; National Marine 
Fisheries Service., 78-14910 


Fishes — Brazil. 

Three new species of fishes of the genus 
Nannostomus from the Brazilian states 
of Para and Amazonas (Teleostei, 
Lebiasinidae) /, 78-15904 


Fishes — Caribbean Sea. 

Sexual patterns in the labroid fishes of 
the Western Caribbean, II : the parrot- 
fishes (Scaridae) /, 78-15902 

Fishes — Classification. 

Synonymization of the family Oxu- 
dercidae, with comments on the identi- 
ty of Apocryptes cantoris Day (Pisces, 
Gobiidae) /, 78-15907 

Fishes — Indian Ocean. 

Five new species and a new genus of In- 

dian Ocean blenniid fishes, tribe 
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Salariini, with a key to genera of the 
tribe /, 78-15906 


*Fishes — Prices — United States. 
Prices received by fishermen, 1939-74., 
78-14924 


*Fishing — Oregon — Deschutes National 
Forest — Directories. 
Fishing directory., 78-14584 


*Fishing — United States — Bibliography. 
Fish and marine life., 78-15374 


*Fishing boats — United States — Finance. 
An act to amend title XI of the 
Merchant marine act, 1936, to permit 
the guarantee of obligations for financ- 
ing fishing vessels ..., 78-16408 


*Fission products. 
Fission gas release from fuel at high bur- 
nup/, 78-16139 


*Flaming Gorge National Recreation Area. 
Flaming Gorge National Recreation Area 
: proposed management plan : Ashley 
National Forest : draft environmental 
statement and proposed management 
plan., 78-14759 


*Flight control — Testing — Simulation 
methods. 
Effects of visual-proprioceptive cue con- 
flicts on human tracking performance 
/, 78-15201 


*Flight navigators. 
Undergraduate navigator training attri- 
tion study : final report for period July 
1973 - December 1974 /, 78-15142 


*Flight simulators. 

ASUPT visual simulation of air-to-sur- 
face weapons delivery : interim report 
for period October 1975 - February 
1976 /, 78-15175 


Buffet simuation for advanced simulator 
for pilot training (ASPT) /, 78-15197 


Display and speech devices for simulator 
instructor/operator station applications 
: final report for period June 1975 - 
June 1976 /, 78-15206 


Full mission simulation in undergraduate 
pilot training : an exploratory study : 
final report for period April 1975 - 
January 1976 /, 78-15196 


USAF evaluation of an automated adap- 
tive flight training system : interim re- 
port for period January 1974 - 
December 1974 /, 78-15138 


*Flight simulators — Testing. 

Investigation of diagnostic, error detec- 
tor, and self-taught instructional strate- 
gies for flight simulator programs : 
final report for period April 1975 - 
May 1976 /, 78-15190 


*Flight training. 
Background and interest measures as 
predictors of success in undergraduate 
pilot training : final report for period 
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28 August 1972 -December 1975 /, 
78-15160 


Underground pilot training application of 
human eye movements (recording, 
modeling) : final report for period 1 
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15194 

*Flight training — Costs. 

Project constant growth : pilot attitudes : 
final report for period October 1975 - 
July 1976 /, 78-15199 


*Flood control — Environmental aspects — 
California — Sacramento River. 
Final environmental statement, Sacra- 
mento River and major and minor 
tributaries, California., 78-15110 


Sacramento river and major and minor 
tributaries, California., 78-15110 


*Flood control — Environmental aspects — 
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Final environmental statesment, opera- 
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posium on Congenital Heart Disease, 
Bethesda, Maryland, April 14-15, 
1977., 78-15422 
*Heat of combustion. 
Heat : its role in wildland fire /, 78- 
14616 


Radiation., 78-14616 


*Heat transmission. 
Calibration of time response of ther- 
mometers : concepts and model calcu- 
lations /, 78-14881 


*Heavy metals — Environmental aspects — 
Abstracts. 
Heavy metals in water (excluding mercu- 
ry) : a bibliography., 78-15523, 78- 
15524, 78-15525 


*Heavy metals — Environmental aspects — 


y. 

Heavy metals in water (excluding mercu- 
ry) : a bibliography., 78-15523, 78- 
15524, 78-15525 


*Helicopters — Handbooks, manuals, etc. 
Soldier's manual : utility helicopter 
repairer, MOS 67N., 78-15062 
Utility helicopter repairer., 78-15062 


*Helicopters — Maintenance and repair — 
Handbooks, manuals, etc. 
CH-54 heavy helicopter repairer., 78- 
15063 


Commander's manual CH-54 heavy 
helicopter repairer, MOS 67X., 78- 
15063 

*Helium — Thermal properties — 

Measurement. 

Measurements of combined axial mass 
and heat transport in He II /, 78- 
14884 

*Helmets — Testing. 

Safety helmet performance investigation 

/, 78-16058 


*Hemlock sawfly. 

Estimation of hemlock sawfly 
(Hymenoptera: diprionidae) fecundity 
/, 78-14596 

*Herbicides. 

Ammonium thiocyanate does not in- 
crease herbicidal control of salmonber- 
ry /, 78-14685 

*Herring. 

Gulf of Maine-Georges Bank 
ichthyoplankton collected on ICNAF 
larval herring surveys September 1971- 
February 1975 /, 78-14913 


Higginbotham, A Leon, 

Providing for the reappointment of A. 
Leon Higginbotham, Junior, as a 
citizen regent of the Board of Regents 
of the Smithsonian Institution : report 
to accompany S.J. Res. 106., 78- 
16371 





*High school students — United States — 

Statistics. 

Basic life skills : 
15399 

*High speed ground transport — 

Northeastern States. 

Demand projections for the northeast 
corridor financial analysis /, 78- 
15945 

*Hoisting machinery — Rigging — 

Vocational guidance. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
rigger., 78-15069 


*Hospitals — United States — Cost control. 
End stage renal disease program : report 
to accompany H.R. 8423., 78-16421 


H.R. 6575, Voluntary hospital cost con- 
tainment act of 1978 (as approved by 
the Subcommittee on Health, Commit- 
tee on Ways and Means) : summary, 
justification, explanation, and com- 
parison with present law., 78-16303 


Voluntary hosiptal cost containment act 
of 1978., 78-16303 


*Hospitals — United States — Rates. 

H.R. 6575, Voluntary hospital cost con- 
tainment act of 1978 (as approved by 
the Subcommittee on Health, Commit- 
tee on Ways and Means) : summary, 
justification, explanation, and com- 
parison with present law., 78-16303 


Voluntary hosiptal cost containment act 
of 1978., 78-16303 


Hospitals, Military — United States. 
Psychology staffing and services in 
Veterans Administration hospitals and 
clinics., 78-16066 


*Housewives — Legal status, laws, etc. — 
Virgin Islands. 
The legal status of homemakers in the 
Virgin Islands /, 78-16157 
*Housing. 
Low rise housing for older people 
behavioral criteria for design /, 78- 
15446 


*Housing — Bolivia — Statistics. 
Bolivia : shelter sector assessment /, 78- 
15896 


*Housing — Law and legislation — United 
States. 
Home owners’ loan acts and housing acts 
: volume II, 90th through 94th Con- 
gress /, 78-16079 


Housing and community development 
amendments of 1978 : hearings before 
the Subcommittee on Housing and 
Community Development of the Com- 
mittee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session .... 78-16187 


results manual., 78- 
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*Housing — United States — Finance. 
Future of FHA : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
October 26, 27, 28, 1977., 78-16189 
*Housing — United States — Statistics. 
Factfinder for the Nation housing 
Statistics., 78-14860 


Housing statistics., 78-14860 


Hubert H. Humphrey Institute of Public 
Affairs. 
Hubert H. Humphrey Institute of Public 
Affairs memorial act : report to ac- 
company H.R. 10606., 78-16348 


*Human behavior — Congresses. 
Proceedings of the Yale Conference on 
Behavioral Medicine, February 4-6, 
1977, New Haven, Connecticut /, 78- 
15420 


*Human behavior — Study and teaching. 
Human behavior and leadership., 78- 
15118 
*Human genetics — Bibliography. 
Genetic counseling /, 78-15424 


*Humic acid. 
Activated carbon adsorption of trace or- 
ganic compounds /, 78-15270 


*Hungary — Foreign relations — United 

States. 

The Holy Crown of St. Stephen and 
United States-Hungarian relations 
hearing before the Subcommittee on 
Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, November 9, 
1977., 78-16251 


*Hurricanes. 

Development of SURGE II Program with 
application to the Sabine-Calcasieu 
area for Hurricane Carla and design 
hurricanes /, 78-15105 


The statistical anatomy of ocean wave 
spectra /, 78-15101 


*Hydraulic models. 

Navigation conditions at Columbus Lock 
and Dam, Tombigbee River, Mississip- 
pi and Alabama : hydraulic model in- 
vestigation, final report /, 78-15073 


*Hydrocarbons. 

Catalytic synthesis of gaseous hydrocar- 
bons first annual report for the 
period, May 1975-May 1976 /, 78- 
15296 

Development of representative driving 
patterns at various average route 
speeds /, 78-15225 

Hydrology — United States — Congresses. 

Summary of meeting - Interagency Ad- 


visory Committee on Water Data., 
78-15543 
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*Hydrometeorology — Bibliography. 
Annotated bibliography of NOAA publi- 
cations of hydrometeorological interest 
/, 78-14921 
*Hygiene — Vocational guidance. 
Health practitioners., 78-15706 


*Hysteresis. 
Densification and hysteresis of sand 
under cyclic shear : final report /, 78- 

15086 


*Imaging systems in medicine. 
Measurements of the performance 
parameters of gamma cameras /, 78- 
15430 


*Impact — Measurement. 
Radiosonde frangibility test (radiosonde 
impact to aircraft) /, 78-14919 


*Incentive (Psychology) 

Differential incentive effects under vary- 
ing instruction conditions : interim re- 
port for period January 1975 - June 
1975 /, 78-15162 


*Income tax — United States. 
Employee education assistance programs 
: hearing before the Subcommittee on 
Taxation and Debt Management 
Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2388 ... January 20, 1978., 78-16210 


*Income tax — United States — Deductions 

— Expenses. 

Tax treatment of tuition expenses 
hearings before the Committee on 
Ways and Means, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ..., 78-16304 


Tuition tax relief bills : hearings before 
the Subcommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Conress, second 
session ... January 18, 19, and 20, 
1978., 78-16215 


*Income tax — United States — Law. 

An act relating to the year for including 
in income certain payments under the 
Agricultural Act of 1949 ... and to ex- 
tend for one year the existing treat- 
ment of State legislators’ travel expen- 
ses away from home., 78-16409 


self-instructional program for 
service ; administrator's 
78-15913 


*Independent regulatory commissions — 
United States. 
Federal regulatory programs and activi- 
ties /, 78-15363 


Farms : 
taxpayer 
guidelines., 
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Indian Education Resources Center. 
Information on organization and func- 
tions of the Indian Education 
Resources Center report to the 
Comptroller General of the United 
States., 78-15340 


*Indians of North America — Arizona. 
Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : re- 
port to accompany S. 1633., 78- 
16422 


Indians of North America — Calendar. 
American Indian calendar., 78-15544 


*Indians of North America — Legal status, 
laws, etc. 

Extension of benefits and services to the 
Pascua Yaqui Indians of Arizona : re- 
port to accompany S. 1633., 78- 
16422 


*Indians of North America — New Mexico 

— Health and hygiene. 

Indian health care, 1977 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 11, 1977, Isleta, N. 
Mex., 78-16233 


*Indians of North America — New Mexico 

— Medical care. 

Indian health care, 1977 : hearing before 
the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... November 11, 1977, Isleta, N. 
Mex., 78-16233 


*Indians of North America — Oregon — 
Land tenure. 
An act pertaining to the inheritance of 
trust or restricted lands on the Umatil- 
la Indian Reservation., 78-16415 


Indians of North America — Rites and 
ceremonies. 
American Indian calendar., 78-15544 


*Industrial accidents — United States — 
Statistics. 


Construction industries., 78-15725 


A guide to evaluating your firm's injury 
and illness experience, 1976: construc- 
tion industries., 78-15725 


*Industrial arts — Vocational guidance. 
Factory production occupations., 78- 
15685 


*Industrial hygiene — Bibliography. 


Occupational safety and health., 78- 
15376 


*Industrial hygiene — Handbooks, manuals, 
etc. 
Introduction to OSHA's health program., 
78-15728 


Occupational health and environmental 
control., 78-15728 
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Principles and practices of occupational 
safety and health : booklet 4, lesson 
health and environmental control., 
78-15728 

*Industrial productivity — United States. 

Labor-management productivity commit- 

tees in American industry., 78-15816 


*Industrial productivity centers — 
Directories. 
Productivity and quality of working life 
centers conference report and 
directory., 78-16148 


*Industrial relations. 
Productivity centers around the world., 
78-15818 
*Industrial safety — Bibliography. 
Occupational safety and health., 78- 
15376 


*Industrial safety — Handbooks, manuals, 
etc. 
Introduction to OSHA's health program., 
78-15728 


Occupational health and environmental 
control., 78-15728 


Principles and practices of occupational 
safety and health : booklet 4, lesson 
health and environmental control., 
78-15728 


*Industrial safety — Statistics. 
Occupational safety and health statistics : 
concepts and methods., 78-15723 


*Industrial safety — United States — 
Standards. 
Criteria for a recommended standard, 
occupational exposure to dinitro-ortho- 
cresol., 78-15441 


Occupational exposure to dinitro-ortho- 
cresol., 78-15441 


*Industrial sites — South Carolina — 
Barnwell County. 
Barnwell nuclear fuels plant - applicabili- 
ty study., 78-15220, 78-15221 


*Industry — Vocational guidance. 
Exploring manufacturing occupations : 
instructor's guide., 78-15396 
Exploring manufacturing occupations : 
student’s manual., 78-15397 
inspection 
instructor's 


Occupational preparation - 
and quality control 
guide., 78-15394 

Occupational preparation - inspection 
and quality control : student's manual., 
78-15395 

Inflammable materials — Fires and fire 
prevention. 

Catalog of flammable products and igni- 
tion sources., 78-16093 

Fire in your life : a catalog of flammable 
products & ignition sources., 78- 
16093 
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*Inflation (Finance) — United States. 
Consistent and uniform treatment of in- 
flation needed in program cost esti- 
mates provided to the Congress : Re- 
port to the Congress /, 78-15364 


*Information display systems. 

Development of a plasma panel hard 
copy unit : final report for period 
February 1975 - November 1975 /, 
78-15152 

Plan view display (PVD) improvement 
program, counterbalance systems /, 
78-16007 


*Information services — United States. 
Selected information resources on 
scholarships, fellowships, grants and 
loans /, 78-15746 


*Information storage and retrieval systems 
— Handbooks, manuals, etc. 
Defense integrated data system (DIDS) 
procedures handbook., 78-15024, 
78-15025 


Defense integrated data system (DIDS) 
procedures manual., 78-15022, 78- 
15023 


*Inland water transportation — United 
States. 
Water transportation requirements for 
coal movement in the 1980's /, 78- 
15926 


“Insect chemosterilization. 
Effects of chemosterilant fumigation on 
the mortality and sterility of boll 

weevils /, 78-14800 


Insect control — Alabama. 
Mist blower application of Guthion for 
cone insect control in slash pine seed 

orchards /, 78-14664 


*Insect control — Biological control — 
United States. 
Introduced parasites end predators of 
arthropod pests and weeds : a world 
review /, 78-14566 


Insect control — Flordia. 
Mist blower application of Guthion for 
cone insect control in slash pine seed 
orchards /, 78-14664 


*Insect populations — Computer programs. 
MOTHZV-2 : a computer simulation of 
Heliothis zea and Heliothis virescens 
population dynamics : users manual /, 
78-14799 


*Insect rearing — United States. 
Improvements in techniques and equip- 
ment for production of a common 
green lacewing, Chrysopa carnea /, 
78-14801 


*Insect sex attractants. 
A sex-lure trap for Rhyacionia tip moths 
/, 78-14690 





Insect traps. 

A light-trapping guide to seasonal occur- 
rence of pine seed- and cone-damaging 
moths of the Georgia Piedmont /, 78- 
14712 


Insecticides. 
Pine tip moth and pine webworm control 
with carbofuran in north Florida /, 
78-14718 


*Insecticides — Biodegradation. 
Field life of Orthene, Sevin-4-oil, and 
Dylox 1.5 bioassay with Douglas-fir 
tussock moth larvae /, 78-14686 


Insects — Southwestern States — 
Development. 
Temperature-dependent development 
rate tables for insects associated with 
cotton in the Southwest /, 78-14804 


*Insects — United States. 

Improvements in techniques and equip- 
ment for production of a common 
green lacewing, Chrysopa carnea /, 
78-14801 


*Insects — United States — Catalogs and 
collections. 
A technique for slide preparation of 
aphids, scales, and insect genitalia and 
larvae /, 78-14698 


*Instrument landing systems. 
Establishment criteria for category II in- 
strument landing system (ILS) /, 78- 
15968 


Evaluation and recommendations for 
snowdrift control at FAA ILS facilities 
in Barrow and Deadhorse, Alaska /, 
78-15994 


Final approach performance monitor /, 
78-15989 


The microwave landing system (MLS) 
controversery : twenty-first report /, 
78-16366 


Test and evaluation of a_feasibiblty 
model ILS glide slope performance as- 
surance monitor for the final approach 
path /, 78-16008 


*Instrument landing systems — Data 
procesing. 
User's manual for generalized ILSGLD- 
ILS glide slope performance prediction 
: multipath scattering /, 78-16011 


*Insurance — United States — Rates and 
tables. 

Pension Benefit Guaranty Corporation, 
amendments affecting single-employer 
and multiemployer defined benefit 
plans : hearing before the Subcommit- 
tee on Private Pension Plans and Em- 
ployee Fringe Benefits of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2019 ... S. 2125 ... H. Con. Res. 
369 ... October 14, 1977.,  78-16211 
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*Insurance — Vocational guidance. 
Banking and insurance occupations., 
78-15688 
*Insurance, Agricultural — United States. 
Adjustment in agriculture and the Trade 
act of 1974 /, 78-14827 


*Insurance, Automobile — Bibliography. 
Automobile insurance., 78-15375 


*Insurance, Flood — Alabama — Hartselle. 
City of Hartselle, Alabama, Morgan 
County., 78-15485 


Flood insurance study : city of Hartselle, 
Alabama, Morgan County., 78-15485 


*Insurance, Flood — Arizona — Willcox. 
City of Willcox, Arizona, Cochise Coun- 
ty., 78-15519 


Flood insurance study : city of Willcox, 
Arizona, Cochise County., 78-15519 


*Insurance, Flood — Colorado — Boulder. 
City of Boulder, Colorado, Boulder 
County., 78-15459 


Flood insurance study 
Colorado, Boulder 
15459 


*Insurance, Flood — Colorado — Cherry 
Hills Village. 
City of Cherry Hills Village, Colorado, 
Arapahoe County., 78-15466 


Flood insurance study : city of Cherry 
Hills Village, Colorado, Arapahoe 
County., 78-15466 


*Insurance, Flood — Connecticut — North 
Branford. 
Flood insurance study : 
Branford, Connecticut, 
County., 78-15494 


Town of North Branford, Connecticut, 
New Haven County., 78-15494 


*Insurance, Flood — Connecticut — 
Portland. 
Flood insurance study : town of Portland, 
Connecticut, Middlesex County., 78- 
15501 


Town of Portland, Connecticut, 
dlesex County., 78-15501 


Insurance, Flood — Illinois — Glendale 

Heights. 

Flood insurance study : village of Glen- 
dale Heights, Illinois, DuPage County., 
78-15478 

Village of Glendale Heights, Illinois, Du- 
Page County., 78-15478 

*Insurance, Flood — lowa — Webster City. 

City of Webster City, Iowa, Hamilton 

County., 78-15515 


Flood insurance study : city of Webster 
City, Iowa, Hamilton County., 78- 
15515 


*Insurance, Flood — Kansas — Erie. 
City of Erie, Kansas, Neosho County., 
78-15473 


: city of Boulder, 
County., 78- 


town of North 
New Haven 


Mid- 
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Flood insurance study : city of Erie, Kan- 
sas, Neosho County., 78-15473 


*Insurance, Flood — Kansas — Sterling. 
City of Sterling, Kansas, Rice County., 
78-15507 


Flood insurance study : city of Sterling, 
Kansas, Rice County., 78-15507 


*Insurance, Flood — Kentucky — Jessamine 
County. 
Flood insurance study : Jessamine Coun- 
ty, Kentucky (unincorporated areas)., 
78-15487 


Jessamine County, Kentucky 
(unincoporated areas)., 78-15487 
*Insurance, Flood — Kentucky — Louisville. 
City of Louisville, Kentucky, Jefferson 

County., 78-15489 


Flood insurance study : city of Louisville, 
Kentucky, Jefferson County., 78- 
15489 

*Insurance, Flood — Louisiana — 

Alexandria. 

City of Alexandria, Louisiana, Rapides 
Parish., 78-15452 


Flood insurance study : city of Alexan- 
dria, Louisiana, Rapides Parish., 78- 
15452 


*Insurance, Flood — Michigan — 
Chesterfield. 
Flood insurance study 
Chesterfield, Macomb 
Michigan., 78-15467 


Township of Chesterfield, 
County, Michigan., 78-15467 


*Insurance, Flood — Michigan — China. 
Flood insurance study township of 
China, Michigan, St. Clair County., 
78-15468 


Township of China, Michigan, St. Clair 
County., 78-15468 


*Insurance, Flood — Michigan — Hampton. 
Flood insurance study township of 
Hampton, Michigan, Bay County., 

78-15484 
Township of Hampton, Michigan, Bay 
County., 78-15484 


*Insurance, Flood — Michigan — St. Clair. 
Flood insurance study : township of St. 
Clair, Michigan, St. Clair County., 
78-15503 


Township of St. Clair, Michigan, St. Clair 
County., 78-15503 


*Insurance, Flood — Minnesota — Brown 
County. 

Brown County, 

porated areas., 


township of 
County, 


Macomb 


Minnesota, unincor- 


78-15460 


Flood insurance study, Brown County, 
Minnesota, unincorporated areas., 
78-15460 
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*Insurance, Flood — Mississippi — 
Sunflower. 
Flood insurance study : town of Sun- 
flower, Mississippi, Sunflower County., 
78-15509 


Town of Sunflower, Mississippi, Sun- 
flower County., 78-15509 


*Insurance, Flood — Missouri — Buchanan 
County. 
Buchanan County, Missouri, 
porated areas., 78-15461 


Flood insurance study : Buchanan Coun- 
ty, Missouri, unincorporated areas., 
78-15461 


*Insurance, Flood — Missouri — Cabool. 
City of Cabool, Missouri, Texas County., 
78-15464 


Flood insurance study : city of Cabool, 
Missouri, Texas County., 78-15464 


*Insurance, Flood — Missouri — Creve 
Coeur. 
City of Creve Coeur, Missouri, St. Louis 
County., 78-15470 


Flood insurance study : city of Creve 
Coeur, Missouri, St. Louis County., 
78-15470 


*Insurance, Flood — Missouri — 
Springfield. 
City of Springfield, Missouri, Greene 
County., 78-15505 


Flood insurance study : city of Spring- 
field, Missouri, Greene County., 78- 
15505 


*Insurance, Flood — New Hampshire — 
Pittsfield. 
Flood insurance study 
sfield, New Hamsphire, 
County., 78-15499 


Town of Pittsfield, New Hampshire, Mer- 
rimack County., 78-15499 


*Insurance, Flood — New York (State) — 
Avon. 
Flood insurance study : village of Avon, 
New York, Livington County., 78- 
15456 


Village of Avon, New York, Livingston 
County., 78-15456 


*Insurance, Flood — New York (State) — 
Genesco. 
Flood insurance study : town of Genesco, 
New York, Livingston County., 78- 
15477 


Town of Genesco, New York, Livingston 
County., 78-15477 


*Insurance, Flood — New York (State) — 

Mount Morris. 

Flood insurance study : town of Mount 
Morris, New York, Livingston County., 
78-15491 

Flood insurance study : village of Mount 


Morris, New York, Livingston County., 
78-15492 


unincor- 


: town of Pitt- 
Merrimack 
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Town of Mount Morris, New York, 
Livingston County., 78-15491 


Village of Mount Morris, New York, 

Livingston County., 78-15492 
*Insurance, Flood — New York (State) — 

Parma. 

Flood insurance study : town of Parma, 
New York, Monroe County., 78- 
15497 

Town of Parma, New York, Monroe 
County., 78-15497 


*Insurance, Flood — New York (State) — 
Randolph. 
Flood insurance study : village of Ran- 
dolph, New York, Cattaraugus Coun- 
ty., 78-15502 
Village of Randolph, New York, Cat- 
taraugus County., 78-15502 


*Insurance, Flood — New York (State) — 
Van Buren. 
Flood insurance study : town of Van 
Buren, New York, Onondaga County., 
78-15511 


Town of Van Buren, New York, Onon- 
daga County., 78-15511 


*Insurance, Flood — New York (State) — 
Watkins Glen. 
Flood insurance study : village of Wat- 
kins Glen, New York, Schuyler Coun- 
ty., 78-15514 


Village of Watkins, Glen, New York, 
Schuyler County., 78-15514 


*Insurance, Flood — New York (State) — 
Wellsville. 
Flood insurance study : village of Well- 
sville, New York, Allegany County., 
78-15516 


Village of Wellsville, New York, Al- 
legany County., 78-15516 


*Insurance, Flood — New York (State) 
York, — Great Valley. 
Flood insurance study : town of Great 
Valley, New York, Cattaraugus Coun- 
ty., 78-15479 
Town of Great Valley, New York, Cat- 
taraugus County., 78-15479 


*Insurance, Flood — North Carolina — 
Cary. 
Flood insurance study : town of Cary, 
North Carolina, Wake County., 78- 
15465 


Town of Cary, North Carlina, Wake 
County., 78-15465 


*Insurance, Flood — North Carolina — 
Greenville. 
City of Greenville, North Carolina, Pitt 
County., 78-15481 


Flood insurance study : city of Green- 
ville, North Carolina, Pitt County., 
78-15481 
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*Insurance, Flood — North Carolina — 

Knightdale. 

Flood insurance study 
Knightdale, North Carolina, 
County., 78-15488 

Town of Knightdale, North Carolina, 
Wake County., 78-15488 


*Insurance, Flood — North Carolina — 
Zebulon. 
Flood insurance study : town of a Zebu- 
lon, North Carolina, Wake County., 
78-15521 


Town of Zebulon, North Carlina, Wake 
County., 78-15521 
*Insurance, Flood — Ohio — Cleveland. 
City of Cleveland, Ohio, Cuyahoga 
County., 78-15469 


Flood insurance study : city of Cleve- 
land, Ohio, Cuyahoga County., 78- 
15469 

*Insurance, Flood — Ohio — Manchester. 

Flood insurance study village of 
Manchester, Ohio, Adams County., 
78-15490 


Village of Manchester, Ohio, Adams 
County., 78-15490 


*Insurance, Flood — Ohio — Newton Falls. 
City of Newton Falls, Ohio, Trumbull 
County., 78-15493 


Flood insurance study : city of Newton 
Falls, Ohio, Trumbull County., 78- 
15493 


*Insurance, Flood — Ohio — Stow. 
City of Stow, Ohio, Summit County., 
78-15508 


Flood insurance study : city of Stow, 
Ohio, Summit County., 78-15508 


*Insurance, Flood — Oregon — Astoria. 
City of Astoria, Oregon, Clatsop Coun- 
ty., 78-15455 


Flood insurance study : city of Astoria, 
Oregon, Clatsop County., 78-15455 
*Insurance, Flood — Oregon — Bay City. 
City of Bay City, Oregon, Tillamook 
County., 78-15457 


Flood insurance study : city of Bay City, 
Oregon, Tillamook County., 78- 
15457 


*Insurance, Flood — Pennsylvania — 
Haines. 
Flood insurance study township of 
Haines, Pennsylvania, Centre County., 
78-15482 


Township of Haines, Pennsylvania, Cen- 
tre County., 78-15482 


*Insurance, Flood — Pennsylvania — 
Walker. 
Flood insurance study township of 
Walker, Pennsylvania, Juniata County., 
78-15512 


town of 
Wake 





Township of Walker, Pennsylvania, Ju- 
niata County., 78-15512 


*Insurance, Flood — Rhode Island — North 
Smithfield. 
Flood insurance study : town of North 
Smithfield, Rhode Island , Providence 
County., 78-15495 


Town of North Smithfield, Rhode Island, 
Providence County., 78-15495 
*Insurance, Flood — South Dakota — 
Meade County. 
Flood insurance study : Meade County, 
South Dakota (unincorporated areas), 
78-15486 


Meade County, South Dakota 
(unincorporated areas)., 78-15486 


*Insurance, Flood — Texas — Forest Hill. 
City of Forest Hill, Texas, Tarrant Coun- 
ty., 78-15474 
Flood insurance study : 
Hill, Texas, Tarrant 
15474 


*Insurance, Flood — Texas — West Lake 
Hills. 
City of West Lake Hills, Texas, Travis 
County., 78-15517 


Flood insurance study : city of West 
Lake Hills, Texas, Travis County., 
78-15517 


*insurance, Flood — United States. 
Coastal flood hazards and the national 
flood insurance program /, 78-15450 


*Insurance, Flood — Vermont — Winooski. 
City of Winooski, Vermont, Chittenden 
County., 78-15520 


Flood insurance study : city of Winooski, 
Vermont, Chittenden County., 78- 
15520 


*Insurance, Flood — Virginia — Altavista. 
Flood insurance study : town of Al- 
tavista, Virginia, Campbell County., 
78-15453 
Town of Altavista, Virginia, Campbell 
County., 78-15453 
*Insurance, Flood — Virginia — Amherst 
County. 
Amherst County, 
porated areas., 


city of Forest 
County., 78- 


Virginia, unincor- 


78-15454 
Flood insurance study : Amherst County, 
Virginia, unicorporated Areas., 78- 
15454 
*Insurance, Flood — Virginia — Bluefield. 
Flood insurance study town of 
Bluefield, Virginia, Tazewell County., 
78-15458 
Town of Bluefield, Virginia, Tazewell 
County., 78-15458 
*Insurance, Flood — Virginia — 
Buckingham County. 
Buckingham County, 
(unincorporated areas)., 


Virginia 
78-15462 
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Flood Buckingham 


(unincorporated 


insurance study 
County, Virginia 
areas)., 78-15462 
*Insurance, Flood — Virginia — Buena 
Vista. 
City of Buena 
(independent city)., 


Vista, 
78-15463 


Flood insurance study : city of Buena 
Vista, Virginia (independent city)., 
78-15463 

*Insurance, Flood — Virginia — Frederick 

County. 

Flood insurance study : Frederick Coun- 
ty, Virginia, unincorporated areas., 
78-15475 

Frederick County, Virginia, 
porated areas., 78-15475 


*Insurance, Flood — Virginia — Halifax 
County. 
Flood insurance study : Halifax County, 
Virginia, unincorporated areas., 78- 
15483 


Halifax County, Virginia, unincorporated 
areas., 78-15483 


*Insurance, Flood — Virginia — Pembroke. 

Flood insurance study : town of Pem- 

broke, Virginia, Giles County., 78- 
15498 


Town of Pembroke, 
County., 78-15498 


*Insurance, Flood — Washington (State) — 
Albion. 
Flood insurance study : town of Albion, 
Washington, Whitman County., 78- 
15451 


Town of Albion, Washington, Whitman 
County., 78-15451 


*Insurance, Flood — Washington (State) — 
Douglas County. 
Douglas County, Washington 
(unincorporated areas), 78-15471 


Flood insurance study : Douglas County, 
Washington (unincorporated areas), 
78-15471 


‘Insurance, Flood — Washington (State) — 
Endicott. 
Flood insurance study : town of Endicott, 
Washington, Whitman County., 78- 
15472 


Town of Endicott, Washington, Whitman 
County., 78-15472 


*Insurance, Flood — Washington (State) — 
Garfield. 
Flood insurance study : town of Garfield, 
Washington, Whitman County., 78- 
15476 


Town of Garfield, Washington, Whitman 
County., 78-15476 
*Insurance, Flood — Washington (State) — 
Palouse. 
City of Palouse, Washington, Whitman 
County., 78-15496 


Virginia 


unincor- 


Virginia, Giles 
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Flood insurance study : city of Palouse, 
Washington, Whitman County., 78- 
15496 

*Insurance, Flood — Washington (State) — 

Pomeroy. 

City of Pomeroy, Washington, Garfield 
County., 78-15500 


Flood insurance study : city of Pomeroy, 
Washington, Garfield County., 78- 
15500 

*Insurance, Flood — Washington (State) — 

Uniontown. 

Flood insurance study : town of Union- 
town, Washington, Whitman County., 
78-15510 

Town of Uniontown, Washington, Whit- 
man County., 78-15510 


*Insurance, Flood — Washington (State) — 
Wapato. 
City of Wapato, Washington, Yakima 
County., 78-15513 


Flood insurance study : city of Wapato. 
Washington, Yakima County., 78- 
15513 


*Insurance, Flood — West Virginia — Star 
City. 
Flood insurance study : town of Star 
City, West Virginia, Monongalia Coun- 
ty., 78-15506 
Town of Star City, West Virginia, 
Monongalia County., 78-15506 


*Insurance, Flood — West Virginia — 


Westover. 
City of Westover, West Virginia, Monon- 


galia County., 78-15518 


Flood insurance study : city of Westover, 
West Virginia, Monongalia County., 
78-15518 

Insurance, Flood — West Virginia — White 

Sulphur Springs. 

City of White Sulphur Springs, West Vir- 
ginia, Greenbrier County., 78-15522 

Flood insurance study : city of White 
Sulphur Springs, West Virginia, Green- 
brier County., 78-15522 

Insurance, Flood — Wisconsin — Sheboygan 

County. 

Flood 
County, 
areas., 


Sheboygan 
unincorporated 


insurance study 
Wisconsin, 

78-15504 

Sheboygan County, Wisconsin, unincor- 
porated areas., 78-15504 


*Insurance, Flood — Wyoming — Green 

River. 

Flood insurance study : town of Green 
River, Wyoming, SweetwaterCounty., 
78-15480 

Town of Green River, Wyoming, Sweet- 
water County., 78-15480 
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*Insurance, Government employees’ health 
— United States. 
American Postal Workers Union plan, 
1976., 78814943 


Mail handlers benefit plan, 1976., 78- 
14942 


Uniformity in Federal employee health 
benefits and coverage : report to ac- 
company H.R. 2931., 78-16472 

*Insurance, Health — California. 

Prepaid health plans and health main- 
tenance organizations : report of the 
Committee on Governmental Affairs, 
United States Senate /, 78-16433 


*Insurance, Investment guaranty — Syria. 
Investment guaranties agreement 
between the United States of America 
and Syria effected by exchange of 
notes signed at Damascus August 9, 

1976, with related letter., 78-15874 


*Insurance, Investment guaranty — United 

States. 

Investment guaranties agreement 
between the United States of America 
and Syria effected by exchange of 
notes signed at Damascus August 9, 
1976, with related letter., 78-15874 


*Insurance, Mortgage guaranty — United 

States. 

HUD needs to better assess financial 
soundness of multifamily residential 
projects before insuring them : report 
to the Congress /, 78-15344 


*Insurance, Unemployment. 
Unemployment compensation for Federal 
employees UCFE instructions for 
Federal agencies., 78-15738 


*Interconnected electric utility systems — 
Directories. 
Inventory of power plants in the United 
States., 78-15311 


Trends in power plant capacity and 
utilization : inventory of power plants 
in the United States /, 78-15311 


*Interest and usury. 
Amendments to 
15331 


Interest on deposits : amendments to 
regulation Q., 78-15330 


Rules regarding delegation of authority : 
amendments., 78-15334 


Supplement to regulation Q : as amended 
effective December 4, 1975., 78- 
15332 


*Intergovernmental fiscal relations — United 

States. 

Block grants, a comparative analysis : the 
intergovernmental grant system, an as- 
sessment and proposed policies., 78- 
16089 


regulation Q., 78- 
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The intergovernmental grant system, an 
assessment and proposed policies., 
78-16089 


*Internal revenue law — United States. 
Revision of miscellaneous timing require- 
ments of the revenue laws : report to 
accompany H.R. 7320., 78-16454 


*Internal security — Study and teaching — 
United States. 
Internal security, basic school, phase | : 
text, investigative procedures., 78- 
15914 


International Coffee Agreement 

(Organization) 

International Coffee Agreement, 1976, 
between the United States of America 
and other governments : approved by 
the International Coffee Council at 
London December 3, 1975., 78- 
15870 


*International cooperation — Addresses, 
essays, lectures. 

U.S. nuclear cooperation policies : the 
following are texts of a speech by 
Fredrick Irving, Assistant Secretary for 
Oceans and International Environmen- 
tal Scientific Affairs, before the 1976 
Conference of the Atomic Industrial 
Forum on November 15, 1976, and 
President Ford's statement of October 
28, 1976., 78-15844 


*International economic relations. 

Dollars, diplomacy, and development : 
hearings before the Subcommittees on 
International Economic Policy and 
Trade and on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 29 and July 26, 1977., 78- 
16252 


The interdependence of nations : an 
agenda for research /, 78-15799 


United States international trade policy 
and the Trade act of 1974 /, 78- 
16214 


*International economic relations — 
Addresses, essays, lectures. 
CIEC’s role in the North-South dialogue 
: [statement] /, 78-15843 


“International finance. 

Dollars, diplomacy, and development : 
hearings before the Subcommittees on 
International Economic Policy and 
Trade and on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 29 and July 26, 1977., 78- 
16252 


Special report to the President and to the 
Congress on amendment of the articles 
of agreement of the _ International 
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Monetary Fund and on an increase in 
quotas in the International Monetary 
Fund., 78-16124 


International Monetary Fund. 

Special report to the President and to the 
Congress on amendment of the articles 
of agreement of the International 
Monetary Fund and on an increase in 
quotas in the International Monetary 
Fund., 78-16124 


*International offenses. 

International terrorism : hearing before 
the Subcommittee on Foreign 
Assistance of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion September 14, 1977., 78- 
16220 


*International offenses — Addresses, essays, 
lectures. 
Problems of international terrorism 
statement /, 78-15852 


*International relations — Addresses, essays, 
lectures. 
CSCE and detente : Speech /, 


*International travel regulations. 
Visa requirements of foreign govern- 
ments., 78-15841 


International Whaling Commission. 
Amendments to the schedule to the In- 
ternational Whaling Convention of 
1946., 78-15863 


Whaling : amendments to the schedule to 
the International Whaling Convention 
of 1946, adopted at the twenty-seventh 
meeting of the International Whaling 
Commission, London June 23-27, 
1975., 78-15863 


Interstate commerce. 
Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives., 78-16350 


78-15851 


Interstate commerce — Cases. 
Decisions of the Interstate Commerce 
Commission of the United States, 78- 
15651 


Interstate 
ports., 
*Inventions. 
Peace Corps intermediate technology for 
15 years., 78-14837 


*Investigations — Study and teaching — 
United States. 
Internal security, basic school, phase | : 
text, investigative procedures., 78- 
15914 


*Investments, American. 

Overseas Private Investment Corporation 
amendments act of 1978 : conference 
report to accompany H.R. 9179., 78- 
16360 


Commerce Commission re- 
78-15651 





*Investments, Foreign — United States. 

Foreign direct investment in the United 
States : 1976 transactions—all forms ; 
1974-76 acquisitions, mergers and 
equity increases., 78-1+929 

*lIon exchange. 

Design requirements for uranium ion 
exchange from acidic solutions in a 
fluidized system /, 78-15559 

Iron ores — United States — Statistics. 

Iron oxide pigments., 78-15576 


Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15576 


*Iron oxides. 
Iron oxide pigments., 


Iron oxides — Statistics. 
Iron oxide pigments., 


78-15566 


78-15577 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15577 
*Irrigation — United States — Management. 
Minimizing salt in return flow through ir- 
rigation management : interim report /, 
78-15268 


Isaac, William Michael, 

Nomination of William M. Isaac : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... March 8, 1978., 
78-16190 


*Island flora. 
Flora of Virgin Gorda (British Virgin 
Islands) /, 78-14634 


*Italy — Economic conditions — 1945- 
Economic conditions in Italy, France, 
and the United Kingdom : report /, 
78-16257 


J 


*Jean Lafitte National Park, La. 
Jean Lafitte National Park : report to ac- 
company S. 1829., 78-16431 


Jersey Central Power and Light Company. 

Safety evaluation report related to opera- 
tion of Three Mile Island Nuclear Sta- 
tion, Unit 2, Metropolitan Edison 
Company, Jersey Central Power & 
Light Company, Pennsylvania Electric 
Company, supplement no. 2, docket 
no. 50-320., 78-16127 


Supplement no. 2 to the safety evalua- 
tion by the Office of Nuclear Reactor 
Regulation, United States Nuclear 
Regulatory Commission : in the matter 
of Metropolitan Edison Company, Jer- 
sey Central Power and Light Com- 
pany, [and] Pennsylvania Electric 
Company : Three Mile Island Nuclear 
Station, Unit no. 2 : docket number 
50-320., 78-16127 
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*Jet pumps. 

Study and evaluation of remedial sand 
bypassing procedures : final report /, 
78-15085 

*Jets — Fluid dynamics. 

Effect of a simulated engine jet blowing 
above an arrow wing at mach 2.0 /, 
7383-15773 


*Job analysis. 


Job safety analysis /, 78-15622 


A proposed modified technical order 
system and its impact on maintenance 
personnel and training : final report for 
period 11 December 1974 - 19 Sep- 
tember 1975 /, 78-15153 

*Job descriptions — Evaluation. 

Comparative analysis of the 
validity for subjective time 
scales /, 78-15143 


*Job enrichment. 

Differential incentive effects under vary- 
ing instruction conditions : interim re- 
port for period January 1975 - June 
1975 /, 78-15162 


Job enrichment : evaluation with implica- 
tions for Air Force job redesign : in- 
terim report for period 1 January 1975 
- 30 April 1977 /, 78-15208 


*Job evaluation. 

Airman job performance estimated from 
task performance ratings : final report 
for period January 1968 - December 
1972 /, 78-15189 


*Job satisfaction. 

Job enrichment : evaluation with implica- 
tions fcr Air Force job redesign : in- 
terim report for period | January 1975 
- 30 April 1977 /, 78-15208 


Longitudinal inferences of job attitude 
and tenure relationships from cross- 
sectional data interim report for 
period 1 October 1974 - 31 March 
1976 /, 78-15178 


Relation of airmen job attitudes to par- 
ticipation in sports and leisure activi- 
ties : interim report for period | July 
1974 - 30 June 1975 /, 78-15145 


Review of an Air Force job satisfaction 
research project : status report through 
September 1976 final report for 
period 1 July 1971 - 30 September 
1976 /, 78-15191 

*Job vacancies — Information services — 

United States. 

Information guide to the job bank 
frequently listed openings report (JOB- 
FLO) : job service., 78-15739 

Job service., 78-15739 


*Job vacancies — United States. 
Tomorrow's jobs., 78-15682 


relative 
rating 
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* Judges — United States — Appointment, 
qualifications, tenure, etc. 
Additional Federal judgeships : report 
together with additional views to ac- 
company H.R. 7843., 78-16344 


*Jury — United States. 
Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2072., 78-16439 


Amending the Jury selection and service 
act of 1968, as amended : report to ac- 
company S. 2075., 78-16437 


Amending the Jury selection and service 
act of 1968, as amended, with respect 
to the selection and qualification of ju- 
rors, and to extend to all jurors in 
United States district courts the provi- 
sions of title 5, United States Code, 
applicable to Federal employee ser- 
vice-related injuries : report to accom- 
pany S. 2074., 78-16438 


Marshals service fees, witness fees, and 
amendments to the Jury selection and 
service act : hearing before the Sub- 
committee on Improvements in Judi- 
cial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session ... 
September 26, 1977., 78-16265 


* Juvenile corrections — United States. 
Restitution by juvenile offenders : an al- 
ternative to incarceration., 78-15656 


*Juvenile corrections — United States — 
Statistics. 
Children in custody : a report on the ju- 
venile detention and _ correctional 
facility census of 1973., 78-15668 


* Juvenile delinquency — United States. 

The serious juvenile offender 
proceedings of a National Symposium 
held in Minneapolis, Minnesota on 
September 19 and 20, 1977., 78- 
15654 


*Juvenile delinquency — United States — 
Statistics. 
Children in custody : a report on the ju- 
venile detention and_ correctional 
facility census of 1973., 78-15668 


K 


*Kidneys — Diseases — United States. 
End stage renal disease program : report 
to accompany H.R. 8423., 78-16421 


King, Martin Luther, — Assassination. 
Recommending that the case of Claude 
Powell, Jr., be certified to the U.S. at- 
torney for contempt of Congress : re- 
port., 78-16381 


*Knee. 
Program guide : selection and application 


of knee mechanisms., 78-16067 
Selection and of knee 


mechanisms., 


application 
78-16067 
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*Knik Arm, Alaska. 
Shoaling rates and related data from 
Knik Arm near Anchorage, Alaska /, 
78-15099 


L 


*Labels — United States. 

Labeling and inspection of imported 
meat : hearing before the Subcommit- 
tee on Livestock and Grains of the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, November 22, 1977, 
Scottsbluff, Nebr., 78-16164 

*Labor disputes. 

Report to the President by Emergency 
Board no. 187 : appointed by Execu- 
tive order 11876, dated September 2, 
1975, pursuant to section 10 of the 


Railway labor act, as amended ..., 78- 
15788 


*Labor disputes — United States. 
Supplemental report to the President by 
Emergency Board no. 187 : recon- 
vened November 19, 1975, to interpret 
a recommendation resulting from its 
investigation of a dispute between cer- 
tain carriers represented by the Na- 
tional Railway Labor Conference, and 
certain of their employees represented 
by the Railway Employees’ Depart- 
ment (AFL-CIO)., 78-15789 
*Labor laws and legislation — United States. 
Labor law reform act of 1977 : report to 
accompany H.R. 8410., 78-16450 


A monitoring and assessment plan for 
the Youth employment and demonstra- 
tion projects act of 1977., 78-15732 


Labor laws and legislation — United States 
— Cases. 
Decisions and orders of the National 
Labor Relations Board., 78-15747, 
78-15748 


*Labor laws and legislation — United States 

— Cases — Indexes. 

Classification outline with topical index 
for decisions of the National Labor 
Relations Board and related court 
decisions., 78-15749 

*Labor management committees — United 

States — Directories. 

Directory of labor-management commit- 
tees., 78-16149 

*Labor productivity. 

Productivity centers around the world., 

78-15818 
*Labor productivity — Congresses. 
Productivity and quality of working life 


centers conference report and 
directory., 78-16148 
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*Labor productivity — United States. 
Improving municipal productivity : work 
measurement for better management., 
78-15820 
A plant-wide productivity plan in action : 
three years of experience with the 
Scanlon plan., 78-15819 


*Labor supply — United States. 
Labor market intermediaries : a special 
report of the National Commission for 
Manpower Policy., 78-16122 


Labor supply — United States — Statistical 
services. 
Questions and answers on popular labor 
force topics., 78-15724 


*Labor turnover. 

The feasibility of estimating personnel 
turnover from survey data : a longitu- 
dinal study : final report for period 
December 1973 - December 1974 /, 
78-15137 

*Laboratories — United States. 

Laboratories needed to support long- 
term exploratory research in the U.S. 
Environmental Protection Agency : a 
report to the President and the Con- 
gress., 78-15233 


Laminated wood. 
Economic feasibility of process for high- 
yield laminated structural products /, 
78-14624 


Lance, Thomas Bertram, 

Matters relating to T. Bertram Lance : 
hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ...., 78-16226 


Land — Nevada — Statistics — Periodicals. 
Nevada BLM statistics, 78-15618 


Nevada statistics, 78-15618 


Land — Utah — Congresses. 
Report of proceedings - Utah Multiple 
Use Advisory Board., 78-15619 


*Land use — Missouri River watershed. 
Specific problems analysis : 1975 na- 
tional assessment of water and related 
land resources : Missouri Region., 
78-16123 


*Land use — Oregon. 
Land use plan : Ochoco National Forest., 
78-14588 


*Land use — Planning — Alaska. 
Alaska village workshops on Alaska Na- 
tional interest lands legislation /, 78- 
16203 


*Land use — Planning — Peru. 

Improved water and land use in the sier- 
ra : agreement between the United 
States of America and Peru signed at 
Lima September 29, 1976., 78-15869 
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*Land use — Planning — United States. 
Improved water and land use in the sier- 
Ta : agreement between the United 
States of America and Peru signed at 
Lima September 29, 1976., 78-15869 


Land use — Planning — United States — 

Addresses, essays, lectures. 

Readings on land use policy : a selection 
of recent articles and studies on land 
use policy issues and activities in the 
United States /, 78-16249 


Land use — Planning — United States — 
Case studies. 
“Nature to be commanded must be 
obeyed” : earth-science maps applied 
to land and water management /, 78- 
15538 


*Land use — United States. 
Measuring landscape esthetics : the 
scenic beauty estimation method /, 
78-14654 


Perspectives on prime lands 
background papers for Seminar on the 
Retention of Prime Lands, July 16-17, 
1975 /, 78-14545 


PREVIEW computer assistance for 
visual management of forested land- 
scapes /, 78-14640 


Rationing wilderness use methods, 
problems, and guidelines /, 78-14632 


The U.S. Department of the Interior’s 
proposed rules for enforcement of the 
Reclamation act of 1902 : an 
economic impact analysis : a staff re- 
port /, 78-14828 

*Land use — Washington (State) 

Fishing and other recreation behavior at 
high-mountain lakes in Washington 
State /, 78-14682 


Naches-Tieton-White 
study Snoqualmie 
Pinchot National Forests., 


*Landing aids (Aeronautics) 

Development and test of low impact re- 
sistance structures : installation of ap- 
proach lighting systems at runway 31, 
NAFEC /, 78-15988 


*Landing mats. 

Summary of buckling and tension tests of 
landing mats as related to C-5A air- 
craft bow wave problems ; final report 
/, 78-15082 

*Landsat (Artificial satellite) 

Landsat urban area delineation : 

project 75-3 /, 78-15751 
*Larch — Mathematical models. 
An equation for [estimating the (value 


and / volume) of (western larch 
trees)] /, 78-14647 


*Larch case-bearer — Control — Idaho. 
An aerial test of Orthene against the 
larch casebearer /, 78-14677 


River land use 
and Gifford 
78-14586 


Intralab 





*Larvae — Fishes. 

Gulf of Maine-Georges Bank 
ichthyoplankton collected on ICNAF 
larval herring surveys September 1971- 
February 1975 /, 78-14913 


*Laser Doppler velocimeter. 
Laser Doppler dust devil measurements 
/, 78-15759 


*Latin America — Foreign relations — 

United States. 

Historical study U.S. policy toward 
Latin America, recognition and non- 
recognition of governments, and inter- 
ruptions in diplomatic relations, 1933- 
1974., 78-15846 


Law — United States. 
United States code., 
16081 


*Law enforcement — United States — 

Dictionaries. 

National criminal justice thesaurus 
descriptors for indexing law enforce- 
ment and criminal justice information., 
78-15659 


*Law enforcement — United States — 
Societies, etc. — Directories. 
Directory of law enforcement 

criminal justice associations 
research centers., 78-14872 

*Lawyers — Vocational guidance. 

Lawyers, city managers, and_ social 
science occupations., 78-15709 

*Leaching. 

Aqueous electrolysis of lead chloride /, 
78-15556 


Design requirements for uranium ion 
exchange from acidic solutions in a 
fluidized system /, 78-15559 


Minimizing salt in return flow through ir- 
rigation management : interim report /, 
78-15268 


Well construction information for in situ 
uranium leaching /, 78-15564 


*Lead — Electrometallurgy. 
Aqueous electrolysis of lead chloride /, 
78-15556 


*Lead — Environmental aspects — United 
States. 
Lead in the environment., 
*Leadership — Congresses. 
Contingency approaches to leadership : a 
review and synthesis : interim report 
for period 1 September 1974 - 1 June 
1975 /, 78-15167 


*Leadership — Study anc teaching. 
Human behavior and leadership., 78- 
15118 
*Learning ability. 
Trends in aptitude of graduate students 
in science /, 78-15796 


78-16080, 78- 


and 
and 


78-15800 
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*Leases — United States. 

Acceptance and use of records, the 
disposal of records, and renegotiation 
of leases involving real property : hear- 
ing before the Subcommittee on Civil 
Service and General Services of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1265, S. 
1267, and S. 1273, October 17, 1977., 
78-16227 


Leasing of flue-cured tobacco marketing 
quotas : hearing before the Subcom- 
mittee on Tobacco of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3416, March 15, 1977., 
78-16167 

*Leaves. 

Emission factor development for leaf 

burning /, 78-15228 
*Leeks — Packaging. 

Storage and shelf life of packaged leeks 

/, 78-14572 
*Leeks — Storage. 

Storage and shelf life of packaged leeks 

/, 78-14572 


*Legal assistance to the aged — United 

States. 

Legal services for the elderly, 1977 : 
hearing before the Subcommittee on 
Aging of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, S. 
1282 ... October 4, 1977., 78-16234 


Legislation — United States. 
Summary of legislative achievements., 
78-16416 


*Legislative auditing — United States. 
Federal banking agency audit act : report 
to accompany H.R. 2176., 78-16424 


*Lenses. 
An analytical and experimental investiga- 
tion of a 1.8 by 3.7 meter Fresnel lens 
solar concentrator /, 78-15771 


*Letter-writing. 
Feelings, the way to better letter writing., 
78-16072 


Levitan, Sar A 
Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... July 21, 1977., 78- 
16235 


*Libraries, Depository — United States. 

An act to amend title 44, United States 
Code, to provide for the designation of 
libraries of accredited law schools as 
depository libraries of Government 
publications., 78-16412 


*Library legislation — United States. 
An act to amend title 44, United States 
Code, to provide for the designation of 
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libraries of accredited law schools as 
depository libraries of Government 
publications., 78-16412 
Library of Congress. Trust Fund Board. 
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*Ocean waves. 

Wave attenuation by artificial seaweed /, 

78-15094 
*Ocean waves — Measurement. 

Diurnal variations in visually observed 

breaking waves /, 78-15093 


techniques for coastal 
78-15096 


test 


Measurement 
waves and currents /, 
*Oceanographic research. 
Mode-I : an overview of the program and 
detailed description of the field experi- 
ment., 78-15802 


Oceanography. 
Acoustic tracking of Woodhead seabed 


drifters /, 78-15758 


Mode-I : an overview of the program and 
detailed description of the field experi- 
ment., 78-15802 





*Oceanography — Statistical methods. 
GATE Convection Subprogram Data 
Center : final report on ship surface 
data validation /, 78-14904 


*Ochoco National Forest, Or. 
Land use plan : Ochoco National Forest., 
78-14588 


*Office equipment and supplies — Catalogs. 
Sale, 50% off on most items : discon- 
tinued items, tools, paper, furniture, 
and office supplies, maintenance and 
operating supplies., 78-15381 
*Oil and gas leases — United States. 
Opportunities to resolve some basic con- 
flicts over outer continental shelf leas- 
ing and development : report /, 78- 
15348 


*Oil fields — Production methods. 
Tertiary oil recovery by CO[SUB2] in- 
jection., 78-15302 


*Oil spills — Environmental aspects — 
Alaska. 
Comparison of ecological impacts of 
postulated oil spills at selected Alaskan 
locations /, 78-16029 


*Oil spills — Environmental aspects — 
United States — Congresses. 
Proceedings of the 1977 Oil 

Response Workshop /, 78-15614 


*Oil spills — Measurement. 
The measurement of oil spill volume by a 
passive microwave imager /, 78- 
16027 


*Oil spills — United States. 

Oil spill recovery technology : hearings 
before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session, 
June 28 and 29, 1977., 78-16289 

*Oil spills — United States — Congresses. 

Proceedings of the 1977 Oil Spill 

Response Workshop /, 78-15614 


Omaha Public Power District. 

Final environmental statement related to 
determination of the suitability of the 
Fort Calhoun site for eventual con- 
struction of the Fort Calhoun Station 
Unit No. 2 : Omaha Public Power Dis- 
trict : Docket no. 50-548., 78-16143 


*Omnirange system. 
Effects of scattering by obstacles in the 
field of VOR/DVOR /, 78-15981 


A flight investigation of system accura- 
cies and operational capabilities of a 
general area navigation systems /, 78- 
16019 


Operational and airworthiness approval 
of airborne Omega radio navigation 
systems as a means of updating self- 
contained navigation systems., 78- 
15959 


Spill 
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*Oncology — Classification. 
SEER Program., 78-15401, 78-15402 


The self-instructional manual for tumor 
registrars /, 78-15401, 78-15402 


*Optical wave guides. 

Operational and cost considerations in 
the use of optical waveguides in a local 
information transfer system /, 78- 
14841 


Oratosquilla. 

Further observations on Oratosquilla, 
with accounts of two new genera and 
nine new species (Crustacea: Sto- 
matopoda: Squillidae) /, 78-15908 

*Ordnance, Naval. 

Dahlgren /, 78-15112 

*Ore-dressing. 

Recovery of copper from granulated 

blast furnace slag /, 78-15558 


*Organization for Economic Cooperation 
and Development countries — Economic 
conditions. 

Economic growth of OECD countries, 
1967-1977., 78-15860 


*Organized crime — United States. 
Investigation and prosecution of or- 
ganized crime., 78-15661 


Rackets bureaus investigation and 
prosecution of organized crime: /, 78- 
15661 

*Organochlorine compounds — Toxicology. 

Bioassay of hexachloroethane for possi- 

ble carcinogenicity., 78-15409 


Hexachloroethane., 78-15409 


*Outdoor recreation — United States. 
Guidelines for understanding and deter- 
mining optimum recreation carrying 
capacity., 78-15621 
*Outdoor recreation — United States — 
Bibliography. 
Recreational and outdoor activities., 
78-15369 


Outer space — Exploration — Periodicals. 
Geophysics, astronomy, and space, 78- 
16116 


USSR and eastern Europe scientific ab- 
Stracts., 78-16116 


Overseas Private Investment Corporation. 
Audit of the Overseas Private Investment 
Corporation., 78-16316 
Overseas Private Investment Corporation 
amendments act of 1978 : conference 
report to accompany H.R. 9179., 78- 
16360 


P 


*Pacific area — Statistics, Medical — 
Congresses. 
Epidemiology and cancer registries in the 
Pacific Basin : a conference held in 
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Maui, Hawaii, November 11-14, 1975., 
78-15413 


*Pacific coast (United States and Canada) 
Surface currents as determined by drift 
card releases over the Continental 
Shelf off central and southern Califor- 
nia /, 78-14914 


*Painting books. 
Dan and Sue meet the milk family., 78- 
14763 


*Paleontology — United States. 

Fossil vertabrates in the United States : 
the next ten years : a report of the 
Society of Vertebrate Paleontology, 
Advisary Committee for Systematics 
Resources in Vertebrate Paleontology ; 
Wann Langston, Jr., Chairman ... [et 
al.] ...,  78-15794 


*Pallets (Shipping, storage, etc.) 
An evaluation of various types of 
disposable pallets in unitized systems 
for fresh citrus fruits /, 78-14797 


*Pamphlets. 
Project planner resolving the park 
folder : National Park Service informa- 
tional folder program., 78-15607 


Unigrid : design specifications : National 
Park Service information folder pro- 
gram., 78-15608 


*Panama — Foreign relations — United 

States. 

Panama Canal treaties : report of the 
Committee on Foreign Relations, 
United States Senate : with supplemen- 
tal and minority views on Executive N, 
95th Cong., Ist sess. .... 78-16085 


Panama Canal treaty ramifications 
hearings before the Subcommittee on 
the Panama Canal of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-16268 


*Panama — Foreign relations — United 
States — Addresses, essays, lectures. 
The Panama Canal treaties : statement /, 
78-15855 


*Panama Canal. 

Panama Canal treaties : report of the 
Committee on Foreign Relations, 
United States Senate : with supplemen- 
tal and minority views on Executive N, 
95th Cong., Ist sess. ..., 78-16085 


*Panama Canali — Addresses, essays, 
lectures. 
The Panama Canal treaties : statement /, 
78-15855 


*Panama Canal treaties, 1977. 
Panama Canal treaty : in the Senate of 
the United States., 78-16083, 78- 
16084 


Panama Canal treaty ramifications 
hearings before the Subcommittee on 
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the Panama Canal of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ....  78-16268 


Treaty concerning the permanent 
neutrality and operation of the Panama 
Canal., 78-16083, 78-16084 


*Panama Canal treaties, 1977 — Addresses, 
essays, lectures. 
Panama Canal treaties : 
perspective /, 78-15848 
*Paneling. 
Evaluation of synthetic crossbands for 
wood panels /, 78-14621 
*Paper. 
Effective thickness of paper : appraisal 
and further development /, 78-14625 


*Paper making and trade — Vocational 
guidance. 
Petroleum refining, industrial chemical, 
drug, and paper and allied products in- 
dustries., 78-15717 


a negotiator’s 


*Parachuting. 
Listing of FAA certified parachute lofts., 
78-15960 


Parole — United States — States. 

State and local probation and parole 

systems., 78-15669 
*Particles. 

Scientific and technical assessment re- 
port on particulate polycyclic organic 
matter (PPOM)., 78-15281 

*Passports. 

Visa requirements of foreign govern- 

ments., 78-15841 


*Pastures — Oklahoma — Craig County — 
Fertilizers and manuers. 
Greener grass for the “green country” : 
Craig County, Oklahoma., 78-16155 


*Pavements. 
Collection of commercial aircraft charac- 
teristics for study of runway roughness 
/, 78-15983 


*Peas — United States — Grading. 

United States standards for grades of 
frozen field peas and frozen black-eye 
peas : effective May 24, 1976., 78- 
14811 

*Peas, Frozen — Grading. 

United States standards for grades of 
frozen field peas and frozen black-eye 
peas : effective May 24, 1976., 78- 
14811 


Peat industry — United States — Statistics. 
Peat., 78-15582 
Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15582 


Pennsylvania Electric Company. 
Safety evaluation report related to opera- 
tion of Three Mile Island Nuclear Sta- 
tion, Unit 2, Metropolitan Edison 
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Company, Jersey Central Power & 
Light Company, Pennsylvania Electric 
Company, supplement no. 2, docket 
no. 50-320., 78-16127 


Supplement no. 2 to the safety evalua- 
tion by the Office of Nuclear Reactor 
Regulation, United States Nuclear 
Regulatory Commission : in the matter 
of Metropolitan Edison Company, Jer- 
sey Central Power and Light Com- 
pany, [and] Pennsylvania Electric 
Company : Three Mile Island Nuclear 
Station, Unit no. 2 : docket number 
$0-320., 78-16127 


Pension Benefit Guaranty Corporation. 

Oversight of ERISA, 1977 : hearings be- 
fore the Subcommittee on Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2125 ... Oc- 
tober 11, 13, and 18, 1977., 78- 
16232 


Pension Benefit Guaranty Corporation, 
amendments affecting single-employer 
and multiemployer defined benefit 
plans : hearing before the Subcommit- 
tee on Private Pension Plans and Em- 
ployee Fringe Benefits of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2019 ... S. 2125 ... H. Con. Res. 
369 ... October 14, 1977., 78-16211 


*Pension trusts — United States. 

Oversight of ERISA, 1977 : hearings be- 
fore the Subcommittee on Labor of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 2125 ... Oc- 
tober 11, 13, and 18, 1977., 78- 
16232 


Pension Benefit Guaranty Corporation, 
amendments affecting single-employer 
and multiemployer defined benefit 
plans : hearing before the Subcommit- 
tee on Private Pension Plans and Em- 
ployee Fringe Benefits of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2019 ... S. 2125 ... H. Con. Res. 
369 ... October 14, 1977., 78-16211 


*Pensions, Military — United States. 
Authorizing retirement of certain reserve 
members after 20 years of active duty : 
report to accompany H.R. 10341., 
78-16342 


Recalculation of retired pay for post- 
retirement active duty : report to ac- 
company H.R. 10342., 78-16343 


*Performance — Analaysis — Audio-visual 
aids — Bibliography. 

Audio-visual proficiency testing : an- 
notated bibliography : interim report 
for period October 1976 - June 1977 /, 
78-15207 
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*Performing arts — Vocational guidance. 
Performing arts and entertainment-re- 
lated occupations., 78-15712 


Perlite — Statistics. 
Perlite., 78-15583 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15583 


*Personal rapid transit — West Virginia — 
Morgantown. 
PRT impact study; pre-PRT phase., 78- 
16036 
*Personnel management — Bibliography. 
Personnel policies and practices., 78- 
14952 


for regional 
psychologists : November 4-8, 1974 /, 
78-14956 


*Personnel management — United States. 

Improving municipal productivity : work 
measurement for better management., 
78-15820 

*Pesticides. 

List of chemical and common names sug- 
gested for use by ARS scientists re- 
porting research results on pesticides., 
78-14788 


Metabolism of pesticides, an update /, 
78-15616 


*Pesticides — Testing — Delaware — Kent 
County. 
Pesticide use observations in Kent Coun- 
ty, Delaware, June 2-7, 1976., 78- 
15241 


*Pesticides — Toxicology. 

Bioassay of chloropicrin for possible car- 

cinogenicity., 78-15408 
*Petroleum — Alaska — T: tion. 

Equitable sharing of North Slope crude 
oil : a study requested by Congress in 
section 18 of the Alaska natural gas 
transportation act., 78-15309 

*Petroleum — Reserves. 

The exploration, development, and 
production of naval petroleum reserve 
number 4 : pursuant to Public Law 94- 
163, Section 164., 78-15310 

*Petroleum — Storage. 

Evaluation of methods for measuring and 
controlling hydrocarbon emissions 
from petroleum storage tanks /, 78- 
15232 


The exploration, development, and 
production of naval petroleum reserve 
number 4 : pursuant to Public Law 94- 
163, Section 164., 78-15310 


*Petroleum, Synthetic. 

Catalytic synthesis of gaseous hydrocar- 
bons first annual report for the 
period, May 1975-May 1976 /, 78- 
15296 





*Petroleum chemicals industry — Vocational 
guidance. 
Petroleum refining, industrial chemical, 
drug, and paper and allied products in- 
dustries., 78-15717 


*Petroleum in submerged lands. 
Opportunities to resolve some basic con- 
flicts over outer continental shelf leas- 
ing and development : report /, 78- 
15348 


*Petroleum in submerged lands — 
Environmental aspects — United States. 
Environmental planning for offshore oil 

and gas., 78-15613 


*Petroleum industry and trade — Alaska — 

North Slope. 

Equitable sharing of North Slope crude 
oil : a study requested by Congress in 
section 18 of the Alaska natural gas 
transportation act., 78-15309 


*Petroleum industry and trade — North 

Central States. 

Equitable sharing of North Slope crude 
oil : a study requested by Congress in 
section 18 of the Alaska natural gas 
transportation act., 78-15309 


Petroleum industry and trade — United 

States. 

Petroleum market shares : historical re- 
port on refiners and importers of 
motor gasoline, 1972 through 1974 /, 
78-15314 


Petroleum industry and trade — United 
States — Statistics. 
Crude __— petroleum 

products., 78-15584 


Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15584 


*Petroleum industry and trade — Vocational 
guidance. 

Petroleum refining, industrial chemical, 
drug, and paper and allied products in- 
dustries., 78-15717 

*Petroleum products. 

Fundamentals of petroleum., 

Petroleum products — Statistics. 

Crude petroleum = and 
products., 78-15584 

Preprint from the 1975 Bureau of Mines 
Minerals yearbook, 78-15584 

*Pharmacy — Laws and legislation. 

The international regulation of phar- 

maceutical drugs .../, 78-15791 


and __— petroleum 


78-15120 


petroleum 


*Phase diagrams. 

Applications of phase diagrams in metal- 
lurgy and ceramics : proceedings of a 
workshop held at the National Bureau 
of Standards, Gaithersburg, Maryland, 
January 10-12, 1977 /, 78-14873 


*Pheromones. 
A sex-lure trap for Rhyacionia tip moths 
/, 78-14690 
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*Phosphates. 
Determination of phosphate fluxes across 
the sediment-water surface of the New 
York Bight /, 78-14915 


*Photogrammetry. 
What is photogrammetry ?, 


*Phycially handicapped. 
Add-on automotive adaptive equipment 
for passenger automobiles., 78-16068 


Program guide : Prosthetic and Sensory 
Aids Service add-on automotive 
adaptive equipment for passenger au- 
tomobiles., 78-16068 


*Physical fitness. 

Development of physical demand profiles 
for four airman career ladders : in- 
terim report for period 1 July 1972 - 1 
November 1974 /, 78-15146 


An introduction to physical fitness : in- 
cludes self-testing activities, graded ex- 
ercises, and a jogging program., 78- 
15813 

Physical measurements. 

Standard reference materials : guide to 
United States reference materials /, 
78-14868 


*Physically handicapped — United States. 
People are asking about displaying the 
symbol access., 78-15822 
*Physically handicapped — United States — 
Transportation. 
Handicapped and elderly vertical move- 
ment assessment study /, 78-16038 


*Physician and patient — United States. 
Health : a workshop guide., 78-16158 


*Physicians — Salaries, pensions, etc. — 
United States — Statistics. 
A study of physicians’ fees : 
/, 78-15836 
*Physics — Handbooks, manuals, etc. 
NTIS workshop manual for soft and hard 
sciences., 78-14900 


*Physics as a profession — United States. 
Physical and life scientists., 78-15700 


*Phytoplankton — Delaware. 
Distribution of phytoplankton in 
Delaware lakes /, 78-15260 
*Phytoplankton — New Jersey. 
Distribution of phytoplankton in New 
Jersey lakes /, 78-15257 
Phytoplankton — Ohio. 
Distribution of phytoplankton in Ohio 
lakes /, 78-15258 
*Phytoplankton — Tennessee. 
Distribution of phytoplankton in Tennes- 
see lakes /, 78-15259 


Pigments — Statistics. 
Iron oxide pigments., 


78-15072 


staff report 


78-15577 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15577 
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*Pilot guides. 

Summary of corrections : 
directions, coast pilots., 
78-15017 

*Pilot guides — Indian Ocean. 

Indian Ocean., 78-15016 


Sailing directions (planning guide) for 
the Indian Ocean., 78-15016 


*Pilot guides — Indonesia. 
Sailing directions for New Guinea : in- 
cludes Halmahera and islands 
southward., 78-15015 


*Pilot guides — New Guinea. 
Sailing directions for New Guinea : in- 
cludes Halmahera’ and islands 

southward., 78-15015 


Pine. 
Effects of chipping for oleoresin on 
volume of selected slash pine families 
/, 78-14715 
Pine — Diseases and pests — Florida. 
Pine tip moth and pine webworm control 
with carbofuran in north Florida /, 
78-14718 


*Pine — Diseases and pests — Mexico. 
Roundheaded pine beetle /, 78-14615 


Pine — Diseases and pests — Southern 
States. 
Tip moth and webworm attacks in 
southwide pine seed source plantations 
/, 78-14716 


*Pine — Diseases and pests — Southern 
States — Handbooks, manuals, etc. 
Southern pine seed and cone insects /, 

78-14755 


*Pine — Diseases and pests — Southwestern 
States. 
Roundheaded pine beetle /, 78-14615 


*Pine — Diseases and pests — United States. 
How to control pinyon needle scale in- 
sects., 78-14620 


*Pine — Southern States. 
Management of natural stands of slash 
pine /, 78-14663 


*Pine — United States. 
Effects of treating nothern and western 
conifers with paraquat /, 78-14601 


Harvesting costs for mechanized thinning 
systems in slash pine plantations /, 
78-14669 


Naval stores : silvichemicals from pine /, 
78-14599 


Pine fusiform rust. 
Pine overstory reduces fusiform rust in 
underplanted loblolly pine /, 78- 
14714 


*Pink salmon. 

A quantitative geomorphic approach to 
predicting productivity of pink and 
chum salmon streams in_ southeast 
Alaska /, 78-14646 


charts, sailing 
78-15014, 
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*Pinus monticola. 
Selecting western white pine leave-trees 
/, 78-14671 


*Pinus monticola — Diseases and pests — 
Idaho. 
Changes in ribonuclease activity resulting 
from stem infections of western white 
pine by blister rust /, 78-14676 


*Pipe, Plastic. 
Plastic pipe in airport drainage systems /, 
78-16018 


*Piscicides. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 


Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 


*Plant introduction — Washington, D.C. 
Plant material introduced January 1 to 
December 31, 1976 : (nos. 405410 to 
414155) /, 78-14831 


*Plant quarantine — Greece. 
{Plant quarantine import requirements 
of] Greece : change in entry require- 
ments., 78-14822 


*Plants, Protection of — Greece. 
[Plant quarantine import requirements 
of] Greece : change in entry require- 
ments., 78-14822 


*Plants, Protection of — Law and legislation 

— Mexico. 

Plant protection : agreement between the 
United States of America and Mexico 
signed at Mexico February 8, 1973, 
and amending agreements signed at 
Washington and Mexico September 10 
and October 9, 1973, and signed at 
Washington and Mexico July 15 and 
24, 1976., 78-15872 


*Plants, Protection of — Law and legislation 

— United States. 

Plant protection : agreement between the 
United States of America and Mexico 
signed at Mexico February 8, 1973, 
and amending agreements signed at 
Washington and Mexico September 10 
and October 9, 1973, and signed at 
Washington and Mexico July 15 and 
24, 1976., 78-15872 


*Play — Posters. 


Play happy, play safety., 78-16099 


Say-hey says, “Play happy, play safely.”’, 
78-16099 
*Playgrounds — Apparatus and equipment 
— Posters. 


Play happy, play safety., 78-16099 


Say-hey says, “Play happy, play safely.”’, 
78-16099 


*Playgrounds — Safety measures — Posters. 
Play happy, play safety., 78-16099 
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Say-hey says, “‘Play happy, play safely.”’, 
78-16099 
*Plywood — Testing. 
Red oak-cottonwood plywood after one 
year’s exterior exposure., 78-14603 


A report : red oak-cottonwood plywood 
after one year’s exterior exposure /, 
78-14603 

*Poisons — Packaging. 

Poisoning prevention packaging., 78- 

16096 
*Poisons — Safety measures. 

The perils of Pip : preventing poisoning : 
introducing Pip, the magic safety 
elephant!, 78-16092 

Pip, the magic safety elephant., 78- 
16092 

Poisoning prevention packaging., 78- 
16096 


Preventing poisoning., 78-16092 


*Poland — Administrative and political 
divisions — Posters. 
Polish People’s Republic 
structure., 78-15833 


*Police — Salaries, pensions, etc. — United 

States. 

Special retirement policy for law en- 
forcement Officers and firefighters : 
hearings before the Subcommittee on 
Compensation Employee Benefits of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-16273 

*Police — Vocational guidance. 

Protective and related service occupa- 

tions., 78-15691 


*Police corruption — United States. 
Controlling police corruption : the ef- 
fects of reform policies : summary re- 
port /, 78-15670 


*Police patrol — Surveillance programs. 
Protective and related service occupa- 
tions., 78-15691 


*Police vehicles — Automatic location 
systems. 
A Study of the costs and benefits as- 
sociated with AVM /, 78-16037 


Polish United Workers’ Party — Officials 
and employees — Posters. 
Polish People’s Republic party structure., 
78-15832 
*Pollution control equipment. 
Control of particulate emissions from 
wood-fired boilers /, 78-15255 
EPA's stationary source combustion con- 
trol technology program : FY 1976 /, 
78-15285 
*Polybrominated biphenyls — Toxicology. 
Adverse effects of polybrominated 
biphenyls (PBB's) : hearings before the 


government 
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Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... August 2 and 3, 
1977., 78-16239 

*Polycyclic com pounds. 

Scientific and technical assessment re- 
port on particulate polycyclic organic 
matter (PPOM)., 78-15281 

*Polymers and polymerization. 

Friction and wear of polyethylene oxide 
polymer having a range of molecular 
weights /, 78-15783 

Polymorphism (Zoology) 

Polymorphism in marine mollusks and 

biome development /, 78-15909 
*Pomona, Lake, Kan. 

Final environmental statesment, opera- 
tion and maintenance, Pomona Lake, 
Kansas., 78-15109 


Operation and maintenance, 
Lake, Kansas., 78-15109 
*Pondcrosa pine. 
Controlling frost heaving of ponderosa 
pine seedlings in Arizona /, 78-14657 
Ponderosa pine lumber recovery : young 
growth in northern California /, 78- 
14648 
Response of ponderosa pine seeds to 
light /, 78-14672 
Snow damage in Arizona ponderosa pine 
stands /, 78-14693 
*Poor — Transportation — United States. 
Proceedings of the first National Con- 
ference on Strengthening Organiza- 
tional Capabilities for Transportation 
Planning /, 78-15923 


*Poplar — Arizona. 

Growth of planted yellow-poplar after 
vertical mulching and fertilization on 
eroded soils /, 78-14726 

*Poplar — Louisiana. 

Growth of planted yellow-poplar after 
vertical mulching and fertilization on 
eroded soils /, 78-14726 

*Poplar — Mississippi. 

Growth of planted yellow-poplar after 
vertical mulching and fertilization on 
eroded soils /, 78-14726 

*Population — Public opinion. 

Latin American food-population exhibit : 

an evaluation., 78-15640 
*Post exchanges. 

Contracting for military exchange con- 
cessions : report of the Comptroller 
General of the United States., 78- 
15349 


*Postal service — United States — 
Employees. 


American Postal Workers Union plan, 
1976., 78-14943 


Pomona 





Mail handlers benefit plan, 1976., 78- 
14942 


*Postal service — United States — Rates. 
Appendices to Opinion and recom- 
mended decision., 78-16147 


Opinion and recommended decision 
(May 12, 1978) : postal rate and fee 
increases, 1977, docket no. R77-1, be- 
fore Chairman DuPont, Vice-Chairman 
Bright, Commissioners O'Doherty and 
Villarreal /, 78-16147 


Postal rate and fee increases, 1977., 78- 
16147 
*Potassium compounds. 
Evaluation of potassium titanate as a 
component of alkaline fuel cell 
matrices /, 78-15755 


*Potato-beetle. 
Pesticide use observations in Kent Coun- 
ty, Delaware, June 2-7, 1976., 78- 
15241 
*Potatoes — Diseases and pests — United 
States. 
Market diseases of potatoes /, 


*Potatoes — Idaho. 
Treatment and disposal of potato 
processing waste water by irrigation /, 
78-14577 


*Poultry — United States. 
Poultry and the United States Depart- 
ment of Agriculture., 78-14761 


*Poultry plants — Equipment and supplies. 

Attenuation of noise from steam injec- 

tion in poultry scald tanks /, 78- 
14803 


Powell, Claude. 

Recommending that the case of Claude 
Powell, Jr., be certified to the U.S. at- 
torney for contempt of Congress : re- 
port., 78-16381 


*Power (Mechanics) 
Energy-producing industries., 


*Power-plants. 
Summary report of three powerplant 
productivity studies, 78-15312 


*Power-plants — Environmental aspects — 
Kansas. 
(SO MW) combustion turbine Kansas 53 
Central : draft environmental impact 
statement., 78-14787 


*Power-plants — Environmental aspects — 
Louisiana. 
Big Cajun No. 2 : final environmental 
impact statement., 78-14783 


*Power-plants — Environmental aspects — 

Oklahoma. 

(280MW) Anadarko Combined Cycle 
Unit, Oklahoma 32 Commache :: final 
environmental impact statement., 78- 
14786 


78-14565 


78-15716 
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*Power-plants — Environmental aspects — 
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*Reinforced concrete construction — 
Standards — United States. 
Reliability basis of load and resistance 
factors for reinforced concrete design 
/, 78-14878 
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1976 inter-university symposium on 
renewable resource assessment and 
programming : executive summary., 
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National Science Foundation grants and 
awards., 78-15810 
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bibliography /, 78-16225 
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Research and development in industry; 
funds, scientists & engineers., 78- 
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Director submitted to the President of 
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Sediment deposition in U.S. reservoirs : 
summary of data reported through 
1975 /, 78-14555 
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Corps of Engineers projects final re- 
port /, 78-15083 
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dard metropolitian statistical areas., 
78-14930 
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*Ribonucleic acid. 
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78-14754 
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Mid-winter installation of protected 
membrane roofs in Alaska /, 78- 
15089 

*Roots (Biology) — Morhphology. 
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face characteristics to quantity and 
quality of storm runoff in two basins in 
California /, 78-15534 


Runoff — California — Sacramento County. 
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A data-pooling approach to estimate em- 
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Agriculture, rural development, and re- 
lated agencies appropriations for 1979 
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Minimizing salt in return flow through ir- 
rigation management : interim report /, 
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Characteristics and hybridization of im- 
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Densification and hysteresis of sand 
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Study and evaluation of remedial sand 
bypassing procedures : final report /, 
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an updated progress report /, 78- 
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Seasonal adjustment when both deter- 
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present : for presentation at the Na- 
tional Bureau of Economic 
Research/Bureau of the Census Con- 
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Effect of end-ring stiffness on buckling of 
pressure-loaded stiffened conical shells 
/, 78-15779 


Secondary-electron-emission properties 
of conducting surfaces with application 
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Securities acts amendments of 1975, 
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sumer Protection and Finance of the 
Committee on Interstate and Foreign 
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York Bight /, 78-14915 
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78-16130 


*Seismic waves. 
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15086 

Effect of frictionless caps and bases in 


the cyclic triaxial test : final report /, 
78-15087 





*Shell (Engineering) 
Effect of end-ring stiffness on buckling of 
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Remarks of Otto J. Kirse, Assistant 
Managing Director for Consumer Af- 
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pilot training : an overview : final re- 
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company S.J. Res. 108., 78-16373 


Providing for the reappointment of A. 
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Fisheries Service., 78-14910 


*Soil conservation — Colorado. 
Gully development and control : the 
status of our knowledge /, 78-14655 


*Soil liquefaction. 
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Evaluation of mechanical and manual 
compactors in standard effort compac- 
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Interim soil survey report., 


County, 


78-14773 


Morris County, New Jersey : national 
cooperative soil survey /, 78-14773 


*Soils — Ohio — Miami County — Maps. 
Soil survey of Miami County, Ohio /, 
78-14772 


*Soils — Oklahoma — Custer County — 
Maps. 
Soil survey of Custer County, Oklahoma 
/, 78-14770 


*Soils — Tennessee — Madison County — 
Maps. 
Soil survey of Madison County, Tennes- 
see /, 78-14771 


*Soils — United States — Testing. 
Soil tests for fertilizer recommendations 
/, 78-14805 


*Soils — Wisconsin. 

Soil changes after hay meadow abandon- 
ment in southwestern Wisconsin /, 
78-14637 

*Soils, Effects of temperature on. 


Effect of temperature on the strength of 
frozen silt /, 78-15088 


*Soils moisture — Measurement. 
Use of californium-252 in laboratory 
testing for moisture and density of soils 
: final report /, 78-15080 


*Solar batteries. 
Cuprous oxide photovoltaic cells., 78- 
15303 
Large scale production task of the low 
cost silicon solar array project ... : final 
report .../, 78-15291 
Solar collectors. 
Engineering analysis and testing of water 
trickle solar collector ... /, 78-15304 
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*Solar energy — Law and legislation — 

United States. 

Creating a solar and renewable energy 
sources loan program : report together 
with dissenting views., 78-16377 

Small business energy loan act : report to 
accompany H.R. 11713., 78-16461 


*Solar heating — United States. 

Solar heating and cooling demonstration 
program : a descriptive summary of 
HUD cycle 3 solar residential projects 
wy 78-15448 


*Solar houses. 
NASA tech house., 78-15766 


*Solar houses — United States. 

Solar heating and cooling demonstration 
program : a descriptive summary of 
HUD cycle 3 solar residential projects 
wy 78-15448 


*Solar radiation. 
An evaluation of cloud factors for esti- 
mating insolation over the ocean. /, 
78-14905 


On the nature and distribution of solar 
radiation., 78-15223 


*Solar wind. 
Geomagnetic forecasting based on EUV 
coronal intensity /, 78-14906 


*Solvents. 
Use of organic solvents in textile sizing 
and desizing /, 78-15267 


*Sound — Measurement. 

Human response to sound : the calcula- 
tion of perceived level, PLdB 
(noisiness or loudness) directly from 
physical measures /, 78-15979 


*Soundproofing. 
How to accurately predict the sound in- 
sulation of partitions /, 78-14604 


*South Africa — Politics and government — 

1961- 

Conditions in South Africa : hearing be- 
fore the Subcommittee on African Af- 
fairs of the Committee on Foreign 
Relations, United States Senate, 
Ninety-fifth Congress, second session, 
on February 3, 1978 ..., 78-16219 


*South Africa — Race question. 

Conditions in South Africa : hearing be- 
fore the Subcommittee on African Af- 
fairs of the Committee on Foreign 
Relations, United States Senate, 
Ninety-fifth Congress, second session, 
on February 3, 1978 ..., 78-16219 


*Southern pine beetle. 


Key to mites commonly associated with 
the southern pine beetle /, 78-14725 


Weight, moisture, and lipid changes dur- 


ing life cycle of the southern pine bee- 
tle /, 78-14720 





*Space trajectories — Mathematical models. 
NSEG : a segmented mission analysis 
program for low and high speed air- 
craft /, 78-15769 
*Spanish Americans — Census, 1970 — 
Indexes. 
Data on the Spanish ancestry population 
: available from the 1970 census of 
population and housing., 78-14926 


*Spanish Americans in the United States — 

Statistics. 

Data on the Spanish ancestry population 
: available from the 1970 census of 
population and housing., 78-14926 

*Spectrophotometry. 

Observations of the ultraviolet spectral 

reflectance of snow /, 78-15091 
*Spectrum analysis. 

Frequency spectrum analyzer for Dop- 
pler lidar /, 78-14908 

The statistical anatomy of ocean wave 
spectra /, 78-15101 

*Speech perception. 

The ability of mildly hearing-impaired in- 
dividuals to discriminate speech in 
noise /, 78-15231 

*Speeches, addresses, etc. — Handbook, 
manuals, etc. 

Don't talk, coummunicate., 


*Speed limits — United States. 
Reaching a limit., 78-16050 
55 mph fact book., 78-16049 
55, reaching a limit., 78-16050 
*Spokane, Wash. — Water-supply. 
Metropolitan Spokane region resources 
study : public brochure., 78-15071 
*Spotting (Cleaning) 
Removing stains from fabrics /, 78- 
14571 
St. Mary’s Junior College, Minneapolis, 
Minn. — Administration. 


A study of selected developing colleges 
and universities /, 78-15392 


*Standards, Engineering. 

Presentation of building plans 

specifications., 78-14781 
*State governments — Officials and 
employees. 

Government occupations., 78-15720 

*Status offenders — United States. 

Cost and service impacts of deinstitu- 
tionalization of status offenders in ten 
States : “‘Responses to angry youth” /, 
78-15653 

Responses to angry youth., 78-15653 


*Steam power-plants — United States — 
Water supply. 
Progress report 2 : using power plant 
discharge water in controlled environ- 
ment greenhouses /, 78-16156 





78-15113 


and 
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*Steel — Fatigue. 

Effect of double vacuum melting and 
retained austenite on rolling-element 
fatigue life of AMS 5749 bearing steel 
/, 78-15776 

*Steel, Bearing. 

Effect of double vacuum melting and 
retained austenite on rolling-element 
fatigue life of AMS 5749 bearing steel 
/, 78-15776 

*Steel industry and trade — United States. 

The United States steel industry and its 
international rivals : trends and factors 
determining international competitive- 
ness : staff report /, 78-15336 

*Stock-ranges — Oklahoma — Craig 

County. 

Greener grass for the “green country” : 
Craig County, Oklahoma., 78-16155 


*Stomata. 
Gas exchange of detached needles of 
southern pine and certain hybrids /, 
78-14667 


Stomatopoda. 

New and rare stomatopod Crustacea 
from the Indo-West-Pacific region /, 
78-15905 

*Storm surges. 

The statistical anatomy of ocean wave 

spectra /, 78-15101 


*Storms — United States. 
National severe local storms operations 
plan., 78-14903 


*Strain gages. 

Transducer preparation gage assembly of 
the Bureau of Mines three-component 
borehole deformation gage /, 78- 
15561 


Strategic Arms Limitation Talks. 
SALT one, compliance ... : SALT two, 
verification ..., 78-15861 


Strategic Arms Limitation Talks 
Press conference : major topics, arms 
control, SALT, Middle East, human 
rights, South Africa, China /, 78- 
15857 


*Strategic materials — Law and legislation 
— United States. 
National defense stockpile act : report to 
accompany H.R. 4895., 78-16464 


*Stream ecology — Wisconsin. 

Aquatic macroinvertebrates in a small 
Wisconsin trout stream before, during, 
and two years after treatment with the 
fish toxicant antimycin., 78-15617 

Effects of antimycin A and retenone on 
macrobenthos in ponds /, 78-15617 

*Strip mining — Mathematical models. 

Economics of large-scale surface coal 
mining using simulation models /, 78- 
15292, 78-15293, 78-15294, 78- 
15295 
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*Structural engineering — Handbooks, 
manuals, etc. 
Design manual : structural engineering., 
78-15124 


Structural engineering., 


*Structural stability. 
Coal mine floor heave in the Beckley 
coalbed, an analysis /, 78-15555 


*Student aid — Law and legislation — 

United States. 

Family contribution schedule for the 
basic educational opportunity grant 
program, 1977 : hearing before the 
Subcommittee on Education, Arts, and 
Humanities of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion September 21, 1977., 78- 
16231 


*Subways. 
Assessment of disruptive effects as- 
sociated with urban transportation tun- 
nel construction /, 78-16034 


*Subways — Stations — Designs and plans. 
Criteria for evaluating alternative transit 
station designs /, 78-15922 
*Sugar-maple. 
Sugar maple and yellow birch seedling 
growth after simulated browsing /, 
78-14636 


Sulphates. 

Research and development relating to 
sulfates in the atmosphere /, 78- 
16284 

Sulphates — Physiological effect. 

Research and development relating to 
sulfates in the atmosphere /, 78- 
16284 

*Sulphite pulping process. 

Acid sulphite pulping., 78-15247 

Background document : acid sulfite pulp- 
ing /, 78-15247 

*Sulphur dioxide. 

Improvements to single-source model /, 
78-15237 

Testing and 
provements., 

*Sulphuric acid. 

Final guideline document : control of sul- 


furic acid mist emissions from existing 
sulfuric acid units., 78-15253 


78-15124 


evaluation of model im- 
78-15237 


*Sun — Corona. 
Geomagnetic forecasting based on EUV 
coronal intensity /, 78-14906 


*Sun-baths. 
Sunbathing and skin cancer /, 78-15429 
*Supervision of employees — Study and 
teaching — Handbooks, manuals, etc. 
Construction equipment repair super- 
visor, MOS 62B, skill level 4 : soldier's 
manual., 78-15046 
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*Supervisors — Recruiting. 

Ratings of first-term airmen on super- 
visory potential and technical com- 
petence in AFSCs 462XO and 812XO 
: interim report for period July 1973- 
1974 /, 78-15139 


*Surface-to-air missiles. 

Defense : development of an advanced 
surface-to-air missile system 
memorandum of understanding 
between the United States of America 
and the Federal Republic of Germany 
signed at Washington and Bonn July 
16 and 22, 1976., 78-15867 


Development of an advanced surface-to- 
air missile system., 78-15867 


*Surplus agricultural commodities — Law 
and legislation — Syria. 

Agricultural commodities agreement 
between the United States of America 
and Syria signed at Damascus April 
20, 1976 with minutes of negotiations 
and amending agreements effected by 
exchange of letters signed at Damascus 
May 11 and 16, 1976, and exchange of 
letters signed at Damascus June 2 and 
3, 1976, and exchange of letters signed 
at Damascus September 28 and 29, 
1976., 78-15880 


*Surplus agricultural commodities, 
American — Law and legislation — 
Ethiopia. 

Agricultural commodities agreement 
between the United States of America 
and Ethiopia signed at Addis Ababa 
June 15, 1976., 78-15879 


*Surplus agricultural commodities, 
American — Law and legislation — 
Mozambique. 

Agricultural commodities 
under title II, agreement between the 
United States of America and Mozam- 
bique signed at Maputo September 14, 
1976, with related note., 78-15877 


transfers 


*Surplus agricultural commodities, 
American — Law and legislation — 
Pakistan. 

Agricultural commodities transfers 
under title Il, agreement between the 
United States of America and Pakistan 
signed at Islamabad December 9, 
1976, with minutes., 78-15876 


*Surplus agricultural commodities, 
American — Law and legislation — Peru. 
Agricultural commodities transfers 

under title Il, agreement between the 
United States of America and Peru 
signed at Lima and Washington July 
21 and August 8, 1976, and amending 
agreement signed at Lima December 
14 and 20, 1976., 78-15875 
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*Surplus agricultural commodities, 

American — Syria. 

Agricultural commodities: agreement 
between the United States of America 
and Syria, signed at Damascus March 
3, 1977., 78-15881 


*Surveillance radar — Handbooks, manuals, 
etc. 
Ground surveillance radar crewman, 
MOS 17K : commander's manual., 
78-15056 


*Surveillance radar — Study and teaching. 
Ground surveillance radar crewman, 
MOS 17K : commander’s manual., 
78-15056 
*Survivors’ benefits — United States. 
Restoration of survivor annuities for cer- 
tain widows and widowers : report to 
accompany H.R. 3755., 78-16473 


*Swine — United States. 
Hog slaughter : do it yourself forecasts., 
78-14814 


T 


Talking books — Bibliography — Catalogs. 
For younger readers; braille and talking 
books., 78-15745 


*Tankers — Design and construction. 
Summary of development for LNG tank 
design acceleration rules /, 78-16025 


Tantalum — United States — Statistics. 
Columbium and tantalum., 78-15573 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15573 


*Tariff on textile fabrics — United States — 

Statistics. 

Correlation : textile and apparel catego- 
ries with tariff schedules of the United 
States annotated : cotton, wool, man- 
made fibers /, 78-14931, 78-14932 


Textile and apparel categories with tariff 
schedules of the United States an- 
notated., 78-14931, 78-14932 


*Tax collection — United States. 

IRS can improve its programs to collect 
taxes withheld by employers : report to 
the Joint Committee on Taxation, 
Congress of the United States /, 78- 
15353 


*Tax credits — United States. 

Tuition tax relief bills : hearings before 
the Subcommittee on Taxation and 
Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Conress, second 
session January 18, 19, and 20, 
1978., 78-16215 


*Taxation — United States — Law. 
Highlights of 1977 changes in the tax 
law., 78-15916 
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Reduction in rate of excise tax on invest- 
ment income of private foundations : 
report to accompany H.R. 112., 78- 
16452 

Technical corrections act of 1977, in- 
cluding carryover basis provisions 
hearings before the Subcommittee on 
Taxation and Debt Management 
Generally of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
16213 


1977 changes in the tax law., 78-15916 


*Taxation, Exemption from — Handbooks, 
manuals, etc. 
Study guide and audit technique 
guidelines : exempt organization train- 
ing program (examinations) no. 3152., 
78-15912 


*Taxation, Exemption from — United 
States. 
Exclusion for sick pay or disability in- 
come., 78-15915 


*Teaching — Aid and devices. 
Techniques for generating instructional 
slides : final report for period May 
1974 - July 1975 /, 78-15147 


*Teaching — Aids and devices — Indexes. 
Catalog of NIE education products : sub- 
ject and title index /, 78-15398 


*Teaching — Vocational guidance. 
Education and related occupations., 78- 
15692 


*Technical assistance, American — 

Colombia. 

Small farmer training agreement 
between the United States of America 
and Colombia, signed at Bogota Oc- 
tober 19, 1976., 78-15893, 78- 
15894 


*Technical assistance, American — 

Dominican Republic. 

Technical services in equipment installa- 
tions and airport facilities : agreement 
between the United States of America 
and the Dominican Republic, signed at 
Washington and Santo Domingo May 
6 and 28, 1976., 78-15871 


*Technical assistance, American — Egypt. 
Technology transfer and manpower 
development : agreement between the 
United States of America and Egypt, 
signed at Cairo April 22, 1976., 78- 
15865 


*Technological innovations — United States. 

Serving social objectives via technologi- 

cal innovations : possible near-term 
Federal policy options., 78-15807 


Technological innovation and Federal 
government policy : research and anal- 
ysis of the Office of National R&D As- 
sessment., 78-15808 





*Technology. 


Peace Corps intermediate technology for 
15 years., 78-14837 
Technology — Russia — Periodicals. 
Physical sciences and technology., 78- 
16112 
Translations on USSR 
technology., 78-16112 
*Technology — United States. 
Oil spill recovery technology : hearings 
before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session, 
June 28 and 29, 1977.,  78-16289 


Technology — United States — Statistics. 
Annual report of the National Science 
Board, 78-15812 


Report of the National Science Board., 
78-15812 
Science indicators, 78-15812 


*Technoiogy — Vocational guidance. 
Exploring careers., 78-15679 
Technology and civilization. 
An analysis of the cyclical dynamics of 
industrialized countries /, 78-15827 
*Technology and state — United States. 
Federal technology transfer /, 78-15792 
Serving social objectives via technologi- 
cal innovations : possible near-term 
Federal policy options., 78-15807 
*Technology assessment — Data processing. 
Computer-based resource accounting 
model for automobile technology im- 
pact assessment /, 78-15929 
*Technology assessment — United States. 
Coal slurry pipelines., 78-16151 
A technology assessment of coal slurry 
pipelines., 78-16151 
*Technology transfer. 
Federal technology transfer /, 


science and 


78-15792 
ication 
Operational and cost considerations in 
the use of optical waveguides in a local 
information transfer system /, 78- 
14841 


*Telec ication — Law and legislation. 

Federal regulations relevant to the struc- 

tural development of telecommunica- 
tions industries /, 78-14843 


ication — United States — 











Cases. 

Federal Communications Commission re- 
ports; decisions and reports of the 
Federal Comunications Commission of 
the United States., 78-14940 

*Telec 

A simulator to produce narrowband mul- 
tipath effects on L-band aircraft-to- 
satellite signals /, 78-15931 


ication syst 
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*Telec 
processing. 
A simulation model for analyzing per- 

formance of some simple communica- 
tion systems on a digital computer /, 
78-16010 

*Telec ication systems — 
Mathematical models. 

A. simulation model for analyzing per- 
formance of some simple communica- 
tion systems on a digital computer /, 
78-16010 


*Telephone — Laws and regulations — 

United States. 

Income of mutual or 
telephone companies : report to ac- 
company H.R. 7581., 78-16442 

*Television audiences — Colombia — 

Bogota. 

Audience reaction to Vision program no. 
23., 78-15630 


*Television display systems. 
Display and speech devices for simulator 
instructor/operator station applications 
: final report for period June 1975 - 
June 1976 /, 78-15206 


*Television programs — Rating. 
Audience reaction to Vision program no. 
23., 78-15630 


Tennessee Valley Authority. 

Additional safeguards needed for Ten- 
nessee Valley Authority trades and 
labor employees to protect their in- 
terests in collective bargaining : report 
/, 78-15350 


*Terminals (Transportation) — Designs and 
plans. 
Criteria for evaluating alternative transit 
station designs /, 78-15922 


*Termites — Mississippi. 
Wood moisture and decay problems in 
recently constructed, single-family 

houses /, 78-14721 


*Territorial waters — United States. 

200-mile fishery oversight, joint ventures 
: hearings before the Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session, on Implementa- 
tion of the 200-mile fishing zone act, 
April 14, 15, 1977, San Francisco, 
Calif., joint ventures, H.R. 2564, H.R. 
4165, and H.R. 4166 ... July 18, 1977., 
78-16267 


*Terrorism. 

International terrorism ; hearing before 
the Subcommittee on Foreign 
Assistance of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion September 14, 1977., 78- 
16220 


ication systems — Data 





cooperative 
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*Terrorism — Addresses, essays, lectures. 
Problems of international terrorism 
statement /, 78-15852 


*Terrorism — United States. 
Personnel security precautions against 
acts of terrorism., 78-15066 


Texas — Public lands. 

Hearing on H.R. 5609, to authorize the 
Secretary of the Army to acquire cer- 
tain private and State-owned lands in 
Texas ... before the Military Installa- 
tions and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, July 18, 1977., 
78-16184 


*Textile industry. 
Apparel, baking, laundry and dry clean- 
ing, and textile mill products indus- 
tries., 78-15719 


Use of organic solvents in textile sizing 
and desizing /, 78-15267 


*Thallium — Toxicology — Bibliography. 
Thallium toxicology /, 78-15425 


*Theodolites — Data processing. 
Miximum likelihood solution to 
theodolite data /, 78-15114 


*Thermobalance. 


Study of coal reactivities .../, 78-15298 


*Thermodynamics. 
Thermodynamic properties of 
NiBr[SUB2] and NiSo[SUB4] from 10 
to 1,200 K /, 78-15552 


*Thermometers and thermonetry — 
Calibration. 
Calibration of time response of ther- 
mometers : concepts and model calcu- 
lations /, 78-14881 


Thorium — Statistics. 
Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 78-15585 


Thorium., 78-15585 ; 


Tides — Indian Ocean — Yearbooks. 
Tide tables, high and low water predic- 
tions, Central and Western Pacific 
Ocean and Indian Ocean., 78-14925 


Tides — Pacific Ocean — Yearbooks. 
Tide tables, high and low water predic- 
tions, Central and Western Pacific 
Ocean and Indian Ocean., 78-14925 


Tides — Tables — Yearbooks. 
Tide tables, high and low water predic- 
tions, Central and Western Pacific 
Ocean and Indian Ocean., 78-14925 


*Timber — Alabama. 

Alabama's timber 
1975 /, 78-14730 

*Timber — Missouri. 
Glossary to terms used in resource bul- 


letins reporting Missouri’s 1972 
timber resource., 78-14736 


resources updating, 
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Missouri's 1972 timber resource., 


14736 


*Timber — United States. 
Skyline harvesting in Appalachia /, 
14643 


*Time — Systems and standards. 
From sundials to atomic clocks : 
derstanding time and frequency /, 
14879 


Time-series analysis. 

The analysis of single and related time 
series into components proposals for 
improving X-l1 : for presentation at 
the National Bureau of Economic 
Research/Bureau of the Census Con- 
ference on Seasonal Analysis of 
Economic Time Series, Washington, 
D.C. September 9-10, 1976 /, 78- 
14844 


Seasonal adjustment when both deter- 
ministic and stochastic seasonality are 
present : for presentation at the Na- 
tional Bureau of Economic 
Research/Bureau of the Census Con- 
ference on Seasonal Analysis of 
Economic Times Series, Washington, 
D.C., September 9-10, 1976., 78- 
14846 


*Tires, Rubber. 
Effects of tire properties on truck and 
bus handling appendix C /, 78- 
16059 


*Tires, Rubber — Traction. 

A summary of runway friction changes 
due to high-pressure water-jet cleaning 
operations at four airports /, 78- 
15974 


*Tobacco — Law and legislation — United 

States. 

Leasing of flue-cured tobacco marketing 
quotas : hearing before the Subcom- 
mittee on Tobacco of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3416, March 15, 1977., 
78-16167 


*Tobacco — Physiological effect. 
The Smoking digest : progress report on 
a nation kicking the habit., 78-15404 


Tobacco — Physiological effect — Periodicals 
— Bibliography. 
Bibliography on smoking and health., 
78-15400 


*Tobacco manufacture and trade — United 

States. 

Leasing of flue-cured tobacco marketing 
quotas : hearing before the Subcom- 
mittee on Tobacco of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3416, March 15, 1977., 
78-16167 
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*Topographic maps. 

An automated procedure for slope map 
construction final report /, 78- 
15075 

*Tourist trade — Mexico. 

Mexico : a study of the international 
travel market : results of a sampling 
survey among residents of Mexico, in- 
dicating their domestic and interna- 
tional travel habits and patterns, at- 
titudes and preferences for foreign 
travel, and their demographic, psycho- 
graphic, and trip characteristics /, 78- 
14899 

Study of the international travel market., 
78-14899 


*Tourist trade — United States. 

An act to encourage travel in the United 
States : report to accompany S. 2552., 
78-16430 

Tourist trade — United States — Statistics — 

Periodicals. 

Summary and analysis of international 
travel to the U.S., 78-14898 


*Toxins and antitoxins. 
International negotiations on the biologi- 
cal-weapons and toxin convention /, 
78-14838 


*Trace elements in water. 
Activated carbon adsorption of trace or- 
ganic compounds /, 78-15270 


*Tracking radar. 
Acoustic tracking of Woodhead seabed 
drifters /, 78-15758 


*Tracking radar — Testing. 
Test and evaluation of the radar 
processing subsystem of the all digital 
tracking level system /, 78-16014 


*Trade unions — Government employees — 

United States — Indexes. 

Index of rulings on requests for review of 
the Assistant Secretary of Labor for 
Labor-Management Relations pursuant 
to Executive Order 11491, as 
amended, for the period January 1, 
1970, to June 30, 1975., 78-15678 


*Trade unions — United States — 
Directories. 
Directory of national unions and em- 
ployee associations, 1975 : supplement 
to bulletin 1937., 78-15681 


National unions and employee associa- 
tions, 1975., 78-15681 
*Traffic accident investigation. 
Motor Vehicle Collision 
Symposium /, 78-16044 
Multidisciplinary accident investigation 
data file editing manual and 
reference information /, 78-16056 


Investigation 
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*Traffic accidents — United States — 
Statistics. 
Fact book : a summary of information 
about towaway accidents involving 
1973-1975 model cars /, 78-16041 


Summary of information about towaway 
accidents involving 1973-1975 model 
cars., 78-16041 


*Traffic courts — United States. 
Seminar on traffic case adjudication 
systems : administrator’s guide., 78- 
16062 


Seminar on 
systems 
16064 


Seminar on 
systems : 
16063 


*Traffic engineering. 
Auto restricted zone/multi-user vehicle 
system study /, 78-16039, 78-16040 


Locating detectors for advanced traffic 
control strategies : handbook /, 78- 
15938 


*Traffic regulations — United States. 
Mandatory traffic law sanctions., 78- 
16054 


*Traffic safety — United States. 

Traffic safety "76 : a digest of activities 
of the National Highway Traffic Safety 
Administration., 78-16060 

*Traffic signs and signals — Break-away 
supports — Testing. 

Safer sign and luminaire supports /, 78- 
15939 


*Traffic violations. 
Seminar on traffic case adjudication 
systems : administrator's guide., 78- 
16062 


Seminar on 
systems 
16064 


Seminar on 
systems : 
16063 


*Trails — Law and legislation — United 

States. 

Appalachian Trail amendments : hearing 
before the Subcommittee on Parks and 
Recreation of the Committee on Ener- 
gy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 2066 ... H.R. 8803 
... November 1, 1977., 78-16202 


*Trails — Ohio. 
Compatibility of Ohio trail users /, 78- 
14681 


*Transducers. 

Transducer preparation gage assembly of 
the Bureau of Mines three-component 
borehole deformation gage /, 78- 
15561 


traffic case adjudication 
instructor’s manual., 78- 


traffic case adjudication 
participant’s manual., 78- 


traffic case adjudication 
instructor’s manual., 78- 


traffic case adjudication 
participant’s manual., 78- 





*Transients (Dynamics) 
Suppression pool dynamics : annual re- 
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Commander’s manual : aircraft Main- 
tenance senior sergeant : MOS 672Z.., 
78-15064 


United States. Army — Ordnance and 
ordnance stores — Cold weather 
operations. 

Operation and maintenance of ordnance 
materiel in cold weather (0 to 65 F)., 
78-15051 


United States. Army — Security measures. 


Personnel security precautions against 
acts of terrorism., 78-15066 


United States. Army. Special Forces. 
The role of US Army Special Forces : 
airborne : tips for leaders., 78-15070 
United States. Army — Supplies and stores. 
Military standard transportation and 
movement procedures., 78-15013 


United States. Army — Weapons systems — 
Handbooks, manuals, etc. 
Chaparral/Redeye repairer, MOS 27G, 

skill level 3 : soldier’s manual., 78- 
15049 


Chaparral system mechanic., 


Operations sergeant., 


78-15061 


Commander’s manual : chapparal system 
mechanic, MOS 24N., 78-15061 


United States. Army Engineer School, Fort 
Belvoir, Va. 
The US Army Engineer School ap- 
prenticeship program for the trade of 
rigger., 78-15069 


United States. Army Signal School, Fort 

Gordon, Ga. 

The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronic technician (Communication)., 
78-15068 
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United States. Board for International 
Broadcasting — Appropriations and 
expenditures. 

Budget. Supplemental request - Board 
for International Broadcasting., 78- 
16091 


*United States — Boundaries. 
Boundary lines needed in the Southern 
Region., 78-14579 
Help : boundary lines needed in the 
Southern Region., 78-14579 


United States. Bureau of Health Manpower. 
Annual report - Bureau of Health Man- 
power., 78-15438 


A new bureau, a sharper focus; annual 
report of activities., 78-15437 


United States. Bureau of Labor Statistics — 
Information services. 
How to get information from the Bureau 
of Labor Statistics., 78-15722 


United States. Bureau of Mines — 
Bibliography. 
List of Bureau of Mines publications and 
articles, with subject and author 
index., 78-15547 


United States. Bureau of the Census — 
Rules and practice. 
Factfinder for the Nation : history and 
organizaiion., 78-14858, 78-14859 


United States. Bureau of the Census — 
Statistics. 
Availability of census records about in- 
dividuals., 78-14856 


Factfinder for the Nation : availability of 
census records about individuals., 78- 
14856 


*United States — Census. 
Factfinder for the Nation : history and 
organization., 78-14858, 78-14859 


*United States — Census — Bibliography. 
Census of population., 78-15371 


*United States — Census — Indexes. 
Population schedules, 1800-1870 
volume index to counties and major ci- 
ties., 78-15384 
*United States — Census, 19th, 1970 — 
Handbooks, manuals, etc. 
A student’s workbook on the 1970 cen- 
sus., 78-14845 


United States. Central Intelligence Agency 
— promotions, salaries, 
etc. 

Nomination as Deputy Director of Cen- 
tral Intelligence of Ambassodor Frank 
C. Carlucci : report of the Select Com- 
mittee on Intelligence, United State 
Senate., 78-16086 


United States. Civil Air Patrol. 
Civil Air Patrol and state and regional 
defense airlift relationships., 78- 
15950 
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*United States — Civil defense. 
The national plan for emergency 
preparedness : chapter 6, transporta- 
tion /, 78-15834 


United States. Civil Service Commission — 
Appointments, promotions, salaries, etc. 
Increase in number of administrative law 

judge positions : report to accompany 
H.R. 6975., 78-16419 
*United States — Climate. 


NOAA climate program., 78-14901 


A United States climate program plan /, 
78-16102 


*United States — Climate — Research. 
National climate act report of the 
Senate Committee on Commerce, 
Science, and Transportation, on H.R. 
6669 ..., 78-16428 


United States. Coast Guard. 

Yacht hijacking and drug smuggling : 
hearing before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session ... 
November 22, 1977, New Orleans, 
La., November 23, ifiemi. Fla., 78- 
16269 


United States. Coast Guard — Procurement. 
Procurement procedures., 78-16022 


United States. Coast Guard — Records and 
correspondence. 
Paperwork management 

16023 


United States. Coast Guard — Rules and 
practice. 
Code of Federal regulations., 


Shipping, 78-15387 


*United States — Commerce. 
A report on international markets for 
U.S. consumer goods : consumer goods 
research., 78-14935 


Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives., 78-16350 


United States — Commercial policy. 
United States international trade policy 
and the Trade act of 1974 /, 78- 
16214 


United States. Committee on Domestic and 
International Hunger and Malnutrition. 
To establish a Commission on Domestic 

and International Hunger and Mal- 
nutrition : hearing before the Commit- 
tee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session, on H. Res. 784, October 
20, 1977., 78-16163 

United States. Community Futures Trading 
Commission. 

Reauthorization of the Commodity Fu- 
tures Trading Commission : hearing 


manual., 78- 


78-15387 
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before the Subcommittee on Agricul- 
tural Research and General Legislation 
of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session ..., 78-16169 


Reauthorization of the Commodity Fu- 
tures Trading Commission : report of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, to accompany S. 2391., 78- 
16465 


United States. Community Services 

Administration. 

Economic opportunity and community 
services amendments of 1978 : report 
together with minority and additional 
views to accompany H.R. 7577., 78- 
16396 


United States. Competition Review 

Commission. 

Competition review act : hearings before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-fifth 
Congress, second session ... January 24 
and 25, 1978., 78-16294 


United States. Congress — Bibliography. 
An inventory of Congressional concern 
with research and development : a 
bibliography /, 78-16225 


United States. Congress — Directories. 
Congressional Directory supplement, 
78-16274 


Official 
16274 


United States. Congress. House. Committee 
on Armed Services. 
Report on the activities of the Commit- 
tee on Armed Services., 78-16182 


United States. Congress. House. Committee 
on International Relations — 
Appropriations and expenditures. 
Allocation of budget totals under the 

first concurrent resolution on the 
budget for fiscal year 1979 /, 78- 
16403 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Report on the activity of the Committee 

on Interstate and Foreign Commerce, 
House of Representatives., 78-16350 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Report on the activities of the Merchant 

Marine and Fisheries Committee., 
78-16266 


United States. Congress. House. Committee 
on Small Business — Appropriations and 
expenditures. 

Small Business Committee allocation of 
budget totals to subcommittees for 
fiscal year 1979 /, 78-16404 


Congressional Directory., 78- 
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United States. Congress. House. Committee 
on Ways and Means — Appropriations 
and expenditures. 

March 15th report of the Committee on 
Ways and Means to the House Budget 
Committee on the budget., 78-16302 


United States. Congress. House — Rules and 


Administrative reorganization and legisla- 
tive management communication 
from the chairman, Commission and 
Administrative Review, U.S. House of 
Representatives, transmitting a report 
.. together with minority views., 78- 
16318 


United States. Congress. House. Select 
Committee on Aging. 
Annual report - Select Committee on 
Aging., 78-16161 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control. 

Annual report of the Select Committee 
on Narcotics Abuse and Control., 78- 
16325 


United States. Congress. House. Select 
Committee on Population — 
Appropriations and expenditures. 
Providing for the expenses of investiga- 

tions and studies to be conducted by 
the Select Committee on Population : 
report to accompany H. Res. 989., 
78-16351 


United States. Congress. Joint Economic 
Committee — Bibliography. 
Committee publications and policies 
governing their  distribution., 78- 
16197 


United States. Congress. Joint Economic 
Committee — Rules and practice. 
Employment act of 1946, as amended, 

with related laws and Rules of the 
Joint Economic Committee, Congress 
of the United States., 78-16195 


Rules of the Joint Economic Committee, 
Congress of the United States., 78- 
16195 


United States. Congress. Senate — 
Appropriations and expenditures. 
Expenditure authorizations and require- 

ments for Senate committees., 78- 
16281, 78-16282 


United States. Congress. Senate. Committee 
on Aeronautical and Space Sciences. 
Committee on Aeronautical and Space 

Sciences, United States Senate, 1958- 
1976 : addendum., 78-i6159 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Antitrust and Monopoly. 

Antitrust and Monopoly Subcommittee 
activities report, 1977 : report of the 
Committee on the Judiciary, United 
States Senate /, 78-16426 





United States. Congress. Senate — 
Committees. 
Expenditure authorizations and require- 
ments for Senate committees., 78- 
16281, 78-16282 


United States. Congress. Senate — 
Committees — Rules and practice. 
Rules adopted by committees of the 
United States Senate., 78-16283 


United States. Congress. Senate — 
Directories — Telephone. 
Telephone directory - 

Senate., 78-16082 


United States. Congress. Senate — Elections. 
Election law guidebook; summary of 
Federal and State laws regulating the 
nomination and election of United 
States Senators., 78-16417 


United States. Congress. Senate — Powers 
and duties. 

The role of the Senate in treaty ratifica- 
tion : a staff memorandum to the 
Committee on Foreign Relations, 
United States Senate., 78-16221 


United States. Congress. Senate — Rules 
and practice. 

Senate manual containing the standing 
rules, orders, laws, and resolutions af- 
fecting the business of the United 
States Senate., 78-16326 


United States. Congress. Senate. Select 
Committee on Small Business. 
Annual report of the Select Committee 
on Small Business, United States 
Senate., 78-16331 


United States. Continental Congress — 
History — Sources — Collected works. 
Letters of delegates to Congress, 1774- 

1789 /, 78-15741 


United States. Court of Appeals (Sth 

Circuit) 

A proposal to divide the Fifth Circuit : 
hearings before the Subcommittee on 
Monopolies and Commercial Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... September 21, 
27, and October 19, 1977., 78-16262 


United States. Declaration of independence 

— Signers. 

An act to authorize the Secretary of the 
Interior to memorialize the fifty-six 
signers of the Declaration of Indepen- 
dence in Constitution Gardens in the 
District of Columbia., 78-16411 


United States. Defense Advisory Committee 
on Women in the Services. 
DACOWITS fail meeting, October 5-9, 
1975 : minutes., 78-15012 


United States. Defense Logistics Studies 
Information Exchange. 
Introduction to the Defense Logistics 
Studies Information Exchange 
(DLSIE)., 78-15019 


United States 





August 1978 


United States. Defense Supply Agency — 
Appointments, promotions, salaries, etc. 
Upward mobility in DSA., 78-15036 


*United States — Defenses. 

Authorizing appropriations for fiscal year 
1979 for military procurement, 
research and development, active duty, 
selected reserve, and civilian personnel 
strengths, civil defense, and for other 
purposes report to accompany S. 
2571 .../, 78-16460 


United States. Dept. of Agriculture. 
Poultry and the United States Depart- 
ment of Agriculture., 78-14761 


United States. Dept. of Agriculture — 
Appropriations and expenditures. 
Agriculture, rural development, and re- 

lated agencies appropriations for 1979 
: hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16171 


Review of deferrals communication 
from the Comptroller General of the 
United States ....  78-16338 


United States. Dept. of Agriculture. Natural 
Resource Economics Division. 
Natural Resource Economics Division., 
78-14815 


NRED : Natural Resource Economics 
Division., 78-14815 


United States. Dept. of Defense — 
Appropriations and expenditures. 
Authorizing appropriations for fiscal year 

1979 for military procurement, 
research and development, active duty, 
selected reserve, and civilian personnel 
strengths, civil defense, and for other 
purposes : report to accompany S. 
2571 .../, 78-16460 


Cash and investment management of De- 
partment of Defense nonappropriated 
funds need to be improved : report of 
the Comptroller General of the United 
States., 78-15351 


Department of Defense appropriations 
for 1979 : Hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, House of Representa- 
tions, Ninety-fifth Congress, second 
session /, 78-16173 


Military construction appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16178 


United States. Dept. of Energy — 
Appointments, promotions, srlaries, etc. 
Lynn R. Coleman nomination : hearings 

before the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on the nomination of Lynn R. 
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Coleman to be General Counsel of the 
Department of Energy, November 9 
and 30, 1977., 78-16208 


United States. Dept. of Energy — 

Appropriations and expenditures. 

1979 Department of Energy authoriza- 
tion : hearing before the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 78-16290 


United States. Dept. of Health, Education, 
and Welfare — Appropriations and 
expenditures. 

Departments of Labor and Health, Edu- 
cation, and Welfare appropriations for 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16177 


United States. Dept. of Housing and Urban 

Development. 

HUD needs to better assess financial 
soundness of multifamily residential 
projects before insuring them : report 
to the Congress /, 78-15344 


United States. Dept. of Housing and Urban 
Development. Office of Policy 
Development and Research. 

Low rise housing for older people 
behavioral criteria for design /, 78- 
15446 


United States. Dept. of the Air Force — 

Officials and employees. 

Comparative occupational survey of 
USAF civilian and military members in 
three civil engineering specialites 
final report for period 1 October 1975 
- 31 August 1977 /, 78-15214 


United States. Dept. of the Army — 

Procurement. 

Hearing on H.R. 5609, to authorize the 
Secretary of the Army to acquire cer- 
tain private and State-owned lands in 
Texas ... before the Military Installa- 
tions and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, July 18, 1977., 
78-16184 


United States. Dept. of the Interior. 

The U.S. Department of the Interior's 
proposed rules for enforcement of the 
Reclamation act of 1902 : an 
economic impact analysis : a staff re- 
port /, 78-14828 


United States. Dept. of Transportation — 
Appropriations and expenditures. 
Department of Transportation and re- 

lated agencies appropriations for 1979 
: hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-16180 


Page 1-533 





*United States — Diplomatic and consular 
service — Great Britain. 

United States Embassy operations, Lon- 
don : hearing before a subcommittee 
of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
November 11, 1977., 78-16222 


United States. Drug Enforcement 

Administration. 

Federal drug enforcement : hearing be- 
fore the Permanent Subcommittee on 
Investigations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Coness, first ses- 
sion., 78-16223 

United States — Economic conditions — 

Bibliography. 

Committee 
governing 
16197 

*United States — Economic conditions — 

1971- 

The 1977 midyear review of the econo- 
my : hearings before the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
first session .... 78-16194 


United States — Economic policy. 
EDA directory of approved projects., 
78-14897 


publications and _ policies 
their distribution., 78- 


Joint economic report., 78-16196, 78- 


16354 


*United States — Economic policy — States. 
The development of a_ subnational 
economic development policy., 78- 
14895 


United States. Embassy (Gt. Brit.) 

United States Embassy operations, Lon- 
don : hearing before a subcommittee 
of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
November 11, 1977., 78-16222 


United States. Employee Benefit 

Administration. 

Employee Benefit Administration act of 
1977 : hearings before the Subcommit- 
tee on Labor Standards of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Con- 
gress, first session on H.R. 4340 ... 
March 17, April 20, 1977., 78-16201 


United States. Employment and Training 
Administration. Office of Administration 
and Management — Handbooks, manuals, 
etc. 

SESA accounting system accounting 

manual., 78-15734 

United States. Employment Service — 
Handbooks, manuals, etc. 
SESA accounting system 

manual., 78-15734 


accounting 
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United States. Energy Information 
Administration — Appointments, 
promotions, salaries, etc. 

Department of Energy nomination : hear- 
ing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion December 13, 1977., 78- 
16207 

United States. Energy Research and 
Development Administration. 

NRC and ERDA nuclear “MUF” data : 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ... August 8, 
1977., 78-16240 

United States. Environmental Protection 
Agency. Office of Research and 
Development — Appropriations and 
expenditures. 


Environmental research, development, 
and demonstration authorization act of 
1979 report to accompany H.R. 
11302., 78-16469 


*United States — Executive departments. 
Administrative practice and procedure : 
report of the Committee on the Judici- 
ary, United States Senate /, 78-16449 


Audit of Federal operations and pro- 
grams by executive branch agencies., 
78-15378 


Federal regulatory programs and activi- 
ties /, 78-15363 


*United States — Executive departments — 
Public meetings. 
An interpretive guide to the Government 
in the sunshine act /, 78-16088 


United States. Farmers Home 

Administration — Management. 

Farmers Home Administration needs to 
better plan, direct, develop, and con- 
trol its computer-based unified 
management information system : re- 
port /, 78-15343 


United States. Federal Aviation 
Administration. 
FAA determination of “no hazard” for 
structures near airports twenty- 
second report /, 78-16367 


The microwave landing system (MLS) 
controversery : twenty-first report /, 
78-16366 

Status of Federal Aviation Regulations., 
78-15948, 78-15951, 78-15952, 
78-15965 

United States. Federal Bureau of 

Investigation. 

Frauds and embezzlements : 
can help the FBI., 78-15666 


how you 
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United States. Federal Bureau of 
Investigation — Appointments, 
salaries, etc. 
William H. Webster to be Director of the 
Federal Bureau of Investigation : re- 
port ..., 78-16087 


United States. Federal Communications 

Commission. 

Federal Communications Commission re- 
ports; decisions and reports of the 
Federal Comunications Commission of 
the United States., 78-14940 


United States. Federal Disaster Assistance 

Administration — Appropriations and 

e 

Department of Housing and Urban 
Development, independent agencies 
appropriations : hearings before a sub- 
committee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-16176 

Joint resolution making an urgent supple- 
mental appropriation for disaster relief 
for the fiscal year ending September 
30, 1978., 78-16406 


United States. Federal Election Commission 
— Appropriations and expenditures. 
Amending the Federal election campaign 

act of 1971 to extend the authorization 
of appropriations contained in such act 
: report to accompany H.R. 11983., 
78-16376 


Supplemental! authorization., 


United States. Federal Energy 
Administration — Appropriations and 
expenditures. 

FEA authorization, fiscal year 1978 : 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session April 1, 
1977., 78-16238 


United States. Federal Home Loan Bank 
Board. 
Examination of financial statements of 
the Federal Home Loan Bank Board 
and related agencies., 78-16322 


United States. Federal Housing 

Administration. 

Future of FHA : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session ... 
October 26, 27, 28, 1977., 78-16189 


United States. Federal Insurance 

Administration. 

National flood insurance program 
hearings before the Subcommittee on 
Governmental Efficiency and the Dis- 
trict of Columbia of the Committee on 
Governmental Affairs, United States 


78-16376 





Senate, Ninety-fifth Congress, first ses- 
sion ..., 78-16224 


United States. Federal Power Commission 

— Congresses. 

Proceedings of Forest Service - Federal 
Power Commission workshop : San 
Francisco, California, April 9, 10, & 
11, 1975., 78-14582 


United States. Food Safety and Quality 
Service — Handbooks, manuals, etc. 
FSQS records management handbook., 

78-14825 


United States. Foreign Broadcast 
Information Service. 
FBIS in retrospect : 30 years of the 
Foreign Broadcast Information Service, 
1941-1971., 78-15835 


*United States — Foreign economic 
relations. 

Dollars, diplomacy, and development : 
hearings before the Subcommittees on 
International Economic Policy and 
Trade and on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 29 and July 26, 1977., 78- 
16252 


Rebating practices in the United States 
foreign trade : report together with ad- 
ditional views to accompany H.R. 
9518., 78-16349 


*United States — Foreign economic relations 

— China. 

Export-Import Bank and trade with 
China : hearing before the Subcommit- 
tee on International Trade, Investment, 
and Monetary Policy of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 8196 ... January 26, 1978., 
78-16186 


United States — Foreign relations. 
Foreign relations of the United States., 
78-15837, 78-15838, 78-15839 


Human rights and United States foreign 
policy : a review of the Administra- 
tion’s record : hearing before the Sub- 
committee on International Organiza- 
tions of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, October 25, 1977., 78-16256 


*United States — Foreign relations — 
Addresses, essays, lectures. 
Secretary Vance and editors of U.S. 
News and World Report : interview /, 
78-15856 


Toward a peaceful coexistence between 
human rights and foreign policy, 
cooperating with international or- 
ganizations : speech /, 78-15854 





August 1978 


*United States — Foreign relations — 

Hungary. 

The Holy Crown of St. Stephen and 
United States-Hungarian relations 
hearing before the Subcommittee on 
Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, November 9, 
1977., 78-16251 

*United States — Foreign relations — Latin 

America. 

Historical study U.S. policy toward 
Latin America, recognition and non- 
recognition of governments, and inter- 
ruptions in diplomatic relations, 1933- 
1974., 78-15846 


*United States — Foreign relations — 

Panama. 

Panama Canal treaties : report of the 
Committee on Foreign Relations, 
United States Senate : with supplemen- 
tal and minority views on Executive N, 
95th Cong., Ist sess. ..., 78-16085 


Panama Canal treaty ramifications 
hearings before the Subcommittee on 
the Panama Canal of the Committee 
on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session ...,  78-16268 


*United States — Foreign relations — 
Panama — Addresses, essays, lectures. 
The Panama Canal treaties : statement /, 

78-15855 


*United States — Foreign relations — 1945- 
Detente and a new American Adminis- 
tration : a report to the Committee on 
Foreign Relations, United States 
Senate /, 78-16217 


United States. Foreign Service Institute. 
Foreign Service Institute : handbook., 
78-15859 


United States. Foreign Service Institute — 
Rules and practices. 
The Foreign Service Institute : its pur- 
poses and programs., 78-15858 


United States. Forest Service. 

The Forest Service meets the public : 
decision-making and public involve- 
ment on the Coconino National Forest 
/, 78-14619 


United States. Forest Service — 
Appropriations and expenditures. 
Expansion of the Forest Service's volun- 

teer program : report to accompany S. 
2370., 78-16397 

United States. Forest Service — Congresses. 

Proceedings of Forest Service - Federal 
Power Commission workshop San 
Francisco, California, April 9, 10, & 
11, 1975., 78-14582 
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United States. Forest Service — History. 
History of Forest Service research in the 
central and southern Rocky Mountain 

regions : 1908-1975 /, 78-14749 


United States — Full employment policies. 
Employment act of 1946, as amended, 
with related laws and Rules of the 
Joint Economic Committee, Congress 
of the United States., 78-16195 


Rules of the Joint Economic Committee, 
Congress of the United States., 78- 
16195 


United States. General Accounting Office. 
Federal banking agency audit act : report 
to accompany H.R. 2176., 78-16424 
*United States — Government publications. 
Current publications., 78-16150 


United States — Government publications — 
Bibliography. 
Committee 

governing 
16197 

United States — Government publications — 
Indexes. 

Index to Veterans Administration publi- 
cations., 78-16075 


United States. Health Resources 
Administration. Energy Action Staff. 
Annual report - Energy Action Staff., 

78-15434 


United States — History. 
Foreign relations of the United States., 
78-15837, 78-15838, 78-15839 


United States — History — Colonial period, 
ca. 1600-1775 — Bibliography. 
Colonial America and the War for Inde- 
pendence /, 78-I15111 


United States — History — Revolution, 
1775-1783 — Bibliography. 
Colonial America and the War for Inde- 
pendence /, 78-I5111 


United States. Immigration and 

Naturalization Service. 

Oversight of INS programs and activities 
: hearings before the Subcommittee on 
Immigration, Citizenship, and Interna- 
tional Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress ...,  78-16263 


United States. Industrial College of the 

Armed Forces. Board of Advisers. 

Report of the Joint Meeting of the Board 
of Consultants of the National War 
College and the Board of Advisors of 
the Industrial College of the Armed 
Forces 29-30 October 1975., 78- 
15010 


*United States — Industries — 
Classification. 
1977 industry and product classification 
manual., 78-14848 


United States — Industries — Periodicals. 
U.S. industrial outlook., 78-14933 


publications and policies 
their distribution., 78- 
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United States — Insular possessions — 
Statistics — Periodicals. 
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sion of the U.S. Geological Survey in 
the Caribbean area., 78-15527 


*Water resources development — United 

States. 

Public works for water and power 
development and energy research ap- 
propriation bill, 1979 : hearings before 
a subcommittee of the Committee on 
Appropriations, House of Representa- 
tives, Ninety-fifth Congress, second 
session /, 78-16179 

Water resources development — United 

States — Congresses. 

Summary of meeting - Interagency Ad- 
visory Committee on Water Data., 
78-15543 
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*Water resources development — 
Washington (State) — Spokane. 
Metropolitan Spokane region resources 

study : public brochure., 78-15071 


*Water resources development — White 
River, Ark. and Mo. 
Water resource appraisals for hydroelec- 
tric licensing : lower White River basin 
: Missouri-Arkansas., 78-15326 
*Water reuse. 
Contaminants associated with direct and 
indirect reuse of municipal wastewater 
/, 78-15280 
*Water reuse — Data processing. 
Data storage and retrieval system for 
pilot watewater treatment research /, 
78-15275 


*Water reuse — Idaho. 

Treatment and disposal of potato 
processing waste water by irrigation /, 
78-14577 

*Water reuse — New Mexico. 

Laboratory evaluation of wax and sil- 
icone for water harvesting on coal 
mine spoil /, 78-14692 

*Water-supply. 

Soil, water, air sciences charters., 78- 

14790 


Soil, water, air sciences programs., 78- 
14789 
*Water-supply — California — Antelope 
Valley. 
Calibration of a mathematical model of 
the Antelope Valley ground-water 
basin, California /, 78-15533 


*Water-supply — Idaho. 
Potential water yield response following 
clearcut harvesting on north and south 
slopes in northern Idaho /, 78-14631 


*Water-supply — Missouri River watershed. 
Specific problems analysis : 1$75 na- 
tional assessment of water and related 
land resources : Missouri Region., 
78-16123 
Water-supply — Puerto Rico. 
Activities of the Water Resources Divi- 
sion of the U.S. Geological Survey in 
the Caribbean area., 78-15527 


Water-supply — Tennessee. 
Summary appraisals of the nation's 
ground-water resources : Tennessee re- 
gion /, 78-15536 


*Water-supply — United States — Data 


processing. 
Key to finding water data., 78-15529 


NAWDEX 
Exchange] : key to finding water data, 
/, 78-15529 


{National Water Data 


“Water waves. 
Laboratory effects in beach studies., 
78-15097 





Movable-bed experiments with H,/L> 


0.021 (1970)., 78-15097 


Waterborne infection — Statistics — 
Periodicals. 
Foodborne and waterborne disease out- 
breaks., 78-15440 


*Watershed management — Colorado. 

Case study of a watershed rehabilitation 
project : Alkali Creek, Colorado /, 
78-14662 

Watershed management — Rocky Mountain 
region. 

Watershed management in the Rocky 
Mountain subalpine zone : the status 
of our knowledge /, 78-14651 

Watershed management problems and 
opportunities for the Colorado front 
range ponderosa pine zone : the status 
of our knowledge /, 78-14653 


Watershed management — United States. 
Tables of geometry for low-standard 
roads for watershed management con- 
siderations, slope staking, and end 
areas /, 78-14742 


*Watersheds — North Carolina — Beaufort 
County. 
Chicod Creek watershed : final environ- 
mental impact statement., 78-14776 


*Watersheds — North Carolina — Pitt 
County. 
Chicod Creek watershed : final environ- 
mental impact statement., 78-14776 


*Waterworks — Philippine Islands — 

Equipment and supplies. 

Waterworks systems agreement 
between the United States of America 
and the Philippines signed at Manila 
August 6, 1976, and amending agree- 
ment signed at Manila February 7, 
1977., 78-15873 


*Waterworks — United States — Equipment 
and supplies. 

Waterworks systems agreement 
between the United States of America 
and the Philippines signed at Manila 
August 6, 1976, and amending agree- 
ment signed at Manila February 7, 
1977., 78-15873 


*Wave-motion, Theory of. 

One-dimensional wave-propagation anal- 
ysis, Newburgh Locks and Dam, Ohio 
River, Indiana and Kentucky : final re- 
port /, 78-15081 


*Weapons systems — Costs. 

Historical resource utilization methodolo- 
gy : final report for period June 1976 - 
June 1977 /, 78-15211 

*Weapons systems — Maintenance and 
repair — Simulation methods. 

Simulating maintenance manning for new 
weapon systems : maintenance man- 
power matrix program : final report for 
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/, 78-15131, 78-15132 


*Weapons systems — Maintenance and 
repair — Study and teaching. 
Commander's manual vulcan/FAAR 

system mechanic [MOS 24M]., 78- 
15060 


Soldier’s manual : vulcan/FAAR repairer, 
MOSC 27F, skill level 3., 78-15048 
Soldier’s manual : Vulcan/FAAR system 
mechanic [MOS 24M]., 78-15059 


Vulcan/FAAR repairer., 78-15048 

Vulcan/FAAR system mechanic., 78- 
15060 

Vulcan/FAAR system mechanic, MOS 
24M., 78-15059 


*Weather forecasting. 
NOWCASTING experiment., 78-14916 


A report on the Chesapeake Bay region 
NOWCASTING experiment /, 78- 
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*Weather reporting, Radio. 
Owlie skywarn : NOAA weather radio., 
78-14922 


Webster, William H 
William H. Webster to be Director of the 
Federal Bureau of Investigation : re- 
port ..., 78-16087 


*Weed contro! — Biological control — 
United States. 
Introduced parasites and predators of 
arthropod pests and weeds : a world 
review /, 78-14566 


*Wenatchee National Forest, Wash. 
Resource project plans : fiscal years 75- 
78 : Wenatchee National Forest, 
Pacific Northwest Region., 78-14590 


*Western hemlock. 

A test of commerical thinning on the 
Hemlock Experimental Forest /, 78- 
14645 

*Whales — Congresses. 
Amendments to the schedule to the In- 


ternational Whaling Convention of 
1946., 78-15863 


Whaling : amendments to the schedule to 
the International Whaling Convention 
of 1946, adopted at the twenty-seventh 
meeting of the International Whaling 
Commission, London June 23-27, 
1975., 78-15863 


*Whaling — Laws and regulations — 
Congresses. 
Amendments to the schedule to the In- 
ternational Whaling Convention of 
1946., 78-15863 


Whaling : amendments to the schedule to 
the International Whaling Convention 
of 1946, adopted at the twenty-seventh 
meeting of the International Whaling 
Commission, London June 23-27, 
1975., 78-15863 
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*Wheat — Prices — United States. 

Farm price problems affecting wheat and 
livestock producers : hearing before 
the Subcommittee on Livestock and 
Grains of the Committee on Agricul- 
ture, House of Representatives, 
Ninety-fifth Congress, first session, 
December 10, 1977, Pullman, Wash., 
78-16165 

Wheat research. 

Effect of crops and fertilizer on soil 
nitrogen, carbon, and water content, 
and on succeeding wheat yields and 
quality /, 78-14795 


*White ash. 
Evaluation of animal hazard to spot- 
seeded white ash in central Tennessee 
/, 78-14724 


White House Conference on the Arts, 

Washington, D.C., 1979. 

White House Conference on the Arts 
and White House Conference on the 
Humanities : report to accompany H.J. 
Res. 649., 78-16347, 78-16427 


White House Conference on the Humanities, 

Washington, D.C., 1979. 

White House Conference on the Arts 
and White House Conference on the 
Humanities : report to accompany H.J. 
Res. 649., 78-16347, 78-16427 


*White pine. 
Eastern white pine in eastern Nebraska : 
a provenance study of southern Ap- 
palachian origins /, 78-14660 


*Wild and scenic rivers — Alaska. 

Inclusion of Alaska lands in national 
park, forest, wildlife refuge, and wild 
and scenic rivers systems : hearings be- 
fore the Subcommittee on General 
Oversight and Alaska Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-16250 


*Wilderness areas — Law and legislation — 

United States. 

Endangered American wilderness act of 
1977 : hearings before the Subcommit- 
tee on Parks and Recreation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 1180 September 19 and 20, 
1977., 78-16206 


Wilderness areas — United States. 
Rationing wilderness use 
problems, and guidelines /, 


methods, 
78-14632 


*Wilderness areas — Washington (State) 
Wilderness needs  consideration., 78- 
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*Wilderness areas — Wyoming. 
Cloud Peak Wilderness, Bighorn Na- 
tional Forest, Wyoming., 78-14593 
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Popo Agie Wilderness, Shoshone Na- 
tional Forest, Wyoming., 78-14594 


A proposal : Cloud Peak Wilderness, 
Bighorn National Forest, Wyoming : 
beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 
man himself is a visitor who does not 
remain., 78-14593 

A proposal Popo Agie Wilderness, 
Shoshone National Forest, Wyoming : 
beyond civilization lies wilderness, 
where the earth and its community of 
life are untrammeled by man, where 
man himself is a visitor who does not 
remain., 78-14594 

*Wildfires — United States. 

Heat : its role in wildland fire /, 78- 

14616 


Radiation., 78-14616 


*Wildlife conservation — United States. 
More wildlife for recreation : a series of 
guides to help landowners increase 
their production of wildiife /, 78- 
14768 


*Wildlife conservation — Wyoming. 
Mule deer mortality on Interstate 80 in 
Wyoming causes, patterns, and 

recommendations /, 78-14703 


*Wildlife habitat improvement — Arizona. 
Cottontail responses to forest manage- 
ment in southwestern ponderosa pine 
/, 78-14701 


Timber harvesting increases deer and elk 
use of a mixed conifer forest /, 78- 
14700 


*Wildlife habitat improvement — 
Southwestern States. 

Managing aspen for wildlife in the 
Southwest /, 78-14753 


*Wildlife habitat improvement — United 
States. 
Wildlife on the public lands., 78-15620 


*Wildlife management — Study and 
teaching — Colorado. 

Wildlife management training school : 
Colorado State University, Fort Col- 
lins, Colorado, May 16-20, 1960., 78- 
14592 


*Wildlife refuges — Alaska. 

Inclusion of Alaska lands in national 
park, forest, wildlife refuge, and wild 
and scenic rivers systems : hearings be 
fore the Subcommittee on General 
Oversight and Alaska Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-16250 


*Wind power. 
Wind energy developments in the 20th 
century /, 78-15752 
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*Windmills. 

Wind energy conservation systems manu- 
facturing and sales activity : 1975 and 
1976 /, 78-15313 

*Winds. 

Three-dimensional 

hills and oval mounds /, 
*Winds — Forecasting. 

An updated objective forecast technique 
for Colorado downslope winds /, 78- 
14917 


*Witnesses — United States — Fees. 

Establishing fees and allowing per diem 
and mileage expenses for witnesses be- 
fore U.S. courts : report to accompany 
S. 2049., 78-16436 

Marshals service fees, witness fees, and 
amendments to the Jury selection and 
service act : hearing before the Sub- 
committee on Improvements in Judi- 
cial Machinery of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first session ... 
September 26, 1977., 78-16265 


*Women — Employment — United States. 


Guia a los derechos de la mujer que 
trabaja., 78-15730 


*Women — Health and hygiene — United 
States. 
Health : a workshop guide., 78-16158 


*Women’s rights — United States. 
Guia a los derechos de la mujer que 
trabaja., 78-15730 


Report on women 
15847 


*Wood. 

Measurements of heat release rates on 
wood products and an assembly /, 
78-14623 

*Wood — Bibliography. 

List of publications on wood fiber 

research., 78-14605 


*Wood — Deterioration. 
Wood moisture and decay problems in 
recently constructed, single-family 

houses /, 78-14721 


*Wood — Moisture. 
Moisture content of wood components in 
three low-cost houses /, 78-14665 


*Wood — Thermal properties. 
Physical properties of woody fuels in the 
Blue Mountains of Oregon and 

Washington /, 78-14687 


*Wood as fuel. 
Control of particulate emissions from 
wood-fired boilers /, 78-15255 
Physical properties of woody fuels in the 


Blue Mountains of Oregon and 
Washington /, 78-14687 


potential flow over 
78-15757 


in America., 78- 
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*Wood chips. 

Chipping and pulping dead trees of four 
Rocky Mountain timber species /, 78- 
14633 

Solving wood chip transport problems 
with computer simulation /, 78-14635 

*Wood chips — Storage. 

Storage of aspen whole-tree chips under 

laboratory conditions /, 78-14626 
*Wood-pulp. 

Chipping and pulping dead trees of four 
Rocky Mountain timber species /, 78- 
14633 

*Wood research — Bibliography. 

List of publications of interest to 
architects, builders, engineers and 
retail lumbermen., 78-14606 


List of publications on wood fiber 
research., 78-14605 
*Wood-using industries — Oklahoma — 
Statistics. 
Oklahoma forest industries, 1975 /, 78- 
14731 


*Wood waste. 
Forest residues energy program., 78- 
14739 
*Woody plants — Diseases and pests — 
United States — Bibliography. 
Interrelationships among microorganisms, 
bark or ambrosia beetles, and woody 
host tissue : an annotated bibliography, 
1965-1974 /, 78-14758 


*Work — Psychological aspects — 
Congresses. 
Productivity and quality of working life 
centers conference report and 
directory., 78-16148 


*Work environment — Congresses. 
Productivity and quality of working life 
centers conference report and 
directory., 78-16148 


*Work measurement — Handbooks, 
manuals, etc. 

Defense work measurement standard 
time data program., 78-15037, 78- 
15038, 78-15039, 78-15040, 78- 
15041 


Standardization of work measurement., 
78-15037, 78-15038, 78-15039, 
78-15040, 78-15041 

*Work release of prisoners — Maryland — 

Montgomery County. 

Exemplary project: Montgomery County 
work release/pre-release program., 
78-15663 


Montgomery County work release/pre- 
release program : Montgomery Coun- 
ty, Maryland., 78-15663 
Worid politics — 1945- — Sources. 
FBIS in retrospect : 30 years of the 
Foreign Broadcast Information Service, 
1941-1971., 78-15835 
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*X-rays. 
Dental x-ray data., 78-15432 


Medical x-ray data., 78-15431 


Nationwide evaluation of X-ray trends : 
NEXT : dental x-ray data., 78-15432 


Nationwide evaluation of X-ray trends : 
NEXT : medical x-ray data. 78- 
15431 


NEXT., 78-15431, 78-15432 


The theoretical reflectance of x-rays 
from optical surfaces /, 78-15756 


Xavier University of Louisiana — 
Administration. 
A study of selected developing colleges 
and universities /, 78-15393 
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*Yachts and yachting — United States. 
Yacht hijacking and drug smuggling : 
hearing before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session ... 
November 22, 1977, New Orleans, 
La., November 23, Miami, Fla., 78- 
16269 
*Youth — Employment — United States. 
A monitoring and assessment plan for 
the Youth employment and demonstra- 
tion projects act of 1977., 78-15732 


0-9 
*4-H clubs — United States. 


Staging a historical 4-H dress revue., 
78-14764 
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